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b ì f o r e v e r d i c t . . . Earle 7, Co o k, rig h t, an d wife. 
Man Guilty Of 
To Kill 81 With 
Trying 
Bomb 


Chicago iUPI) — Business 
ex ecutiv e Earle T. Cook was 
found guilty Tuesday of try ­ 
ing to kill his wife and 80 oth­ 
er airline passengers an d 
crewmen with a homemade 
bomb. His wife ran to h i s 
side and cried in his arms. 
U.S. District J udge Richard 
B. Austin, say ing that C ook 
did his best to commit ''mass 
murder,” 
immediately 
sen­ 
tenced him to two 20-y ear 
prison terms, to be serv ed 
concurrently . 
The 37 - y ear - old bottling 
company manager protested, 
in a statement to the court, 
that he was innocent. As spec­ 
tators began to file out of the 
c o u r t r o o m 
Cook’s wife, 
J eanne, 35 , stood and sobbed 
loudly : 
“ My husband is innocent.” 
The gov ernment prov ed to 


the satisfaction of the jury of 
sev en men and fiv e women 
that Cook planted a time bomb 
dev ice aboard an American 
Airlines jet airliner before it 
left Chicago last Nov . 12 on 
a flight to San Diego, Calif. 
The bomb’s detonator ex ­ 
ploded in the luggage com­ 
partment of the Boeing 7 27 
high ov e r eastern Colorado. 
Howev er, an FBI agent testi­ 
fied, the detonator caps had 
come loose and failed to set 
off the dy namite in tbe suit­ 
case. The detonator caused 
damage but did not disable 
the plane, which landed safe­ 
ly at San Diego. 
The plane’s luggage com­ 
partment was a shambles but 
its outer shell remained un­ 
pierced and the 81 persons 
aboard were unhurt. 
Cook sat motionless in his 


chair, his ey es lowered, as the 
sealed v erdict returned by the 
jury Monday night was opened 
and read. 
Gambler Witness 
A key gov ernment witness, 
George Caly Cliff, 7 2, a pro­ 
fessional gambler 
f r om Hot 
Springs, Ark., testified t h at 
Cook repeatedly had tried to 
hire him to kill Mrs. C ook 
or hav e her killed. A neighbor 
of the Cooks, Anthony Chron- 
is of suburban Naperv ille, 111., 
also testified Cook had dis­ 
cussed getting rid of his wife. 
Cook denied on the witness 
stand that he p l an t e d the 
bomb in his wife’s luggage or 
ev er plotted to kill her. 
Mrs. Cook told the jury she 
lov ed her husband “ v e r y 
much” and that he had “ al­ 
way s been a good and kind 
man.” 
Notional Job Corps Officials 
Soy Closing Order To Stand 


. . . GRANT HAM CALLS SIT UAT ION F LUID 


By BOB SCHREPF 
Star Staff Writer 
The order to close Lincoln’s 
J ob Corps Center will stand, 
the National J ob Corps office 
said Tuesday , after a meet­ 
ing with Lincoln officials in 
which disagreements 
w e r e 
v oiced ov er t h e standards 
used to close the training cen­ 
ter here. 
But J . O. Grantham, v ice 
president of Northern Sy s­ 
tems Co., the Northern Nat­ 
ural G as Co. subsidiary that 
operates the center, said af­ 
ter t h e 
Washington, 
D.C. 
meettog that the “ situation is 
still fluid and has not been 
resolv ed.” 
He indicated that Northern 
of f i c i al s , 
May or 
Sam 
Schwartzkopf 
an d 
Lincoln 
Center Director Welcome Bry ­ 
ant would seek relief Wednes­ 
day in the office of Vice Presi­ 
dent Hubert Humphrey , who 
in Nebraska last week of­ 
fered his assistance in seek­ 
ing a rev ersal of the order 
closing Lincoln. 
Not Giv ing Up 
“ We are not totally discour­ 
aged at this point,” Grantham 
declared. 
He pointed out that while 
the Lincoln delegation met 
with National J ob Corps Di­ 
rector William Kelly and dep­ 
uty Robert L an e , Sargent 
Shriv er, head of federal anti­ 
pov erty programs, did not at- 
“ and there was no hint there 
had l^en any conv ersations 
.with the higher echelons of 
gov ernment.” 
The refusal to rescind the 
order, based on federal budget 
cutbacks, came after what 
K e l l y termed a “ cordial, 
friendly meeting with a good 
ex change of v iews.” 
Quite Different 
Howev er, t h e conclusions 
reached by the parties in­ 
v olv ed “ were quite different,” 
he said. 
Grantham said J ob Corps 
officials did not accept the 
statistical data prepared by 
Northern Sy stems to demon­ 
strate that the Lincoln center 


did not warrant closure under 
the criteria employ ed. 
Although Northern Sy stems 
and the National J ob Corps 
office used the same sev en 
criteria as a basis for grad­ 
ing the Lincoln center, there 
was disagreement ov er the 
relativ e importance of each, 
he said. 
And, according to Grant­ 
ham, “ they used sources of 
information that we did not 
hav e access to and a manner 
of application we had not been 
apprised of.” 
'Won’t Agree’ 
He said that Northern Sy s­ 
tems “ is n ot wishing this 
whole thing to fall on a debate 
ov er numbers . . , but we 
won’t agree that some of these 
criteria should 
h av e been 
used.” 
He said the federal office 
“ has had educational special­ 
ists and consulting firms ev al­ 
uate us on a sporadic basis,” 
while Northern Sy stems ev al­ 
uated “ using monthly reports 
which they hav e nev er seen 
fit to declare inv alid.” 
A spokesman for the Lin­ 
coln center said here that Of­ 
fice of Economic Opportunity 
(OEO) figures on reading im­ 
prov ement apparently were 
based on February of last 
y ear, when the Lincoln Cen­ 
ter had only about 4 50 corps- 
men. 
M at h 
improv ement 
scores were based on the 
period of February to May 
last y ear, while the center 
was still in its buildup stage. 
The Lincoln center did not 
reach full strength until late 
J une of 1%7 . 
Grantham 
s ai d that al­ 
though '‘it’s obv ious the OEO 
is conv inced their analy sis is 
as v alid as any other method, 
the final decision will be made 
on a broader basis» .” 
Broader Basis 
“ While it was not a meet­ 
ing out of which any great 
encouragement can be gath­ 


ered, it certainly is not the 
death knell for our operation 
in Lincoln,” he commented. 
Sen. Carl Curtis and Rep. 
Robert Denney , both Nebras­ 
ka Republicans, attended the 
Tuesday 
session but 
S e n. 
Roman Hruska was unable to 
attend because of a roll call 
v ote in the Senate. 
As a result of the closure 
order, 
28 
corpsmen 
were 
transferred out Monday , des­ 
tined for Clearfield, Utah, and 
another 6 5 departed Tuesday , 
headed for San Marcos, Tex . 
Another 
16 5 
corpsmen are 
ticketed to leav e Thursday . 


REDS USING ARMOR 
...Qreen Beret Ca mp Nea r Khe Sa nk Hit 


Saigon W — North Vietnam­ 
ese infantry men supported by 
nine medium tanks and flame- 
throwers made repeated as­ 
saults on the Lang Vei special 
forces in the northwest corner 
of South 
V i e t n am early 
Wednesday and penetrated the 
barbed wire perimeter. 


The U.S. command said ra­ 
dio contact with the American 
Green Beret troopers inside 
the camp was lost for more 
than an hour but was re-es­ 
tablished and it appeared the 
Montagnard militiamen in the 
camp and their American ad­ 
v isers were still holding out. 
The command said fiv e of 
the 
enemy ’s 
Russian-model 
T34 tanks were destroy ed. It 
was the first time the enemy 
has been reported using tanks 
in the Vietnam war. 
South Vietnamese military 
headquarters h ad reported 
earlier that the camp had 
been ov errun. 


Reds Inside 
A gov ernment spokesman 
said a reconnaissance plane 
fly ing ov er the camp at dawn 
saw North Vietnamese troops 
mov ing inside it. He added 
that the pilot reported making 
radio contact with members 
of the camp’s garrison who 
said they had withdrawn from 
the camp. 
In Saigon, the U.S. com­ 
mand announced that tbe in­ 
tensified attacks the Commu­ 
nists launched across t b e 
country J an. 30 cost the ene­ 
my 22,7 4 8 dead up to mid­ 
night Tuesday . It said 1,7 6 8 
allied troops hav e been killed, 
including 6 14 Americans and 
1,130 South Vietnamese. 
As U.S. warplanes kept up 
their raids ov er North Viet­ 
nam, the U.S. command said 
an Air Force F4 Phantom 
fighter-bomber shot down a 
MIG 21 interceptor west of 
Hanoi Tuesday . It was t h e 
second enemy MIG downed in 
two day s and the 107 th of the 
war. 


B5 2s Hit Reds 
U.S. air power also w as 
callecUin near the Lang Vei 
battle early Wednesday . B5 2 
bombers hit enemy concentra­ 
tions northwest of Khe Sanh. 
The 
L an g 
Vei 
camp, 
manned by U.S. adv isers and 


LINCOLN: Fair and a little 
warmer. High in the mid 
4 0s. Precipitation probabil­ 
ity less than 5%. 


EAST AND CENTRAL NE­ 
BRASKA: Fair and warmer 
Wednesday . High 4 0 to 4 5. 


M o re W eath er. Pag e 3 


four companies of Vietnamese 
civ ilian irregulars, is about 
halfway between Khe Sanh 
v illage and the Laotian border 
and about 4 miles w e s t of 
the Marine combat base at 
Khe Sanh. 
There were reports t h at 
the camp contained a r e i n- 
forced team of 3 5 to 5 0 Ameri­ 
can fighting men. 


Battle Near Saigon 
A major fight that 
b r ok e 
out Tuesday one mile north 
of Tan Son Nhut air base in 
the suburbs of Saigon w as 
r e p or t e d still going on 
Wednesday morning. The en­ 


emy . estimated at battalion 
strength, was pulling b ac k 
under the p r e s s u r e of rein- 
f or c e d South Vietnamese 
troops. 


One account said 
128 en­ 
emy bodies had been found in 
the area. 


South Vietnamese spokes­ 
men reported sev eral small 
clashes in Saigon during the 
night, most in 
the 
Chinese 
Cholon sector. Six Viet Cong 
were said to hav e been killed 
and four South Vietnamese 
soldiers wounded. 
At Hue, Associated P r e s s 
correspondent J ohn Lcngel re­ 


p o rted th at Co mmu n ists blew 
u p th e main bridg e co n n ect­ 
in g th e n o rth an d so u th sides 
o f th e city early Wedn sday . 
lie said th ey dro p p ed th e two 
cen ter sp an s o f th e six -sp an 
stru ctu re. 
Communist holdings In Hue 
constricted slowly under co­ 
ordinated driv es by U.S. Ma­ 
rines and South Vietnamese 
troops. 
The Marines recaptured the 
prov ince headquarters build­ 
ing in that old imperial capi­ 
tal, 4 00 miles north of Sai­ 
gon, hoisted the Stars and 
Stripes and inched ahead in 


th eir camp aig n to clear th e 
sectio n .so u th o f th e Perfu me 
Riv er. 


American an d Vietn amese 
tro o j).s fo u g h t o n at Dalat. a 
mo u n tain 
reso rt 
140 
miles 
n o rth east o f Saig o n , wh ere 
Co mmu n ist u n its th at may to ­ 
tal 7 5 0 men c l u n g to two 
stro n g jK)in ts. 
“ Dalat 
remains 
que.stion- 
able,” said Brig. (ien. W’inant 
Sidle, the 
U.S. Command's 
information chief. “ There are 
six enemy companies in town. 
Although it looks as If we 
would be able to clear them 
out, the town Is not clear v et.” 


STAR STAFF PHOTO 
HOUSE GUTTED BY FIRE . . . in sp ected b y Barn ett, left, Ro b ert Ritter, Valp araiso p ro p an e 
g as d ealer, cen ter, an d Valp araiso Fire Ch ief Ro b ert L in d h o lm. 
Caution Urged After F atal F ire 


. . . OF F ICIAL SAYS HANDLE PROPANE GAS WIT H CARE 


By GARY CLAXTON 
Outstate Nebraska Bureau 


Valparaiso—Assistant State 
Fire Marshal WaUy Barnett 
Tuesday pleaded for ex treme 
caution by indiv iduals using 
pressurized propane gas. 


Inv estigators at the scene 
of the fire that kiUed four 
small chUdren here Monday 
n i g h t determined Tuesday 
that the fire resulted from the 
ex plosion of propane fumes. 


“ This office wants to urge 
ev ery one in the state of Ne­ 
braska to use fuels for their 
intended purposes only ,” Bar­ 
nett said. “ This is done only 
in the hope that we can pre­ 


v ent a similar tragedy from 
happening.” 
Man Escaped 
The fatal fire occurred about 
eight hours after a Lincoln 
man escaped serious injury 
when t h e mobile home in 
which he was using propane 
to force water from the pipes 
ex ploded. 
Four children of the Paul 
Blair family — Meril, 10, Lau­ 
ra, 
8 , 
J eanette, 
6 , 
an d 
Yev ette, 1, died in the Val­ 
paraiso fire while Blair, a 
construction worker, his wife, 
two other children, Terry , 9, 
and Patrick, 4 , and Rick Egr, 
a neighbor, escaped serious 
Injury . 
Study Of Cor Insurance Is Requested 


. . . PRESIDENT PROPOSES 8-POINT CONSUMER PROGRAM 


Golden Wishbone 
Now 4 )pen. Chicken & ham ­ 
burgers to go. 27 th & Y.—Adv . 


Springer To Run 
Washington (UPI) — Rep. 
William L. 
Springer, R-Ill., 
said he would seek a fifth 
term in the House r^resent- 
ing the 22nd C on^ssionai 
District in Illinois. 


Washington 
(JPi — President 
J ohnson asked Congress Tues­ 
day to authorize a national 
study of what he termed the 
“ ov erburdened and unsatis­ 
factory ” auto insurance sy s­ 
tem. 


He also called for new laws 
to protect Americans against 
diseased fish and poultry . 


In a special message, J ohn­ 
son outlined 
an eight-point 
program which he said would 
help make sure the American 
customer gets “ a fair an d 


HEADLINES 


INSIDE 


GAPS FOUND — Gaps hav e 
been found in the allied mili­ 
tary posture in South Viet­ 
nam. They are analy zed by 
Associated Press 
w r i t e r 
Peter Arnett. Story Page 2. 


REMAP ORDERED-Adams 
County ’s Board of Superv i 
sors must redistrict the coun­ 
ty , Dist. J udge Norris Chad- 
derdon has ruled. Story Page 
3. 
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honest ex change for his hard- 
earned dollar.” 
Laws Requested 
—Protect against ex cessiv e 
radiation from color telev i­ 
sion sets, dental X-ray ma­ 
chines and other electronic 
dev ices. 
—Permit speedier federal 
crackdowns on home improv e­ 
ment frauds and other sales 
cheats. 
—Fix more stringent boat­ 
ing safety standards. 
In addition, 
J ohnson 
an­ 
nounced he will appoint a 
“ consumer counsel” in the 
J ustice Department to adv ise 
and prod officials on legal 
mov es to protect the buy ing 
public. 
He also said the gov ernment 
will undertake a broad study 
to determine if legislation is 
needed in such areas as ap­ 
pliance and auto repairs and 
the policing of warranties and 
guarantees. 
Comprehensiv e 
Pointing to rapidly rising 
auto insurance premiums, ar­ 
bitrary cancellation of some 
policies, 
difficulties of Ne­ 
groes in obtainng cov erage 
and other problems, J ohnson 
called for “ the first compre­ 
hensiv e study of the automo­ 
bile insurance sy stem.” 
Transportation S ecretary 
Alan S. Boy d, who would su­ 
perv ise the study , told a news­ 


man the work could proceed 
without congressional authori­ 
zation, but he said legislation 
would prov ide subpoena pow­ 
ers that might be needed. He 
estimated that the study would 
take from 18 to 24 months. 
In his message, J ohnson 
also called for enactment of 
his still-pending 196 7 consum­ 
er proposals, emphasizing his 
support for a “ truth-in-lend­ 
ing” law. 
And he pressed anew for a 
10% income tax surcharge, ar­ 
guing that this would protect 
consumers against inflation. 
Meat Inspection 
Wholesome fish and poultry 
legislation would ex tend to 
these products the prov isions 
of last y ear’s' meat inspection 
law. States would be encour­ 
aged to do their own inspec­ 
ting, but the federal gov ern­ 
ment could mov e in if they 
didn’t do the job within two 
y ears. 
Federal inspectors now look 
only at poultry mov ing in in­ 
terstate commerce. They an­ 
nually reject more than 4 00 
million pounds as diseased or 
contaminated. The President 
s ai d the situation appears 
worse where state inspection 
is concerned. 
“ If 
poultry 
inspection 
is 
spotty .today ,” he said, “ fish 
inspf Aon is v irtually nonex ­ 
istent. ’ 


Not ev en the federal gov ­ 
ernment inspects much fish 
and, J ohnson said, there is 
no sy stematic program f or 
looking at the imports that re­ 
present more than half of all 
fish consumption. 


Would Set Standards 
Under the hazardous radi­ 
ation legislation, the gov ern­ 
ment would set and enforce 
safety standards and require 
manufacturers to recall de­ 
fectiv e 
equipment 
and de­ 
v ices. 
I 
The 
deceptiv e 
sales 
bill 
would 
permit 
tbe 
Federal 
Trade Commission to seek 
mmediate 
court injunctions 
against fraudulent and decep­ 
tiv e sales practices, without 
awaiting conclusion of com­ 
mission 
proceedings 
that 
sometimes drag on for months 
or ev en y ears. 


In boating, the administra­ 
tion proposal would authorize 
the secretary of transportation 
to fix and enforce safety stan­ 
dards for new boats and equip­ 
ment, such as is done with 
new autos. States also would 
get financial help to improv e 
their own boat safety pro­ 
grams. 


Barnett said Blair had bor­ 
rowed a 20-pound propane bot­ 
tle from a local dealer to 
freeze some bees discov ered 
at the second floor landing of 
the home when the inside 
walls were torn away for re­ 
decorating. 
On Staircase 
Egr, assisting Blair in the 
operation, was standing half­ 
way up the staircase leading 
to the second floor while Blair 
was at the bottom of the stair­ 
way with the propane tank. 
A 14 -foot hose hooked into the 
tank, he said. 
“ He could hav e easily stood 
four or fiv e feet away and hit 
the wall with it,” Barnett 
said, ex plaining the propane, 
similar to an aerosol mist, 
spews a lesser distance as the 
v olume in the tank reduces. 
“ But the v apor drops to the 
floor, just like gasoline,” Bar­ 
nett continued. “ It’s heav ier 
than air. 
Nev er Know 
“ We’ll nev er know what ig­ 
nited the blast,” Barnett said. 
“ The furnace is the best bet 
but it could hav e been static 
electricity from their clothes.” 
clothes.” 
i. 
Officials noted propane v a­ 
por does not require a flame 
for ignition. 
A representativ e of North­ 
ern Propane Gas Co. said a 
2% to 9.5% incidence of the 
v apor in the air will detonate 
from an electric arc set up 
by flicking on a light switch, 
a lighted cigarette, glowing 
particles in a heater ev en af­ 
ter it has been shut off or 


four dead girls were found and 
one leading to the front room 
of the house, in which the 
two boy s were play ing. 
Barnett said ev idence in­ 
dicated the propane drifted 
down into the bedroom and 
liv ing room, where it was 
most likely ignited by th e 
heater. 
The ex act location of the 
ignition and insuing ex plosion 
was impossible to determine, 
Barnett said because the to- 


Scene Ch ao tic 
At F atal Blaze 


(See Story Page 3.) 


tal elapsed time from the 
first spark to the engulfing 
fire would hav e been only one 
to two seconds if not at the 
onset. 
“ It would be so fast y ou 
wouldn’t be able to tell the 
difference,” he said. '‘I don’t 
see how Egr got out. He was 
on fire and tried to get to 
the girls but couldn’t do it.” 
He said the concussion from 
the ex plosion cracked an d 
split boards all ov er the house. 
Blair and Egr ushered the 
two boy s out the front door 
as they ex ited the building. 
Released 
Lincoln 
General 
Hospital 
released both Egr and Mrs. 
Blair Tuesday . Blair was not 
hospitalized. 
The two 
boy s 
spent 
Tuesday 
with 
their 
, 
^ 
, grandparents who liv e west of 
static electricity generated by i Valparaiso, 
clothing or walking across a 
wool rug. 
Any lesser density will not 
ignite and any greater den­ 
sity does not hav e sufficient 
air to burn, he said. 
Ex treme Caution 
“ If it’s strong enough to be 
smelled, it’s strong enough 
to be used with ex treme cau­ 
tion,” he said. 
At the bottom of the Blair 
stairway sat an oil heater. On 
each side of the heater were 
doors •— one leading to the 
parents’ bedroom where the 
Drapery CJ eaiiing Sale 
20% Sav iîigi Now! Williams 
1 -7 447 .-, 
Cleaners. 4 34 - 
-Adv . 


For Your Valentine 
Beuers chocolats. I^lppert’s 
Rex all, 13th & N .-A dv . 


Surv iv ors of the Blair chil­ 
dren are their parents, Mr. 
and 
Mrs. 
Paul 
Blair 
J r.; 
brothers, Terry and Pat, both 
at home; grandparents, Mr. 
and Mrs. J ames L. Martin, 
Valparaiso, and Mr. and Mrs. 
Paul Blair Sr., Shoreham, Vt. 
Serv ices 
are 
pending 
in 
Valparaiso. 
Members of the Blair fam­ 
ily requested that pictures of 
the children not be printed. 


Today's Chuckle 


If y ou put off until tomor­ 
row what y ou should do to­ 
day , thefiCKwill probably he. a 
higher tntUn it 
1 
Capr. T-M 
on it. 
196 8 . G tñ. 
Fea. Cerfb 
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New York Times 
News Summary Viet Cong Siege Of Saigon Enters 2nd Week 


<r» N « * Turk Tim» # %>•» 
Saigo n - Thf Viet ('o n g o n slau ght again st 
Saigo n , which has dev elo p ed in to a siege, has 
en tered its seco n d week Mo re than half t!ie 
city remain ed u n der a 24 -ho u r cu rfew, with 
So u th Vietn amese tro o p s reiwrtedly o rdered 
to “ sho o t to kill" an y v io lato rs Almo st n o 
p ro du ce was reachin g the cap ital, do u b lin g 
an d trip lin g the p rice o f fo o d in the few sho p s 
that remain ed o p en . Fightin g was rejKirted in 
sev eral secto rs o f ttie city . (More on Page 1) 


Marines Push Cong In Hue 
Hu e, So u th Vietn am 
Fn ited States Ma­ 
rin es recap tu red the p ro v in cial cap ital b u ild­ 
in g in Hu e fro m the Viet Co n g. In their b ig­ 
gest p u sh in a week o f fightin g, they added 


14 mo re b lo cks to their fo o tho ld So u th Viet- 
n ame>e tro o p s, mean while, .seized o n e co rn er 
o f the 19 th cen tu ry citadel wall .shieldin g the 
imp erial p alace. (Mo re o n Page I) 


Fighting Moves Outside City 
Ko n tu in . So u th Vietn am — A b right sp o t 
in the Vietn am p ictu re was the city o f Ko n - 
tu m in the highlan ds. Sho p s o p en ed an d the 
b u stle o f traffic resu med as fightin g mo v ed 
o u t.side the city fo r the first time in a week. 


Commission Decides To Act 
Xew Delhi — Viet Co n g in tru sio n s in to 
Camb o dia were the su b ject o f a meetin g o f 
the In tern atio n al Co n tro l Co mmissio n in Pn o m 
Pen h. The co mmissio n decided to act o n 


“sp ecific co mp lain ts" of v iolations at the 
meetin g, called b y prince Norodom Sihanouk 
to stren gthen the commission. 


Navy Withdraws Enterprise 
Washin gto n — In 
an apparent gesture of 
co n ciliatio n aimed 
at encouraging the release 
o f the in telligen ce ship Pueblo, the carrier 
En terp rise was ordered to withdraw from a 
p o sitio n o ff the No rth 
Korean coast. The mov e 
was su ggested b y the Hungarian mission at 
the Un ited Natio n s to 
create a better atmos­ 
p here fo r the negotiations on the captured 
ship . (More on Page 2) 


Consumer Protection Planned 
Washin gto n — An eight-point consumer- 


protection program, including new powers for 
the federal trade commission to take opera­ 
tors of home-improv ement rackets into court, 
was proposed by President Johnson in a 
special message to Congress. (More on Page 
1) 


Prison Deaths Mo^ly Violent 
Grady , Ark. — An inspection of prison 
records at the Arkansas Police Penitentiary 
showed that at least 71, or 28 %, of the deaths 
at the institution ov er the past three decades 
stemmed from v iolence. Two men were killed 
by a “ falling tree," many y oung prisoners 
died of “ organic heart disease"; others were 
burned, poisoned, drowned and “ accidentally " 
electrocuted. 


GM Official Goes To Ford 
Detroit — In a dramatic turnabout, Se- 
mon E. Knudsen, who resigned as an ex ecu­ 
tiv e v ice president of General Motors last 
week, was named president of the Ford Com­ 
pany . Knudsen is a son of a former president 
of General Motors. (More on Page 21) 


AID Misconduct Alleged 
Washington — An inv estigation of alleged 
misconduct and possible malfeasance has 
led to the resignations of fiv e employ es of 
the Agency for International Dev elopment, in­ 
cluding an assistant administrator. Inv estiga­ 
tors alleged that some of the resigned em­ 
ploy es accepted money ami fav ors from a 
contractor in Belgium. 
Enterprise 
Withdrawn 


Washington — The nuclear- 
powered aircraft carrier En- 
terpri.se has been ordered to 
withdraw from a position off 
the North Korean coast. 
The order Is an apparent 
gesture of conciliation aimed 
at encouraging the release o f 
the Intelligence ship Pueblo 
and her 8 2 crew members, In­ 
formed sources said Tuesday . 
The mov e followed a sug­ 
gestion from the Hungarian 
mission to the United Nations 
that the withdrawal of the En­ 
terprise might create a bet­ 
ter atmosphere for the so far 
iinsccessful negotiations on the 
Pueblo. 
Through U.S. Mission 
Sources at the United Na­ 
tions said the suggestion was 
made la.st Friday through the 
United States U.N. mission in 
New York. 
Hungary has been chosen by 
North Korea as its contract 
with the West and the Hun­ 
garian U.N. mission, under 
Ambassador Karoly Csator- 
day , serv ed as a channel of 
information to the world orga­ 
nization last week during the 
Security Council debate of the 
Pueblo incident. 
In making the suggestion to 
remov e the Enterprise, how­ 
ev er, U.N. sources said the 
Hungarians 
emphasized 
to 
American diplomats that they 
were not speaking for North 
Korea. 


Panmunjom 
Meet Today 
To Be Open 


Seo u l, Ko rea iJV-The Un it­ 
ed States an d No rth Ko rea, 
b reakin g a p attern o f secret 
co n feren ces, will meet o p en ­ 
ly Wedn esday at the Pan mu n ­ 
jo m tru ce headq u arters, the 
Un ited .Natio n s Co mman d an ­ 
n o u n ced. 
The to p ic is ex p ected to b e 
the 
U.S. 
in telligen ce 
ship 
Pu eb lo , seized b y the No rth 
Ko rean s o n Jan . 23 . 
The co mman d did n o t say 
which side called the secre- 
t a r I e s meetin g, techn ically 
a lo wer-lev el co n feren ce. The 
p ress was to b e admitted. 


Assembly Is 
Indignant' At 
Secret Talks 
Seo u l 'T'—Tlie temp o o f o f­ 
ficial p ro test again st .secret 
US. n ego tiatio n s with t h e 
No rth Ko rean s fo r the retu rn 
o f the USS Pu eb lo in creased 
1 u csday n ight. The n atio n al : 
as.semb ly ado p ted a reso lu tio n 
ex p ressin g “ n atio n al in dign a­ 
tio n ’’ at the n ego tiatio n s. 
Park Choon-ky oo, chairman 
of the foreign affairs commit­ 
tee, told the assembly that 
South Korea was being shut 
out of the talks at the armis­ 
tice town of Panmunjom on 
subjects of v ital concern to the 
country . 
Park’s 
remarks 
an d the 
assemb ly 's 
actio n 
reflected 
gro win g go v ern men t co n cern 
o v er the U.S. han dlin g o f the 
cu rren t crisis. They fo llo wed, 
clo sely a p ro test n o te Premier 
Chu n g Il-kwo n han ded U.S. 
.Amb assado r William J. Po r­ 
ter o n the secret talks. 
The assemb ly ’s reso lu tio n 
in sisted that the recen t at­ 
temp t b y No rth Ko rean co m­ 
man do s to assassin ate Presi­ 
den t Chu n g Hee Park was 
mo re imp o rtan t to So u th Ko ­ 
rea than No rth Ko rea’s sei­ 
zu re o f the Pu eb lo , a co m­ 
mu n icatio n s ship . 


Berlin Mayor Home 
Berlin ( UPI ) — M a y o r 
Klau s Schu etz retu rn ed ho me 
fro m an eigtit-day v isit to the 
Un ited States where he co n ­ 
ferred with Presiden t Ly n do n 
Jfthnsoa. 
^ 


The Hu n garian s said they 
simp ly felt the withdrawal o f 
the En terp rise might create 
an imp ro v ed atmo sp here fo r 
the discu -ssio n s b etween U.S. 
an d No rth Ko rean rep resen ta­ 
tiv es to the military armi.stice 
co mmissio n at Pan mu n jo m. 
To Southwest 
The so u rces said the En ter­ 
p rise was in stru cted to with­ 
draw .sev eral hu n dred miles to 
the so u thwest. 
Its n ew p o sitio n is u n kn o wn 
b u t it is b eliev ed to b e either 
within o r o n the western side 
o f the Ko rea Strait. The En ­ 
terp rise’s su p erso n ic F4 Phan ­ 
to m jet fighter-b o mb ers are 
still within e a s y reach o f 
No rth Ko rea if n eeded. 
The 
Hungarians 
did 
not 
mention the other two car­ 
riers that form part of the 
nav al task force and these 
hav e been instructed to re­ 
main on station, the sources 
said. 
They are the attack aircraft 
carrier Ran ger an d the an ti­ 
su b marin e w a r f a r e carrier 
Yo rkto wn . They are b ein g ac­ 
co mp an ied b y the cru isers 
Can b erra an d Chicago an d a 
n u mb er o f esco rtin g destro y ­ 
ers an d su p p o rt ship s. 


Gaps Found In Allied Stance In Vietnam 


. . . ASSOCIATED PRESS WRITER ANALYZES IMPACT OF COMMUNISTS' OFFENSIVE 


Is It A Ship ? 


The Qu een Mary is 
b ein g p icketed b y mem­ 
b ers o f the AFL-CIO 
Maritime 
Trades 
De­ 
p artmen t, who co n ten d 
they sho u ld b e emp lo y ed 
o n the ex -lin er. The city 
o f Ix in g Beach, Calif., 
which b o u ght it, 
has 
classified the ship as a 
b u ildin g an d staffed it 
with civ il serv ice wo rk­ 
ers. 


C fp ra s. 
» ttm trg lr In lan d In th« » aat- 
» rn M rditrrran ean , waa o v rrwhrlin fd ^ 
Kcjrp tlan warrio r« in 
ab o at 
1500 
R.C. 
N rarir a do trn rm p irr« iriird an d ru led 
C>p ru « b eio re it b erain e an in dep en den t 
memb er o f the Rriliah Co mmo n wealth In 
IM O . 


By PETER ARNETT 
Associated Press Writer 


Saigo n —• The allied mili­ 
tary p o stu re in Vietn am has 
b een challen ged b y the u n ex ­ 
p ected tu rb u len ce o f the Co m­ 
mu n ists’ win ter-sp rin g o ffen ­ 
siv e. 
The most ex perienced ob­ 
serv ers sec a major reassess­ 
ment of tactics forced upon 
the U.S. military high com­ 
mand, particularly In v iew of 
the now-prov en v ulnerability 
of major population centers 
and administrativ e capitals. 
These 
observ ers 
believ e 
that great gaps hav e been ex ­ 
posed in the allied military 
stance since the Communists 
began the offensiv e with ma­ 
jor actions near Laos and 
Cambodia last October and 
Nov ember, and followed these 
up with the attacks that cul­ 
minated in action against 35 
population centers in the past 
week. 
May Break WUl 
Unless t h e s e gaps are 
plugged, it looks as if the Com­ 
munist battalions will be able 
to return any time they wrish 
to harass the cities and ma­ 
jor towns. As some see It, this 
prospect might well break the 
will of a people subjected to 
war for 20 y ears. 
Last Nov ember a senior 
American general said: “ We 
do not think the enemy can 
maintain the aggressiv eness 
that has been demonstrated 
In the series of battles and at­ 
tacks across the country in re­ 
cent weeks." 
Late in December Gen. Wil­ 
liam C. Westmoreland said: 
“ The best measure of progrès 
is the improv ed attitude of the 
people. They hav e an attitude 
of optimism. Ev ery where I go 


I note a feeling of encourage­ 
ment." 
Not Apparent Now 
Optimism a n d encourage­ 
ment 
a r e 
not 
apparent 
amongst the population this 
week. 
Scores of thousands 
hav e fled from their homes. 
The ex perienced observ ers, 
including some senior U.S. 
military officers, see these 
weaknesses ex posed in the al­ 
lied military posture in recent 
months: 
1. Enemy capahUlty v as un- 
d e r e s t i m a t e d , particu­ 
larly concerning the Viet Cong 
forces who draw recruits from 
South Vietnam’s population. 
The senior American in the 
Mekong Delta until his return 
weeks a go. Brig. Gen. Wil­ 
liam R. Desobry , told news­ 
men early in January : “ The 
Vietnamese army has the up­ 
per hand in the delta. The 
Viet C o n g are going down 
steadily . There has been sig­ 
nificant success." 
Sev eral U.S. adv isers in the 
delta disagreed, say ing pri­ 
v ately the Viet Cong were 
powerful enough to ov errun 
gov ernment forces. This past 
week the delta was terribly 
mauled. 
2. Allied inteUigence, which 


School Lunch 


Thursday 
Elementary Schools 
Oi’en b ro wn ed chick» 
Whip p ed p o tato cs/frev y 
Waldo rf Miad 
Bread an d tn itter 
Jello whip 
Milk 
Jr. & Sr. High Schools 
Chiu o r b eef o r tu rkey p o t Ma 
Can died tweet p o Uto ea 
Fro zen p eat o r ttcamed eab b aca 
Red ap p le Ju ice 
Mo d talad o r to aaed aalad 
Ho t b iacu lt/ho n ey 
Tu rkey salad, cfaeeaa aalad w p ean u t 
b u tter san dwich 
Bro wn iea. cu atard o r fru it p ia 
Milk 


often depends on reports from 
the South Vietnamese, is in­ 
adequate. 
While there were some warn­ 
ings forecasting last week’s 
onslaughts, these did not an­ 
ticipate that the Communists 
could mass 60,000 troops in­ 
side and at the fringes of ma­ 
jor towns without being de­ 
tected. 
For weeks the allied com­ 
mand had ascribed ability and 
determination to the North 
Vietnamese forces streaming 
down the Ho Chi Minh Trail. 
The tendency was to write off 
the Viet Cong battalions which 
were largely responsible for 
the delta onslaught. Most of 
the troops that hit Saigon 
were Viet Cong. Other units 
materialized in full fighting 
trim all ov er the country . 
3. The ability of the South 
Vietnamese armed forces is 
again in question. 
“ If this shows any thing. It 
shows that y ou just can’t 
fight a rev olutionary war by 
keeping office hours," one ob­ 
serv er commented, in refer­ 
ence to the reluctance of most 
Vietnamese units to fight a 
sev en-day week. 
4. The Viet Cong infrastruc­ 
ture in Saigon must be re­ 
garded as m o r e powerful 
than ev er b e f o r e , despite 
claims that it was being grad­ 
ually destroy ed. 
With the clandestine Com­ 
munist mov ement operating 
so efficiently in the capital 
city , hopes hav e been dashed 
that any real progress h a s 
been made in the towns and 
hamlets in the country side. 
The pacification program 
appears set back indefinitely 
in v iew of its major objec­ 
tiv e: the security and econom 


ic dev elopment of the popu­ 
lation. 
The Key Aim 
'This has been a key aim. 
From P r e s i d e n t Johnson 
down, leaders in the allied ef­ 
fort hav e made it clear for 
y ears that the Vietnam war 
inv olv ed not o n l y military 
mov es but also “ the other 
war," the promotion of safe­ 
ty and stability among the 
people. 
Widespread destruction in 
the prov incial capitals now 
threatens the program. 
“ We hav e only so much 
money to spend," a U.S. aid 
official said Tuesday . “ T h e 
cities hav e to be rebuilt. We 
will hav e to dirv et not only 
money from the pacification 
program but also building 
materials and tradesmen." 
What Now? 
What of the picture ov er­ 
all? What can the U.S. com­ 
mand be ex pected to do to 
counter the effects of this re­ 
cent Communist offensiv e, at 
a time when the enemy ’s 
main force units are y et to 
be destroy ed and the record 
of pacification is so clouded? 
While Westmoreland’s head­ 
quarters declines to discuss 
what may be done, he has of 


ten referred to the American 
military posture here as “ de­ 
fensiv e in strategy , offensiv e 
in tactics." 
If fighting continues to bo 
restricted to South Vietnam he 
may hav e no choice but to 
pursue a defensiv e strategy . 
May Change Tactics 
He may hav e to change tac­ 
tics, to bring his forces clos­ 
er into the prov incial towns 
and cities. Already many of 
the 35 population centers tiiat 
came under attack are part­ 
ly defended by U.S. Marines 
and infantry . It is possible 
that o n l y American foi;Qes, 
with their endurance, fire^w- 
er and mobility can prov ide 
the kind of defense that a city 
like Saigon needs 24 hours a 
day . 
The American h i g h com­ 
mand may be forced to take 
a strong stand with Vietna­ 
mese generals who hav e re­ 
sisted reforms required to 
buUd their army into an effec­ 
tiv e fighting force. 
If Westmoreland does n o t 
get more American troops to 
flesh out his force he likely 
will hav e no choice but to 
i n s i s t on the best possible 
Vietnamese military i^rform- 
ance. 
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t Convenient Chapeb 
-» 
4300 Eos» 0 
432-1225 
^ 
Amp le Pa rUn g 
*. 6037 Havelock Av*. 466-2831 
Nortbeaft Lincoln 


S mvimg with Dig n itv, Eeo mo m 
a md V n d en ten d k^ 


suggests a handsome spring ensemble for your special date on Valentine's Day! 
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Sp o r-I- Su it* Du o 


. . . A VERSATILE, ALL-PURPOSE LOOK 


BY JAMES HAIG 


A great week-ender, because this suit gives you the freedom, the casualness of a 


sportcoat, yet you'll feel at ease for any occasion, because the fabric of coat and 


slacks ore perfectly co-ordinated. Choose from handsome imported Italian worsteds, 


with the slacks dyed to REALLY MATCH the color in the coot. Stop in soon, ond s m 


this color picture for yourselfl $80 


Gateway Open Wednesday N ight Till 9 ! 
b u n Simo n 's 
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Downtown A Gatoway 
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Adams' Board 
Must Redistrict 


. . . Judge Chadderdon Rules 


Hastings 
— Adams County District J udge Norris 
Chadderdon ruled Tuesday that the Adams County Board 
of Superv isors must redistrict the county and submit a plan 
to the court by Feb. 15 for approv al or disapprov al. 
The order came as a result 
of a hearing on a writ of man­ 
damus action against th e 
board filed by Mrs. Rex Hab- 
berman, wife of the District 
VI superv isor. 
J udge Chadderdon said 
of us who hav e serv ed in pub­ 
lic office hav e found at some 
Rigid Sunday 
Closing Plan 
Is Submitted 
. . . To Omaha Council 


' Ôniaha 
— A stringent 
S u n d ay closing ordinance, 
broad enough to force serv ice 
stations and restaurants to 
close, too, was submitted to 
the City Council Tuesday . 
The measure, prepared by 
the city ’s legal staff, would 
ban the sale of all articles on 
Sunday ex cept those “ essen­ 
tial to the health, safety and 
welfare of society .” 
T h e 
proposed 
ordinance 
states that its purpose is to 
Nebraska 
Newi 


**set one day apart from all 
others as a day of rest, re­ 
pose, recreation and tranquil­ 
ity .” 
..The Nebraska S u p r e m e 
Court struck down prev ious 
Sunday closing laws because 
some businesses were allowed 
to remain open and sell cer­ 
tain products while other bus­ 
inesses could not. 
Discount Stores 
Recently , sev eral discount 
stores hav e remained open on 
Sunday s and handled v olume 
business. Major stores in the 
downtown area opened one 
S u n d ay 
afternoon 
before 
Christmas in what was termed 
an ex periment. There has been 
talk in recent weeks by some 
major retailers of opening ev ­ 
ery Sunday to compete with 
the (fiscounters. 
T h e proposed ordinance 
would permit the sale of drugs, 
newspapers, trav el tickets and 


^itedio and telev ision broad- 
casis would be allowed, along 
with p u b l i c transportation, 
public accommodation, ambu­ 
lance serv ice, telephone and 
telegraph serv ice and recrea­ 
tion and entertainment facili­ 
ties. 
Terrance J . Ferguson, city 
law clerk, told the council that 
the sale of food, ev en in res­ 
taurants could not be ex ­ 
empted because to do so would 
be discriminatory . 
The council will study the 
measure for a month before 
it is formally introduced. 


Spagnuolo Is 
Interim Head Of 
Bellevue College 


Bellev ue (UPI) — Dr. S. A. 
Spagnuolo Tuesday w as ap­ 
pointed interim president of 
Bellev ue College. 
He succeeds Dr. Sam Sol- 
lenberger, who resigned. Dr. 
Spagnolo has been associat­ 
ed with the department of 
languages at the college. 
Dr. Sollenberger, 40, h ad 
been 
president 
since 
the 
school’s founding 
VÆ y e a r s 
ago. He is a former school 
superintendent at J ansen, for­ 
mer Omaha school principal, 
and former staff member of 
the Univ ersity of Nebraska. 


Dividend Announced 
Newton, Iowa (UPI) — The 
Vernon Co. announced a reg­ 
ular quarterly div idend of 20 
cents a share wiU be paid on 
common stock. 


time that in administering the 
laws passed by the legisla­ 
ture we must take action 
which is sometimes unpopular 
with some of the persons it 
wUl affect. Good public ofil- 
clals take the action neces­ 
sary regardless of its popular­ 
ity . 
“ Despite the ev idence,” he 
continued, “ the Adams Coun­ 
ty Board of Superv isors knew 
or should hav e known that it 
was necessary under the laws 
to redistrict the superv isor 
districts in the county . 
‘Lacked Moral Fiber’ 
“ It would also appear that 
the board lacked the m or al 
fiber to take this action be­ 
cause of the opposition to it 
and it would make them look 
better by passing the buck to 
the court,” he said. “ Such ac­ 
tion by public officials may 
make 
them 
more 
popular 
with their constituents but it 
shows an utter disregard for 
law and legal procedure, if 
this is followed to its logical 
conclusion, law and order will 
stop and anarchy will t ak e 
ov er.” 
There are currently sev en 
districts in Adams County , 
with four in the city of Has­ 
tings and three in the rural 
areas. It is argued that toe 
city districts are out of line 
with those in the rural areas 
on a population basis. 


STAK STAFF PHOTO 
CHARRED HOUSE . • • where four children perished. 
Scene Chaotic As Firemen Fought 
Blaze Cloiining Four Blair Children 


fPldnesdoy , Febru ary 7 , 196 8 
T h o M u g ol ì i f i a r 9 
Friends Of Kurtz Are Circulating 
Petition For Park Superintendent 


By RANDY EICKHOFF 
Star Staff Writer 


State Plumbing 
Contractors Tab 
Fred Bookstrom 


North Platte (UPI) - The 
Nebraska Plumbing and Heat­ 
ing Contractors Association 
ended its three-day meeting 
Tuesday by electing Fred C. 
Bookstrom of Lincoln as the 
group’s new president. 
He succeeds J im Hardin of 
Gering. 
Elected v ice president was 
Elv in Goodson of McCook and 
n am e d ex ecutiv e secretary 
was G. Fred Kroeger of Oma­ 
ha. Re-elected treasurer was 
Thomas D. Morrissey of Lin­ 
coln. 
Named to the board of di­ 
rectors were Rueben Sitzmon 
of Scottsbluff, J ack Shelly of 
Omaha and Walter Kiuntke of 
Columbus. 


Valparaiso—Charred, smok­ 
ing ruins; blackened, twisted 
limbs of children arranged In 
a neat line like dolls; and 
weary firemen coiling hoses 
after a three-hour battle with 
a raging fire marked the end 
of a tra*^ic and weary night. 
Valparaiso is a small town 
approx imately 23 miles north­ 
west of Lincoln on Highway 
79 . 
Fiv e miles from the c i t y 
limits of Valparaiso, one could 
see the hungry arms of the 
flames reaching high into the 
dark night. 
At the fire, the scene was 
chaotic. Firemen were dash­ 
ing back and forth, water 
cascaded on the roof, steam 
rose in large clouds. 
Then suddenly ev ery thing 
halted momentarily as t h e 
firemen brought the last child 
out of the blazing inferno. 
He too, was dead. 
Tanker Went Dry 
Approx imately at this same 
time, one of the tankers ran 
out of water. Now the only 
water av ailable was a leaky 
hy drant that spewed more 
water onto the ground than it 
sent through the hoses. 
A quick refill at some ob­ 
scure point replenished t h e 
tanker’s water and once again 
gallons of water were poured 
on the blaze in an attempt to 
ex tinguish it. 
Water streamed inside the 
house and poured off the roof, 


down the side of the house 
and formed little riv ers run­ 
ning to the bottom of the hill 
on which the two-story build­ 
ing was located. 
By this time the area im ­ 
mediately 
su rrou nding 
t h e 
hou se was a qu agmire of mu d. 
The grass was mu d-stained 
and the steam from the w a­ 
ter and fire, m ade one think 
of a swamp in the middle of 
a starless night. 
People said that the ex plo­ 
sion 
that 
started 
the 
fire 
cou ld be heard three blocks 
away . 
According to by -standers, 


Rick E gr ru shed ou t of the 
hou se with two of the Blair 
children ou t wrapped in a 
blanket. Then he collapsed on, 
the grou nd. 
The fire claimed fou r of the 
eight m em bers of the Pau l 
Blair family . Su rv iv ors were 
the father and his wife, Shar­ 
on; Terry , 9, and Pat, 4, the 
two sav ed by Egr. Those who 
perished in the flames were 
Merill, 10; Lau ra, 8 ; Jeanette, 
6 ; and Yev ette, 2. 
The family had ju st mov ed 
in the hou se fou r day s before 
flames completely destroy ed 
it. 


Chadron 
— The 
F o r t 
Robinson State Park petition 
campaign became a two-way 
affair Tu esday when friends 
of John Ku rtz began circu lat­ 
ing a testimonial asking Gov . 
Norbert Tiemann and t h e 
State Game Commission to re ­ 
tain Ku rtz as su perintendent. 
Lau nching the campaign In 
defense of Ku rtz Is Dr. Le- 
land W. Mann, pastor of the 
First Congregational 
United 
Chu rch of Christ here, w h o 
said he has 
strong 
su pport 
from 
rangers, 
bu sinessmen 
and sportsmen from all ov er 
northwest Nebraska. 
Dr. Mann described h i m- 
self as a hu nter and fisher­ 
man v itally interested in the 
facilities 
at 
Fort 
Robinson 
and their potential as a tou r­ 
ist attraction that can great­ 
ly increase the economy of 
“ this whole area.” 
Dr. S. C. Eittreim, a Craw­ 
ford v eterinarian and a spokes­ 
m an ofr opponents of Ku rtz, 
said Monday a petition is be­ 
ing forwarded to the gov ernor 
appealing for Ku rtz’ dismis­ 
sal since Game Commission 
Director Mel Steen annou nced 
Ku rtz wou ld be retained. 
Ku rtz had said earlier farm ­ 
ers and ranchers had threat­ 
ened to close their lands to 
deer and t u r k e y hu nting, 
claiming they were u nable to 
obtain permits to hu nt ante­ 
lope on their own lands last 
y ear, receiv ed no compensa­ 
tion for game 
t a k e n from 
their lands and were faced 
w i t h higher tax es 
throu gh 
the remov al of park 
lands 
from the tax rolls throu gh 
Game Commission pu rchases. 


The petition 
disclosed 
by 
Dr. Mann asks the gov ernor 
and the commission to retain 
Ku rtz as su perintendent for 
the following reasons: 
1. “ Mr. Ku rtz is and has 
alway s been a dev oted and 
dedicated serv ant whose first 


du e regard for the comfort 
and conv enience of its gu est-: 
withou t relax ing any neces­ 
sary ru les or regu lations . . . 
3. ‘ Throu ghou t the 
p a 
t 
controv ersy , as a 
resu lt of 
joint occu pancy of the area 
by both the state and the i)e- 
thou ght has been the progress j partment ot Agncu lfiire. Mr. 
Ku rtz condu cted himself a» be­ 
fitted a pu blic serv ant. an» l 
represented the 
state 
in 
a 
manner that reflects the high­ 
est credit u pon himself and 
the commission. 
4. “ Mr. Ku rtz is the on ! y 
person of thorou gh knowledge 
of the park, and by his ex ­ 
perience. contact with v isitors 
and area residents, and wholo- 
hearted 
dedication 
of 
t h t 
park, he is best su ited to con­ 
tinu e to .serv e as su pennten- 


of (he Fort Robin.son 
S t a t e 
i’ark and the welfare of west­ 
ern 
Nebraska. 
Ills 
u nwill­ 
ingness to compromise prin­ 
ciple and his 
forthrightness 
may hav e 
perhaps 
created 
some resentment among those 
with differing opinions, bu t 
the same attribu tes of char­ 
acter hav e contribu ted to the 
respect and friendship of most 
people 
with 
whom 
he 
has 
come In contact, either per­ 
sonal or professional. 
2. “ Mr. Ku rtz has admin-1 dent du ring the period when 
istered the Fort R o b i n s o n | the park is to be improv ed 
State l*ark properly and with | and ex panded . . . ” 


California Firm Phasing Out 
Cattle Feeding At Minatare 


Qu arre noted the Minatare 
operation has lost money the 
last two y ears and said this 
was largely du e to the cattle 
m arket being a difficu lt one 
for feeders d u r i n g that pe­ 
riod. 
The feedlot began operations 
in Febru ary of 1963. 
The company reported an 
annu al pay roll of abou t $200.- 
000 in 1966. It also reported 
pu rchases locally of a bo u t 
18 .000 tons of corn silage and 
15 .000 tons of alfalfa du ring 
1968 . 


M inatare <.?) — The K e r n 
Cou nty Land Co., headqu ar­ 
tered at Bakersfield. Calif., 
annou nced it is phasing ou t 
cattle feeding operations here. 
Charles Qu arre of Bakers­ 
field, m anager of the ex ten­ 
siv e KCL cattle operations, 
said the feedlot will be closed 
on Ju ly 1, 1968 , if negotiations 
to su blea.se the facilities fail. 
The feedlot, largest in the 
North Platte Valley , has abou t 
25 ,(KM) cattle on feed at pres­ 
ent, abou t the normal capa­ 
city for this time of the y ear. 
Do You Want More.. 
SnQKONCENTRATKItKOMntEHENSION-REUll 


READ what recent LINCOLN graduates say 
about their Reading Dynamics course. 


Two Richardson Co. Women 
Are Swindled Out Of $3,925 


Falls City UFI — Two confi­ 
dence men, driv ing a new 
Cadillac, swindled two Rich­ 
ardson County women out of 
$3,9 25 in cash ov er toe week­ 
end. 
Mrs. Arthur Chesley , Falls 
City , lost $2,000 and Mrs. Wil­ 
liam VoUmers, Rulo, $1,430. 
The women said they were 
told that they would get their 
money back for unsatisfactory 
termite protection jobs done 
last y ear. The men said the 
transient termite ex termina­ 
tors were being held by au­ 
thorities in St. Louis and that 
they represented a bonding 
company . 
The gist of their story was 
that they would appear in 
court for the women. 'Their 
company would pay Mr s . 
Chesley $5,000 on the bond and 
Mrs. Vollmers $2,8 30. 


Howev er, they said they 
would need 50% of the two 
amounts in cash and 
t h at 
their company w ou l d send 
checks to the local women just 
as soon as the Iqgal proceed­ 
ings had been terminated. 
Mrs. Chesley told officers 
she went to the bank and ob­ 
tained the cash. Mrs. Vollmers 
gav e a check on a local bank. 
It was cashed after toe bank 
checked with her. 
The state’s criminal inv esti­ 
gation div ision is working on 
the case with police and the 
sheriff’s office. 


4 Postmasterships 
Approved By LBJ 
Washington (JPi —The White 
H ou s e announced Tuesday 
that President J ohnson has 
nominated four men for Ne­ 
braska postmasterships. 
They are J ohn F. Ahlers of 
Belgrade, Dav id V. Fuchs of 
Humphrey , Kenneth W. Rees 
of Liberty and Raleigh R. Rob­ 
ertson of Morse Bluff. 


T H E . . . 
'r ^ í í F r ñ ’ 


Lincoln Temperatures 
1:00 a.m.(Tue)..30 
2:00 p.m ...............39 
2:00 a.m .............. 31 
3:00 p.m ...............41 
3:00 
a.m ........... 34 
4:00 
a.m ........... 36 
5:00 
a.m........... 38 
6 :00 
a.m........... 38 
7 :00 
a.m............38 
8 :00 
a.m............37 
9 :00 
a.m............35 
10:00 
a.m ............34 


4:00 p.m..............« 
5:00 p.m............. 39 
6 :00 p.m..............36 
7:00 p.m..............34 
8 :00 p.m..............33 
9 :00 p.m..............31 
10:00 p.m..............28 
11:00 p.m............. 26 


William C. Saints, 
Colltgt Instractor 
Btgin Spetd 287 
6 0% 
End SpMd 2400 
88% 
The course provides the discipline 
necessary to acquire the reading 
skills which ore taught. 


Mernie Schatz, Housewife 
Begin Speed 241 
61% 
End Speed 1816 
88% 
The course skills open up a world 
of communication— entertaining 
and instructive. People con no 
longer afford to read os turtles 
walk. To succeed you must be 
able to keep up with the innum­ 
erable books, articles, etc. hav­ 
ing to do with your job. In this 
modern 
age 
of 
science 
and 
change, one cannot afford not to 
read rapidly and well. 


Gary Peterson, 
Asst. Prof. of Agronomy 
Begin Speed 443 
50% 
End Speed 1490 
85% 
This reading course has increased 
the efficiency of my reading time. 
It improved my ability to concen­ 
trate while reading and to orga­ 
nize the knowledge I obtained 
while reading. I hove adopted a 
new method of preparing lecture 
notes, os a result of this course, 
which has allowed me to relax 
to some extent while speaking to 
classes. 


Robert J. Phillips, Student, N. U. 
Begin Speed 303 72% 
End Speed 2700 84% 
Speed reading opens new vistas 
by giving you a broader back­ 
ground to folk from by enabling 
the student to read more. Speed 
reading saves time and money by 
permitting you to read necessary 
material in less time and gives 
you more free time to read ma­ 
terial for enioyment. I love to 
speed read because it takes less 
effort and you don't hove time to 
become bored. 


Steven R. Hutchins, Student, N. U. 
Begin Speed 247 
79% 
End Speed 1160 
78% 
Very helpful in developing my 
ability to concentrate. I hove no­ 
ticed a definite increase in my 
rote of study and especially my 
rote in reading newspapers or 
magazines. 


11 loo 
alm!r.!'.llll33 12:00 a.m.(Wed) 30 
12:00 p.m............... 35 
1:00 a.m ............ ^ 
1:00 p.m 
36 
2:00 a.m............._27 
High temperature one y ear ago 19 ; 


*‘*Sun’ rises 7:32 am.^sete 5:M p.m. 
Total Feb. precipitation to date trace, 
normal .15 in. 
. 
^ 
Total 19 6 8 precipitation to date .34 in. 
Summary of Conditions 
A high pressure area whlch^ will cen­ 
ter ov er southeast Nebraska by n oon 
Wednesday is ex pected to dominate the 
weather pattern in the two-state area 
for the nex t 32 hours. 
__ 
Fair and warmer in most sections 
of Nebraska and little diange in west 
Iowa, 
but 
warmer 
in 
most 
sections 
Wednesday night. MosUy cloudy skies 
Wednesday night and Thursday . No pre­ 
cipitation of consequence ex pected. 
Ex tended Forecasts 
NEBEASKA: 
For 
the fiv e-day 
period 
Thursday through Monday , temrari^r- 
es will av erage f i v e to eight 
abov e normal. Highs are normally 32 
to 35 in the northeast to 37 to 40 to 
the ^ t r al 
and southeast.,^i,owa nra 


normally 12 to 14 to the north to about 
16 in the south. Temperatures 
ex ­ 
pected to be abov e normal at th e 
start of 
the period wdth cooling about 
the end 
ot 
the week 
and warming 
again at the end of the period. No 
precipitaUon is Indicated. 
, 
KANSAS: Temperaturea for th* 
l i v e - 
day period Thursday through Monday 
wlU av erage near normal in the srath- 
east to four to sev en degrees ^ v e 
normal in the northwest. Noraaal higlu 
are 42 to 47 and normal lows are 16 
to 20 in the northwest to 23 to 26 to 
the southeast. Near or abov e nornwl 
temperatures at the start of the rari- 
od and warming following by cooling 
in 
the 
last 
half 
of 
the period. 
No 
precipitation is indicated. 
Nebraska Temperatures 
H L 
H L 
Uncoln 
4128 Sidney 
38 25 
Beatrice 
39 32 Imperial 
40 29 
ScobtoUuff 
39 28 North Platte 
39 27 
40 23 Grand Island 40 29 
Norfolk 
37 25 Omaha 
41 29 
Temperatures Elsewhere 
H 
L 
H L 
59 29 Los Angeles 
78 56 
55 28 Miami Beach 78 6 5 
6 3 32 Minn.-Sit. Paul 32 24 
29 06 New Orleans 6 4 44 
37 26 New York 
43 27 
46 34 Phoenix 
76 48 
47 21 Reno 
54 30 
40 25 Salt Lake C. 48 25 
38 28 San Francisco 6 3 52 
6 6 33 Seattle 
54 37 
53 46 Washington 
33 33 
45 28 V n i^ eg 
» 


Jacob Schram, 72, 
Longtime Sarpy 
Official, Is Dead 


PapilUon—Funeral serv ices 
for Sarpy County Commission­ 
er J acob L. Schram of Gret­ 
na will be 10 a.m. Friday at 
St. Patrick’s Church at Pa- 
pillion. 
Mr. Schram, 72, died Mon­ 
day . He was serv ing h i s 
eighth term as Sarpy County 
commissioner, a post to which 
he was first elected in 19 38 . 
A Gretna r e s i d e n t , Mr. 
Schram was president and 
chairman of the board of the 
Gretna State Bank and serv ed 
as president of the Gretna Ru­ 
ral Fire Department for 18 
y ears. 
A farmer for 38 y ears, Mr. 
Schram also serv ed on th e 
Sarpy County school b(>ard. 
Surv iv ors include his wife, 
Freda; daughter, Mrs. Wally 
(Mary Kay ) Scheef, Gretna; 
brothers, J ohn and Louis, both 
of PapilUon, PhiUp, Gretna; 
sisters, Mrs. George PerUn- 
ger, Pax ton, Mrs. Roy Lov e, 
Greenwood, Mrs. TiUie Roth, 
PapilUon and two 
g r an d ­ 
children. 


Jim Humlicek, Student, N. U. 
Begin Speed 377 
73% 
End Speed 1898 
80% 
For 0 student, the most important 
thing is to be able to study ef­ 
fectively, to read widely, and to 
cover large amounts of material 
fast. This course can give you the 
basis for it. 


Warren Coen, Student 
Begin Speed 460 
77% 
End Speed 2000 
76% 
The value of this course lies not 
only in its ability to increase 
speed and comprehension but also 
with the motivation that is gen­ 
erated toward gaining a good 
reading background and creating 
Q desire to continue reading. 


Glenn A. Yeoger, 
Engineer & Student 
Begin Speed 306 
44% 
End Speed 3200 
72% 
It's the best course any one con 
take who has a real thirst to 
learn about the vast world of 
knowledge a v a i l a b l e on the 
printed page. Enables a person to 
know about instead of question 
on idea. 


Bob Louder, Student, N.U. 
Begin Speed 442 
53% 
End Speed 2143 
76% 
I would not have been able to 
graduate this semester hod I not 
token this class. It's terriffic for 
reading classes ( Poly Sci) and es­ 
pecially helpful for covering out­ 
side 
required and 
non- required 
readings. I've found a real pleas­ 
ure in being more informed in 
many areas. 


Albuquerque 
Amarillo 
Birmingham 
Bismarck 
Boston 
Chicago 
Clev eland 
Denv er 
Des Moines 
£ 1 Paso 
J acksonv ille 
Kansaa City 


NEED 
CARPET? 
SAVE at 
U)ow^^ 


ATTEND A FREE DEMONSTRATION AT OUR INSTITUTE, 
1601 P ST., LINCOLN. WED., THURS. and 
FRI., 3:30 and 7:30 P.M. 
Evelyn Woocf Reading Dynamics 


o f Crete 


1601 "P " Street 
MAIL COUPON 
TODAY! 


Next Class Starts 


Next Tuesday, Feb. 13 


Lincoln, Nebraska 
Phone: 435-2168 


TO: Evelyn Wood Reading Dynamics 
1601 "P " St., Lincoln, Nebraska 68501 


Please send descripHve folder. 
I understand that I am under no obligation and no salesman will call. 
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EVENTS 


Wed nesd ay . Febniarv 7 


TOM WICKER 


Only Possible Way 
For Romney Is Up 


CONCÜRÜ. N.H. — Geo rge 
Ro mney is lo o king relax ed 
these d ay s. He has slo wed 
his speech so mewhat, if no t 
his pu rsu it o f v o ters’ hand s 
to shake, and while his sy n­ 
tax still is less presid ential 
than his pro file, he seems 
to be weighing his answers 
mo re ju d icio u sly . Ho mney , 
has. in tact, the air o f a 
man with ev ery thing to gain 
and v ery little to lo se. 
This is a presid ential can­ 
d id ate, after all, who began 
the primary campaign here 
as a 5 -to -l u nd erd o g, by his 
o wn ad missio n. While his na­ 
tio nal stand ing plu mmeted 
in the last half o f 19 67, he 
lo st o nly 2 percentage po ints 
In New Hampshire — bu t 
sime he had had o nly 15 per 
cent o f the v o ters behind 
him in Ju ne, that meant he 
had a d isastro u s l.T per cent 
in Decembtr. o n the ev e o f 
the campaign. 
The same po ll — taken fo r 
the Ho mney 
managers —- 
gav e Richard \ix o n a so lid 
6 3 .3 per cent o f New Hamp- 
-hire's 
Itepu blican 
v o ters. 
This is the ba.sis o f Ro m- 
ney ’s claim to hav e started 
behind . 5 to 1. and it is why 
his backers no w are eagerly 
ad v ertising what they claim 
is a su d d en rise in “u nd e­ 
cid ed ” v o ters to 52 per cent 
o f the to tal 
ITiis claim d eriv es fro m a 
telepho ne po ll taken in mid - 
Janu ary , ju st after Ro mney 
mad e his first appearances 
here, and its su ggestio n is 
that after being ex po sed to 
the M i c h i g a n go v erno r’s 
hand shaking pro wess, ju tting 
chin and piercing mo rality , 
the v o ters began te rethink 
their early co mmitment to 
Nix o n. 
Ail this is plainly a part 
o f the game plan d ev elo ped 
by the ad ept y o u ng men 
are ru nning Ro mney ’s sho w 
here. They pictu re their can- 
d u iile as 
co ming.v rapid ly 


'Since John Quit, I'm My Own Gardner' 
»aarquis CHILDS 
Rocky Weighs The Odds 


IN PERSPECTIVE 


By WH IT AM O. DHRl.KR 
A man who co u ld be presid ent o f the United States, 
Ro nald Reagan, has no w been a go v erno r a little mo re than 
a y ear Reagan came u po n the po litical .scene in the go o d 
gu y ro le that he o ften po rtray ed o n the mo v ie scene bu t 
has no w fo u nd that the tru th o f {x ililics is to u gher than 
the fictio n o f mo v ies. 
The Califo rnia go v erno r still has plenty o f backers and 
ad mirers and is still co n.sid ered a fo rmid able Repu blican 
o n the natio nal .scene hu t the inev itability o f criticism has 
jKilarized aro u nd him 
Recently , the v ice presid ent o f the Califo rnia State 
Ho ard o f Ed u catio n reached the ex piratio n o f his term. 
Upo n leav ing the o ffice to which he was appo inted by ex - 
Go v Pat Bro wn, the retiring v ice pre.sid ent said - 
‘‘This y ear has been a black, black page. This y ear 
we'v e mov ed at a dizzy pare in a backward direction . . . 
I’m heartsick at what I see.” 


It IS generally co nced ed that Reagan has no t so lv ed 
any o f the ed u catio nal pro blems o f his state. And he is cri­ 
ticized o n o ther fro nts in a .series o f articles appearing in 
the Ix ing Beach Pre.ss-Telegram. 
The articles po int o u t what are repo rted to be three 
po ints o f attack against Reagan: (1) He d o es no t kno w o r 
u nd erstand the mechanics o f the go v ernment he head s: 
(21 He lacks u nd erstand ing o f and co mpassio n fo r the 
need y o r d isad v antaged , tho .se peo ple mo st need ing assis­ 
tance fro m go v ernment: (3 ) He lacks jierso nal integrity 
o r tru thfu lness. 
.^gain, there are tho se who d isagree with all three 
as.sertio ns bu t the |>o int is that Reagan, like ev ery man 
in high pu blic o ffice, is beginning to find the go ing to u gh. 
Ju st this week. Reagan sent to his legislatu re a reco rd 
high .state bu d get o f $5.7 billio n, certainly no fu lfillment 
o f the anti-s|>end ing po sitio n o f his pre-electio n d ay s. 


The Press-Telegram series states o f his u nd erstand ing 
o f go v ernment: 
“ The mimlier of times ‘I don’t know.’ ‘You’v e got me,* 
and ‘I’ll hav e to check,’ appear In transcripts of the gov er­ 
nor’s press conference Is not In Itself a factor to Indict 
Reagan's knowledge of gov ernment, ex cept that critics say 
answers to many of the reporters’ questions required only 
a routine knowledge of the situation In Sacramento , , . 
“ He has not learned more, they say , because he does 
not really care about gov ernment. Which means, also, the 
sev erest of those critics claim, that he does not truly care 
about the people he has sworn to serv e.” 
Reagan really takes it o n the chin in the Press-Tele- 
gram series in the hiatter o f his co ncern fo r peo ple o n 
the lo wer end o f o u r eco no mic and so cial scale. 


“ A cheek on Reagan’s piibllc utterances on assistance 
for those who need help,” the series reports, “ rev eals a 
collection of generalizations such as; 
” ‘Unemploy ment insurance Is a prepaid v acation for 
freeloaders.’ 
” ‘California no longer attracts people who want an 
opportunity to work but people who hav e decided they don’t 
want to work and would rather not work in CaUfornia than 
not work somewhere else.* ** 
The series attacks the go v erno r’s integrity by po inting 
o u t that he flatly d enied the ex istence o f ho mo sex u ality 
amo ng his staff, d espite o v erwhelming ev id ence that it d id 
ex ist. Fu rther, he misrepresented the statu s o f a bill in 
the legislatu re and kno wingly misrepresented certain u n- 
cmplo v ment figu res. 
The Press-Telegram writer notes: “ The end—making a 
particular point—seems, to Ronald Reagan, to justify his 
means.” 
In the lo ng-ru n, jKilitical su ccess alway s has and alway s 
will d emand mo re than perso nal magnetism. 


Davidson Dead Wrong 


With the ex ception of Councilman Bill 
Dav idson, the City 
Council 
this 
week 
demonstrated an understanding and ma­ 
turity of judgement that is encouraging 
in the area of zoning. This was its ac­ 
tion in turning down a request by Kaer 
Vanice for business zoning on the north­ 
west corner of 7 0th and O to establish a 
new car dealership there. 
Once again, there are no personali­ 
ties in the matter. The Vanice operation, 
where it is, has been a good one and the 
business is a credit to the city of Lincoln. 
Ev ery citizen should hope that this busi­ 
ness is a highly successful one. But, such 
things are not all that is inv olv ed. 
Dav idson argued against denial for 
Vanice because of the impact this would 
hav e on adjoining property . 
“ Each zoning request should stand on 
its own merit. Is the requested zoning on 


this piece of land the best use for the 
land? I think it is,” argued the council­ 
man, 
Dav idson could not hav e demonstrated 
a more fundamental lack of understand­ 
ing of zoning if he had tried. The whole 
point of zoning is ex actly what Dav idson 
said it was not. Its point is to protect all 
property for its highest and best use, not 
to utilize land 
on 
a 
piece-meal 
basis 
without regard to its ov erall significance. 
B'ortunately , the remainder of t h e 
council seems unanimous in ex pressing a 
point of v iew opposite to that of Dav id­ 
son. The council as a whole may still 
zone other land in the area for busi­ 
ness and we would disagree with it but 
hope that orderly dev elopment of the com­ 
munity will alway s remain so long as 
the council does not lose sight of the 
basic principles inv olv ed. 


NEW YORK - As t h e 
drums of the presidential 
campaign begin to throb with 
the old familiar rhy thms, a 
leading candidate — or non­ 
candidate — has chosen this 
moment to steal away to soli­ 
tude 
an d 
contemplation. 
Gov . N e l s on Rockefeller 
wanted, it appears, to be out 
of sight at the moment that 
the principal contender for 
the Republican nomination 
for president, 
Richard 
M. 
Nix on, steps on stage. 
Does this mean that he in­ 
tends to hold to the stern 
non-candidate posture right 
up to the Miami Beach con­ 
v ention In August? Will this, 
In turn, rule him but of the 
running? 
Rockefeller in 1968 is the 
enigma wrapped in a riddle 
surrounded by my stery . The 
Sphinx itself could not sus­ 
tain a more imperturbable si­ 
lence than the third-term 
gov ernor of the richest state 
in the Union. And this silence 
holds against 
a 
mounting 
chorus of petitioners from 
all ov er the country beseech­ 
ing him to run. For a great 
many Americans he is the 
hope — the dream hope — 
of an attractiv e, able alter­ 
nativ e to Ly ndon J ohnson 
and a way out of a choice be­ 
tween Nix on and LBJ . 
A continuing astonishment 
is his rise in the opinion polls. 
The Don Muchmore poll in 
California last week showed 
that he was the only Repub­ 
lican who could carry the 
state against Mr, J ohnson, 
with a score of 5 4 for Rocke­ 
feller to 37 for the President. 
When Republicans 
al on e 
were polled, 8 0 per cent were 
for Rocky , 12 for J ohnson. 
Nix on 
among 
Republicans 
polled 7 8 per cent, with his 
score for all v oters pitted 
against LBJ , 42 to 49. 
☆ 
☆ 
☆ 
Rocky ’s as s e t s are ob­ 
v ious. Hav ing serv ed three 
presidents in one role and 


another, he has had 
m or e 
v aried ex perience fn gov ern­ 
ment than any other candi­ 
date. He won a third term 
for gov ernor w h e n before 
the campaign 
b e g an , his 
own poll-taker told him he 
wouldn’t get a 25 per cent 
v ote for dogcatcher. 
T h at 
campaign in 1966 cost $10,- 
000,000, of which at least half 
was Rockefeller’s own mon­ 
ey . In adding up political as­ 
sets, the combined Rockefel­ 
ler fortune — put at $10 bil­ 
lion — is not to be laughed 
off. 
Yet this impressiv e record 
and the rising plea for sal­ 
v ation must be set against 
Rockefeller’s 
own 
s ob e r 
judgments. He believ es first 
and foremost that he cannot 
unify his party as its presi­ 
dential candidate. 'The frat­ 
ricidal wounds of 1964 are 
still too raw. Too many Re­ 
publicans who sit at the little 
sluice gates of power hate 
him. 
Nor has Rockefeller him­ 
self entirely recov ered from 
the wounds of his encounter 
with the far right. The big 
grin he puts on sometimes 
like a mask conceals the 
trauma he suffered in the 
primaries, at the conv ention 
in 1964 and later in the cam­ 
paign. This is reflected in 
his reluctance to subject his 
priv ate life, and abov e all 
his second wife, Happy , to 
the 
kind 
of 
calculated, 
planted 
insults 
that were 
part of the attack from the 
ex treme right of his own 
party . 
☆ ☆ 
☆ 
Still another reason for 
the gov ernor’s refusal to be­ 
come a 
candidate is his 
commitment to Gov . George 
Romney , 
Rockefeller 
and 
his strategists believ e that 
if he were to go back on 
that commitment, it would 
raise the troubling question 
of integrity and div ided loy ­ 
alty , which is another hang­ 
ov er from the 
Goldwater 


campagn of 1964. Rockefel­ 
ler has made two generdus 
contributions to the Rqpi- 
ney primary driv e in 
Hampshire, The word com­ 
ing back is that the Michi­ 
gan gov ernor will do far 
better on March 12 than any ­ 
one now suspects. Showing 
up well in the first primary , 
Romney is most unlikely to 
bow out of the primaries 
that follow. 
A minor factor is money . 
Raising campagn funds for a 
Rockefeller from outsiders is 
difficult, if not impossible. 
Theoretically , the Rockefel­ 
ler brothers hav e unlimited 
sourqes but they are a close- 
knit clan, and it would not be 
surprising that so many mil­ 
lions hav e gone into Nelson’s 
political career — al m os t 
singlehanded he pay s 
the 
bills for the G.O.P. in New 
York State—the time h as 
come for caution and re­ 
straint. 
On the V i e t n am war. 
Rockefeller for two y ears or 
more has kept a careful si­ 
lence. One of his last public 
statements, in August, 1965 , 
was: “ President J oh n s on 
merits the support of free 
men ev ery where for his 
strong stand in Vietnam and 
for his manifest determina­ 
tion to defend and sav e hu­ 
man freedom from commu­ 
nist aggression and so ulti­ 
mately to win a more certain 
peace.” 
• 
Rockefeller will not become 
a candidate for the presiden­ 
tial nomination. This is thé 
flat statement of his closest 
political adv isors. He 
w i l l 
not go into Oregon to cam­ 
paign and he is taking ev ery 
precaution to see that h i s 
name is not on the ballot. If 
there should be a deadlock 
and a draft at Miami Beach 
. . . these same adv isors, 
long schooled in politics, be­ 
liev e this is only the farthest 
far-out chance. 


Copy right, 1968 , By UF Sy ndicate. Inc. 


Are They Bleeding Hearts? 


Your Six Cents Worth 


flreeity In letters Is reqaested bat length In itself will hav e no bearing o n pnblicatio n. Writers are ad rised that need less 
d etslls and repititlo ns matter will be ed ited o nt o f letters. To e freqnent co ntribntlo ns fro m o ne perso n o n the same tabjeet 
may be rejeeted . Ail letters mnst be acco mpanied by writer’s trne name bnt may be su bmitted fo r pu blicatio n nnd er 
a pea 
name o r Initials. Ho werer, letters will be printed and er 
a pen name o r Initials at the ed ito r’s d iscretio n. 


No one ev er accused lawy ers of be­ 
ing bleeding hearts. 
But lawy ers run the risk of winning 
that label—howev er undeserv edly —if they 
adopt the proposals offered by a study 
group of the American Bar Association. 
The group say s criminals should get light­ 
er sentences. Yes, lighter sentences — 
despite “ rising crime rates,” “ crime in 
the streets,” and 
“ we 
can’t walk 
the 
streets safety ev en in day light.” 
The study group recommended that 
the max imum prison sentences for most 
crimes be set at fiv e y ears, a sharp re­ 
duction. The panel also said that ex cept 
for such crimes as murder or treason, 
judges should hav e the authority to put 
the conv icted man or woman on proba­ 
tion. 
The Bar will consider the report at 
its annual meeting in August. 


The av erage prison sentence in the 
U.S. is longer than can be justified, the 
report say s, and “ there are far too many 
long-term commitments.” To remedy this, 
the panel said, 
legislatures 
should set 
max imum sentences, fiv e y ears for most 
felonies, but giv e judges greater discre­ 
tion by not specify ing a mandatory sen­ 
tence for any particular crime. And judges 
should first consider probation, or a sen­ 
tence which would “ minimize the dislo­ 
cation of the offender from the commu­ 
nity .” 
The proposal seems highly commend­ 
able. From the rate of criminal repeaters, 
it is ev ident that our current criminal 
processes are any thing but an ov erwhelm­ 
ing success. A sy stem which would allow 
judges more leeway might help to cor­ 
rect the situation. 


New Honors 
Denton, Neb. 
I wish so much emphasis 
weren’t placed on scholastic 
achiev ement in our scnools. 
Most high school freshmen 
are realistic enough to place 
little hope in being in the top 
10 per cent of the class. They 
place little hope in receiv ing 
the scholarships, honor and 
public recognition. 
I w i s h the trophies and 
honors could include such 
categories as kindness, best 
effort, 
good behav ior and 
special talents. 
Shouldn’t we be striv ing for 
a world of good people in­ 
stead of a world of genius? 
• HOUSEWIFte 


fro m behind , and this ap­ 
pro ach creates a so rt o f 
band wago n 
psy cho lo gy 
as 
well as a read y -mad e cu sh­ 
io n fo r the d efeat that ev en 
(hey still seem to think Ro m­ 
ney will abso rb here. 
ITiis is an interesting ex ­ 
ample o f why primaries like 
this o ne are so impo rtant. 
Ev en if o nly a few d elegates 
are inv o lv ed , no t all the can­ 
d id ates are ru nning, and a 
go o d m a n y harried New 
Hampshire v o ters wish ev ­ 
ery o ne wo u ld go away and 
leav e their beau tifu l state in 
its winter peace. 
The fact of the matter is 
that the pressure here sud­ 
denly is on Nix on, not Rom­ 
ney . The opening of the New 
Hampshire campaign 
h as 
turned ev erj-thlng ar ou n d ; 
now it is Nix on who has to 
prov e something — that he is 
a v ote-getter. The long dark 
night of 1967 is ov er for Rom­ 
ney . who ideed has little else 
to lose and nowhere to go 
but up. 
Whatev er the precise fig­ 
u res. Ro mney d id start this 
campaign far behind — so 
far behind , ind eed , that he 
was bo u nd to make imme­ 
d iate gains o nce the v o ters 
co u ld see fo r themselv es that 
he d id no t really keep his 
fo o t in his mo u th 24 ho u rs a 
d ay 
these gains pu t co nsid er­ 
able pressu re o n th e Nix o n 
fo rces, and they hav e had to 
step u p their campaign — 
sched u ling their cand id ate fo r 
ad d itio nal v isits here, bo o k­ 
ing mo re rad io and telev isio n 
time and ad d ing an ex pen­ 
siv e d irect mail appeal to 
their o peratio n. The Ro mney 
i^eo ple 
are 
no t 
slo w, 
o f 
co u rse, to claim cred it fo r 
these d ev elo pments, pictu r­ 
ing Nix o n as su d d enly “ru n­ 
ning scared .” This o bv io u sly 
makes Ro mney mo re attrac­ 
tiv e to u rd ecid ed v o ters. 
IcJ 
la rk Timet Serrio a 
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DREW PEARSON 


Vietnam Has Military Priority Over Korea; 


Pueblo Incident Revealed Policing Inability 


(Editor’s note: J ack An­ 
derson is now in Korea to 
report on the seizure of the 
USS Pueblo and other war 
tensions in the Far East.) 


SEOUL—Ov er here where 
it happened, grim U.S. offi­ 
cers giv e a different v ersion 
of the Pueblo incident than 
the Pentagon has peddled 
to the public. Only a 
few 
token fighter 
planes--F-104 
Starfighters and F-105 Thun­ 
derchiefs — were ready for 
action when the 
P u e b l o 
called for help. But, unfortu­ 
nately . these 
were 
armed 
with nuclear weapons to de­ 
fend our forces against an 
inv asion. 
The nuclear armaments, 
of course, giv e these f e w 


fighters tremendous f i r e ­ 
power. In theory , this is sup­ 
posed to prov ide our 5 0,000 
ground troops in Korea with 
adequate air protection and 
still free a max imum num­ 
ber of planes 
to fight in 
Vietnam. 
It 
would 
also 
seem 
to 
commit the United States to 
a nuclear response in case 
full-scale fighting should be 
resumed in this bleak coun­ 
try . What many Americans 
don’t realize is that the Ko­ 
rean war Isn’t really ov er. A 
truce was declared 15 y ears 
ago, hut the negotiators at 
Panmunjom still hav en’t been 
able to agree 
upon peace 
terms. 
The reliance on nuclear re­ 
taliation has left a critical 
shortage here of conv entional 
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weapons, which hav e b e e n 
taken out of the Korean ar­ 
senals to supply the desper­ 
ate needs in Vietnam. As a 
result, conv entional 
ar m s 
couldn’t be 
collected 
and 
loaded aboard the av ailable 
fighter planes in time to stop 
the seizue of the Pueblo. 
Other supplies, including 
arms, ammunition, v ehicles, 
helicopters and spare parts, 
hav e also been div erted to 
Vietnam. At one time, the 
two U.S. div isions in Korea 
had barely enough helicop­ 
ters between them for mini­ 
mum 
peacetime 
n e e d s . 
Planes and helicopters fre­ 
quently are grounded and 
other equipment is laid up 
for lack of spare parts. 
Vietnam also gets 
f i r s t 
call on men as well as ma­ 
terial. The best-trained sol­ 
diers and most ex perienced 
pilots usually are sent to Sai­ 
gon, not Seoul. 
Thus it happened that the 
Pueblo’s alarm brought no 
help, and North Korea’s chal­ 
lenge caught the U n i t e d 
States unprepared. The real 
lesson of the Pueblo incident, 
therefore, is that Americran 
might is stretched dangerous­ 
ly thin. 
To cov er up its unprepar­ 
edness, the Pentagon has put 
out the word that the Pueblo 
was c;aught by surprise. This 
is disputed by a confidential 
report which was sent to the 
White House, detailing the in­ 
cident. 
The 
report 
states 
that two fishing trawlers si­ 
lently circled the P u e b l o 
about noon on J anuary 22. 
then departed without inci­ 
dent for Wonsan. 
T h e 
following 
noon, 
a 
North Korean subchaser cir­ 
cled the Pueblo three times, 


and on the last circle, sig­ 
naled the spy ship to heav e 
to or )Se fired upon. Three 
patrol boats joined the sub­ 
chaser an hour later, and 
two circling' MIG 
fighters 
appeared ov erhead. 
The confidential r e p or t 
then relates: “ One attempt 
to 
board 
the 
Pueblo 
by 
armed 
personnel 
was 
re­ 
buffed. We believ e the North 
Koreans were prepared to 
fire and that they later did 
so, but with what effect we 
do not know. We also think 
that within a few minutes 
they again tried unsuccess­ 
fully to board the Pueblo. At 
about 1:30 p.m., the Pueblo 
was again directed to stop, 
and at 1:45 an attempt to 
board was apparently suc­ 
cessful.” 
Clearly , this strange dra­ 
ma at sea lasted long enough 
for the nearest U.S. jets, less 
than 20 minutes away , to 
hav e flown to the rescue. But 
they 
simply 
w e r e n ’ t 
equipped to cope with the 
emergency . 
There was also some hesi­ 
tation 
ov er 
whether 
U.S. 
planes had authority to at­ 
tack the North Korean ma­ 
rauders without direct or­ 
ders 
from 
Washington 
— 
which, incidentlly , n e v e r 
arriv ed. U.S. forces can re­ 
turn the fire of any hostile 
force which shoots first. But 
planes loaded with nuclear 
weapons cannot attack with­ 
out direct orders from the 
President. 
The Pueblo affront, com­ 
ing at the same time that 
the British are planning to 
withdraw their forces east of 
Suez, is another sober re­ 
minder that the West can no 
longer police the world 
KhL 19 6 $. Bell M oaara Sy nE 


Letters To Governor 
Lincoln, Neb. 
We were interested in read­ 
ing in The Star a copy of 
a letter sent from Vietnam 
to 
Gov ernor 
Hemann by 
Garth T. Seism. In the let­ 
ter he stated he had written 
two letters to the gov ernor, 
one requesting a Nebraska 
flag, and in the other ques­ 
tions regarding the state in­ 
come tax . He stated that he 
hadn’t receiv ed an answer. 
After a thorough 
search 
of our files, we were unable 
to find any record of these 
letters hav ing been receiv ed. 
We hav e w r i t t e n Mr. 
Scjsm’s father asking for his 
son’s address. We will cer­ 
tainly see that he receiv es 
a Nebraska flag and that his 
questions are 
answered re­ 
garding the 
Nebraska in­ 
come tax as it pertains to 
serv icemen. 
The gov ernor’s office giv es 
special 
attention 
to 
mail 
from Nebraska 
serv icemen 
and is anx ious to take care 
of this request as soon as 
an address is obtained. 
LOIS TEFFT 
Secretary to Go v erno r Tiemann 
☆ 
☆ 
☆ 
Learning From Errors 


Lincoln, Neb. 
In case there are any arm­ 
chair pessimists in our midst 
who can readily forecast the 
doom of the United States in 
Asia, 
due to 
recent 
psy ­ 
chological v icitories of t h e 
communists, let them al s o 
bear in mind that the com­ 
munist nations hav e also suf­ 
fered diplomatic irritations 
and setbacks. 
The rise of President Su­ 
harto in Indonesia was not 
ex actly a v ictory for Peiping. 
And the interesting t h i n g 
about Suharto’s take-ov er is 


that it was not due to direc,t 
Western interv ention in his 
country ’s political af f ai r s . 
Such facts should serv e to 
make the blow to Chinese 
communist diplomacy all the 
more stunning. 
The Cuban “ satellite” is 
definitely telling Moscow au­ 
thorities where to get off, 
which is most ex asperating 
to Moscv jw. 
And I hav e y et to hear of 
the USSR and Red C h i n a 
kissing and making up for 
the drastic policy squabbles 
that hav e plagued them in 
the past. Furthermore, t h e 
Red Chinese themselv es not 
long ago had some serious 
internal problems as to who 
wears the pants in the fam­ 
ily . 
The Rumanian gov ernment 
has not really gone al on g 
with the hard-nosed doctrine 
of Sov iet communism. Nico- 
lae Ceausescu had been more 
incjined to fav or indiv idual 
initiativ e 
an d 
ex pression 
(heresy in the Sov iet Union!) 
in spite of the “ good name” 
of communism which h i s 
country , as a satellite, should 
uphold. 
It all boils down to qne 
thing. In order that a coun­ 
try hav e significant politicial, 
social and economic (as well 
as military ) influence in the 
community of nations, it has 
to take adv erse public opin­ 
ion, as well as admiration, 
in its stride. To be great, one 
must hav e many enemies as 
well as many friends. Wheth­ 
er or not the communists 
realize the truth of this con­ 
cept, it is high time that the 
American public realized it. 
If we hav e made errors, 
let us learn from them. As 
long as we are still in the 
ring, let us stay there. This 
is no time for defeatism. 
RICHARD W. WALLACE 


OFF THE RECORD 
By Ed. Reed 
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Wo rk ers Unco ver Gra ves At Co nco rd ia Co lleg e Do rm Site 


UNMARKED GRAVES . . . contained ¡aw bone, examined by workman at left; and almost complete skeleton, right. 


(EDITOR’S NOTE, The following story 
was written by Jerry Saiier of Chicago, 
III., a Concordia Coilege stu dent who was 
at the ex cav ation site. The accompany ing 
photographs were made by Neil Sk ov , of 
Denv er, Colo., who is also a Concordia stu ­ 
dent.) 


j 
Seward—Fiv e grav es, assu med to be those 
of early Nebrask a settlers, were discov ered 
by constru ction work ers as they bu lldozed the 
¿•ou nd at the site of a new men’s dormitory 
at Concordia Teachers College in Seward. 
Three of the grav es were empty , bu t part- 


ly decomposed bones remained intact in two 
of the grav es. 
The bones, fou nd in rotted ou t wooden 
and leather box es, appeared to be those of 
a child and a man, as noted by their pelv ic 
formation, school officials said. 
The bones of the man were apparently six - 
feet in length. 
Seward police officers, who were called 
to the scene of the discov ery , said the bones 
probably will be rebu ried at the cenetary in 
Seward. 
Bu ttons and trink ets were also fou nd and 
appeared to be decorations u sed on the cru de 
coffins. 


According to a constru ction work er, R. 
L. Coibcrn. who first discov ered the grav es, 
residents who hav e liv ed nearby for 4 4 y ears, 
were not aware of any homesteaders ev er 
hav ing liv ed in that particu lar area. 
Jean Grass, who au thored a centennial 
history of Seward, said the bu rial apparently 
took place before the first cemetery was es­ 
tablished in Seward. She pians to inv estigate 
records k ept at the Seward Cou nty cou rthou se 
to sec if any information is av aiiable on the 
grav es. 
The Kingery Constru ction Co. of Lincoln 
is in charge of work at the site. 
Fairbury Jaycees Present Honors To Three 


By DEAN TERRILL 
Sou theast Nebrask a Bu reau 
Fairbu ry — A teacher, a 
f a r m e r and a bu sinessman 
shared in commu nity honors 
here Tu esday night at the an­ 
nu al Jay cee Awards Banq u et. 
A co-featu re of the pu blic 
affair was an address by Bob 
Dev aney , Univ ersity of Ne­ 
brask a head football coach 
and athletic director. Frank 
Elliott, Fairbu ry Ju nior Col­ 
lege coach, serv ed as toast­ 
master. 
Acclaimed the Ou tstanding 


You ng Edu cator was William 
R. Cu mmins, ju nior high prin­ 
cipal in his 13th y ear with 
the Fairbu ry school sy stem. 
The Dawson nativ e is cu rrent­ 
ly secretary of the Christiap 
Chu rch board, 
first v i c e 
president of Lions, he is ac­ 
tiv e in scou ting and is past 
president of the East Ridge 
golf cou rse. 
Richard Zimmerman, who 
farms 1,050 acres sou thwest 
of Fairbu ry with a brother, 
was named Ou tstanding You ng 
farmer. A conserv ation and 


irrigation leader, he is a board i 
member of the Jefferson Cou n­ 
ty Ex tension Serv ice and Jef­ 
ferson Cou nty Dairy Herd Im- 
p r ov e m e nt Association, is 
president of the 
Jefferson 
Cou nty Dairy Breeders Asso­ 
ciation, and serv ed as a school 
board member and with the 
chu rch cou ncil of Zion United 
Chu rch of Christ. 
Bob Mannschreck , owner of 
a local implement firm, re­ 
ceiv ed the Boss of the Year 
award for his encou ragement 
of Jay cee employ es. He is a 


nativ e of Cook . 
Dev aney ’s 
hu mor-stu dded 
remark s inclu ded an observ a­ 
tion that character is “ev ery 
bit as important” to the Com- 
hu sk er staff as an athlete’s 
phy sical attribu tes. 


Time For Recreation 


Ku ala Lu mpu r, Malay sia 
—The latest wav e of fighting 
in Vietnam has not disru pted 
rest and recreation trips to 
Malay sia, a U.S. Embassy 
spok esman said. Abou t 500 
U.S. serv icemen arriv e here 
each week . 
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SFEGIAL EOlflPMEN T 
JUSTIHEWfflrYOUUKEIT 
SPECIAL SAVIN GS 
TO MAKE IT EASY TO OWN! 
'SPECIAUY N OW 
YOUR OLDS IS WAITIN G! 


If it sounds like weVe pulling out 
all the stops to make owning Olds 
a breeze—youVe getting the idea. 
Right now, weVe got a great 
new Delmont 88 with full-size Olds 
everything— just for you! Why settle for 
a plain-jane job when you can get Olds 
room, ride and luxury—plus responsive 
V-8 performance from a new 
generation of Rockets. 


And special savings on vinyl roof, 
whitewalls, deluxe wheel discs, 
deluxe steering wheel and chrome 
fender trim during ^ 'Olds 88 Days'. 
You can also order 
power seats or 
power windows 
or stereo. 


Or our great new, award-winning 
Tilt-and-Telescope Steering 
Wheel—with Oldsmobile's ex­ 
clusive "Instant Horn" that honks 
# 
when you squeeze the wheel! 
In short, it's easy to own 
a full-size Oldsmobile—'specially 
now during "Olds 88 Days". 
At your Olds dealer's 
right now. 


Give Olds young wheels a whirl. 
Drive a youngmobile from Oldsmobile. 
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RANDOLPH OLDSMOBILE CO., 2101 N STREET 


Wednesdoy, Fetfuory 7, 1968 
T h p f . In c o t n S t a r 
» 
SHOP SAFEWAY 


lO 
h j ^ f ic u 
f l i / 
h 
f i S 
L ? 


Yes, Why Pa y Mo re tha n Sa fewa y ’s Ev ery da y Lo w Prices! 


Sav e at Sa fewa y o n Heinz Ea rly America n So up s 


Robust Chili Ittf, So¥ory Nan with Smoktd 
Nam, Tasty Turfcty Noodlo, Dtlicious Bttf 
Noodit with Dumfdings, Abundant Vogotarion 
Vtgttabio Soup, Tull-boditd Vogttablo with 
Ittf, Chicktn Noodit with Dumplings, Chicktn 
RIct with Mushrooms, Luscious Split Rto with 
Smoktd Norn, or Vt^ tohlt with Ground Rttf.1 49 
C 


Shrimp 'è 


Del Monte Cut Green Beans, , 
24c 
Mashed Pototoes 
>j.%k 
67t 
Van Camp’s Pork & Beans 
20c 
or f IIK KKN C HOW MEIN, 
IT-o/, 
j m 
Chu n King, Frozen 
....................Pk g. / JC 
Chicken or Beef Chow Mein 
59c 


Sunshine Devils Cake Cookies..’ KhK: 49c 


Breck Set Extra-Hold lotion . . . . - 
b m ' , 8 9c 
Breck Normal Shampoo 
b*,", 99c 
Pond’s Dry Skin Cream...........’ j™, 67c 


Bissell liquid Rug Shampoo , bmi i, $1.09 
Northern Assorted Napkins.. 2 
25c 


Northern Bathroom Tissue 
rH"" 39c 
Clorox Liquid Bleach.................. 19c 


Pillsbury Biscuits 
3 
27c 


2 
37 c 
Dole Froxen Pineapple Juice 


Pineopple-Gropfruit Juice 
2 I "i, 37c 
Pineopple-Oronge Juice ¡il;';, 2 
37c 


Skippy Peonut Butter rr' o"',nkv. 
57c 


Heini Ketchup i;”' 
Heinx Ketchup Sn,"'"“"’. 
Pillsbury Flour... 
Purina Dog Chow 


or t'iiu tik y . . J a r 


2 
1 
Sic 


,“ 
:’k 
5 7 c , 


2-lh. 
... Rftg 39c 


2 
4 9c 
2ft-lb, 
Bng 
r ^ $ 1 . 29 
$2.35 


Gala Assorted Towels........... %7ck 44c 
Gala Jumbo Roll Towels 
rkg 35c 
Gala Assorted Napkins.......... nìm 24c 
Thermos Wide Mouth Jars 
ml $2.29 


Margarine 
Chunk Tuna 
Blu e Bonnet 
Star Kist 
2 à i 5 7c 
Regu lar 


6 ‘ -;-0Z. 
Can 2 9 


Pop Corn 
.Tolly Time 


2-lb, 
Bag 33c 


Swift’ning 
Sho rtening 
6 3c 
3-lb. 
Can 


Charmin Tissue 
—for the Bathroom 


4 -ro ll 
Pack 39 


DuPont Sponge 
Drv 
S' 29c 


Dow Cleaner 
•—for the Bathroom 
Oven Cleaner 
I 
Dow Spray 
I Bargain Price, iiM 
J 
9-oz. Can 0 4 C 
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Johnson & Johnson 


Big Bu y , 
17 -oz. Can 6 8 c 


Waxtex 
Wax ed Paper 
22c 
100-ft. 
Roll 


Bond-oid 
Pla stic Strips 
Pk g. 
of 4 5 6 6 c 


Hopdi-Wrup 
—for protecting foods 
100-ft. 
Roll 26 c 


Adorn Spray 
Ex tra-hold 
7 -oz. 
Can » 1 .35 


iinniiu itnii 


Chocolote Mint Cookies Su preme. .P k g 49c 
Gold Medol Enriched Flour 
.sLg 57c 


Aunt Jemima Pancake Mix Reg/^.^Bo^x 53c 


Moxweli House Coffee 
c if $1.53 
My-T Fine Lemon Pudding ... 2 Pkg. 21c 
Gaines Prime Dog Food 
$1.55 
Aurora Bathroom Tissue 
.Pack 25c 
Murine Eye Wash 
.^.*BoTue 66c 
Pertussin Cough Syrup 
Bottle 74c 


8-Hour Cough Syrup Pertu .v sin ..^Btl. $1.07 
Poge Assorted Napkins 


T?oui^ 61c 


Sucrets Antiseptic Lozenges..... otii 52c 


Quoker Oats Regular or Quick 
. Bo* 29c 
Quaker Oats Regular or Qukk.......... 52c 
Aunt Jemima Pancake Syrup 
Apple Sauce iS^ ^ ‘*..^.^.-Jir33c 2^ ;nT39c 


Buttermilk Pancake Mix ^ "7 ”. pkg: 65c 
Pillsbury Brownie M ix.........^^pkg: 39c 


Macaroon Sondwich Cookies 
49c 
Metrecol Lemon Cookies.........p^ ; 89c 


Metrecol Vegetable & Beef . 
’can 43c 


0^ 2.5250 


COFFEE 


Folger’s $ 
3-ib. Can 2 


Savt on Pillsbury Coffoo Cako Mixts 
Apple Cinnamon, Butter Pecan, 
Cinnamon Streusel, or Sour Creom j 
28 
14-ox. Pkg. 4 7 


Chef Boy -ar-dec 
Spaghtfti & Moat lolls... 
Boof-a-roni................ 
Ittf Ravioli.............. 


.. .ISVa’Oz* Can 29c 
...1SV4 -oz.Can 29c 
...ISVi'M . Can 31c 
Bathroom Tissue 
Whit« Clo ud 
2-ro ll Pa ck25c 


Heim Soups 


2 S . . ‘ 33c 
Chicken No o dle, Crea m o f 
Mushro o m o r Crm, o f Chicken 
Bea n A Ba co n 
o r Veg eta ble.......................... 2 
29« 


K2r Spot lifter 


1- 0 1 . B t i . 8 
9 
^ 


Mirici. Whit. 
Water Conditioner 


i j s » 1 . 20 


Facial Tissue 
Northern 


Pk g. 
1 0 , 
of 150 I 7 C 


Turn Page for 
Safeway’s 
Super 
Savings 
^ 


This Ad effective thru Sa turd a y, Fehr. 10, in Linco ln 


Rig ht reserv ed 
to limit qua ntities. 


No sa les to dea lers. 
SAFEWAY 


Check Safeway & Check Out for Less! 


i 
Ì 
> 
Ì 


• • # 


BIG SAVIN G 


BUTTER-NUT 
COFFEE 


Coffee . 
DcUci®“* 
Limit Oit0 
With Order 


Edwards Coffee Colombian Coffee... .\ 
3-lb. 
Can $1.69 
Non-Dairy Creamer Instant for Coffee . . . . . . 
Emil l l r i n i r e Wagner’s; Orange, Grape, 
Quart OQ- 
i T U Il U illlR S Tropical Punch, Grapefruit....................Bottle iLv lf 


HEALTH & BEAUTY AIDS 
Homemakers Really Love the Cash Savings 
and Cash Prizes they Get at Safeway! 


All these Sa ving s f^o o d thru Sa turd a y, Feb rua ry 1 0, 
in l/nico ln 


R ig h t re.serv ott to lim it q im n tlti« « . N o » a!« '!« to {lea lcrs. 
O Copy rljtiit 
.sti>n*s. Iiir 


Right Guard Deodorant oinette...( 
crn 99c 
Crest Toothpaste S n T Fla v or............................' " . t Z 79c 


Sav e Ev ery Day at Safeway I 


SA V IN G S O N SAFEW AY SUPERB QUALITY MEATS \ 
USDA Cho ice Qra d c, Sa fewa y'Ag ed 
STEAKS 
From Federally 
Inspected 
Meat Plants. 


H o n t’le.s.k 
SPENCER 
STEAKS 
Lb. $1.29 


v 'afcw av s IVcf Rib Steaks are a » .^rand meat v alue for y ou. T hcv 
are propcrlv -ai» ed, in our ow n special meat-aging facilities, 
so y ou 
tast their full natural tenderness and flav or. Safeway trims off 
ex cess bone and fat before weighing to assure y ou more meat v alue for y our m oney . 


There is a difference in F rye rs! 


S a j e u a y ' t <iTt n» >t <» i{\ I'.S . InsfH' ctcd— tht’v are alt o USDA 
Grade-A Fryers 


Serv e '^atewav *' f resh, 
Crolden Corni'^h Cross 
Frv crs from federalK 
Inspected poultrv 
dressing plants. 
Wb.1., lb . 


r 'w ^ îW ’îiiitniffinîmMfr lirfiiHiiinili 
m iiti i 


BONELESS ROASTS 
USDA Choice Grade Beef Shoulder.................................. Lb. ^ 
w 
GROUND BEEF 
Ex tra lean ’n juicy Federally Inspected Beef 
..................Lb. 
SHORT RIBS 
USDA Choice Grade Beef; Bake, boil or barbecue . . . .Lb. 
CANNED HAMS 
Swift’s Proiniuni or Cudahy B a r-S........................5-lb. Can 


79 
49 
39 


$4 1 9 


BEEF LIVER 
Young, lender. Federally Insp. . . .Lb. 
BEEF SAUSAGE 
Safeway ’s jmre b eef................ 
59c 
3 


ie MEATS GUARANTEE 
If for any reason whatsoev er, 
YOU are not completely satis­ 
fied with any meat purchase 
made at Safeway , just tell us. 
VVe will cheerfully and prompt­ 
ly refund y our purchase price. 


SLICED BACON 


W ilson’i Crisprite; 
m ■■ 
Sav ory -smoked and 
L" 
•ugar-cured. 
Plc9 *49< 


SKIHLESS FRANKS 
Safeway ; First Quality . 
1-lb. Pkg. 
FISH CRISPS 
Captain s Choice, J ust heat, 8 -oz. Pkg. 
FISH STICKS 
Captain’s Choice; Large . .24-oz. Pkg. 


16th 8^ South , 
• 
2 7 th & Holdrege 
• 
1^ I 
' 
i 


G RAN D VALUE 


HAWAIIAN, CRUSHED 
PINEAPPLE 


Safeway 'f 
own 
LaLanl 
Brand, 
fancy 
quality 


Instant Breakfast 
Carnation? 
6-envelopes59c 


Crisco Shortening pure vegetable .. S 79c 


Waldorf Tissue bathroom 
4 
33c 


FROZEN FOOD VALUES 


6-01. Cans 
Bel-air, frozen concentrate 


12-oz. g m 
More? Can ¿ 9 6 
B«l-air Grape Juice 
‘” . C 'p.í 
Frcuch-Fried Potatoes Crin We C u t 
Pkg.* 10c 


GRAND ICE CREAM VALUE 
ICE CREAM 
C 
Snow Star; 
Vanilla, Chocolate, 
Strawberry 
‘/z-Gal. Ctn.59 


This is another ex ample of the grand way 


y ou can sav e food money at Safeway I 


Lucerne, Gra d e A 
Cottage 
Cheese 


Pint 


Ctn.29 


Qt. 


Ctn.49 
c 


All Varieties Available 


SAFEWAY 


—yo uA. (Dsp a nd a b iiL WltL-ß o niimni ^ho csK, 
^ 
Kill & "K"( 
• 
Cotfier & "O " 


STOCK UP 


SAVE ON CAMPBELL'S 
SOUPS 


No. 1 Cans 


Bean with Bacon, Vegetable, Old 
Fashioned Vegetable, Vegetarian Vegetable 


Chicken Soups 
Campbell's? Broth, Noodle, Rice 
No. 1 | f- 
Chicken & Stars or Cream of Chicken 
Can I DC 


Tomato Soup Campbell's ...... 
"'clIO c 


Melrose Crotkers '.’'„ S ''''"'’".................19c 


THRIFTY BREAD BUYS 
Enjo y this Big Sa ving o n Sk yla rk 
Raisin Bread 
Chock full of fresh, 
'Ir.v orful raisins. 


Enjoy 
some 
toasted. 


U fltA A # 
Wright’s Wheat or 
16-oz. 
Iff 11631 D d6 3Q S Sky lark W’heat Sesa m e....................Loaf ¿ ¿ w 


Ovenjoy White Bread 
a 15c 


SAVIN G S ON'PRODUCE 


Fresh, firm a nd crisp 
HEAD LETTUCE 


larg e 
h ead s 


Cracklin’ crisp, 
Large 
crunchy fr e sh 
Pkg. 4 9 7 « 
Celery Hearts 
Rad ish es, Gr. On io as 
10c 
Ch erry To o iato es 
Bite-size; ...C up 3 9c 


Florida-grown; 
Bag 
g | | O 
p C 
l l n 
i l Wakes up weary appetites.. .of 6 
Red Po tato es 
79c 
Yello w Oaio as 
Mild 
S-tb . 
flav ored & sweet. .Bag3 9c 


SAFEW AY BA RG A IN 
CO M PARE 
Strawb erry 
PRESERVES 


Empress brand; 
enjoy with 
Mrs. Wright’s 
Biscuits. 


CU DAH Y 
TANG 


10-oZ. 
J ar 


•—a ba n d y 
luncheon 
m ea t, 
ea sy to slice 
a nd serv e. 
12-oz. 
Con 


LOVy. LOW PRICE 
PUFFS 
MCIAI TISSUES 


BUDGET PLEASER 


Pkgs. 
of 200 


♦ »1 


VSR CAMS'S 
PORK.BEANS 


Your choice of 
gj 
assorted colors 
Noo 300 
Cons 


I y 
o io k e iy 
tin Qmpi 


P o r k 
8eaN5 


in{oy strved wMI 
Sofeway's 
Frankfurters. 


FRESHNESS, Q UALITY, LO W PRICE 
AAORE SAVIN G S FOR YOU 
eitADE-AEGCS MARGARINE 
M^*‘1UM-SIZE, BREAKFAST GEMS 
COLDBROOK 
— a grand margarine v alue. . . at Safeway . 
5 
Dozen100 


mm 
More and More Big Cosh-happy 
Winners in Sofewoy's Exciting 
^ 


J J U S H I H 
i f M 
a i j f A 
t l O 
l i A 
L 
Steep lecha se 
Suá EEPSTA^ES 
TM 


Program 301 


$100 WINNER 
Mis. Jo n MS Grk h o m 
$100 WINNER 
Jim Willab y 
$20 WINNER 
J . Hoffimm 
$50 WINNER 
Robnt Rain. 
$100 WINNER 
Mrs. Lucille Glas 
$20 WINNER 
EH Dal. 
$20 WINNER 
Mrs. Joe Baker 
SEE THE FINISH OF 7-WEEK GRAND 
NATIONAL SWEEPSTAKES RACE 
C 
at Noon, Saturday, February 10. 


or see the number of the Winner Posted in Safeway after the Race is telev ised. 


Watch KM TV.. .W HO-TV.. .KVFD-TV. . .KTIV... 
KHOL-TV. . .KPOL-TV. . .KQOL-TV.. .KTOL-TV 


llien check-the winning number of the sev e'nrweek Sweepstakes Race with the horse number that is on the bottom 
stub of all the Steeplechase tickets y ou hav e accumulated the past sev en weeks. Redeem the winning stub at Safe­ 
way on or before February 17 for $10. Then y ou will be entered in the $2500 Grand Nat’l Sweepstakes drawing! 


Continue to play Steeplechase Sweepstakes each week. You may be the 
next big cash winner! Ask for your free game card each time you visit Safeway. 


© C o p y rig h t S trateg ic Telev isio n Pro m o tio n s Ltd ., 90 P ark Av e., NYC 
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48th} & Leighton 
* 
Cotner & Holdrege 
t 
63rd & Havelock 
• 
48th & Pioneers, 


It 
Thi» l.in ro lw S lu r 
Wpdnesdoy, Ffbruory 7, 1968 
Heckler Gives 
Nixon Opening 


lO New Voffc fîmes Serrk« 


Ü>bkosh. 
Hirhard 
“M. Nixon took a pn)\ocati\o 
iiuestion from a studont hock 
h r Tucsda\ anti turned it into 
his f i r s t t ampaii:n fwlu y 
statement on Latin Ameru a 
j 
Ihe former xiee president 
\uis neariiiR the end of a ques­ 
tion and ans n e r exchange 
with 1.500 students at Wiscon­ 
sin State I ni\ersity when an 
iindercraduate said N i x o n 
would he branded a "liar*' 
unless he could offer "spéci­ 
fié radical programs" for La­ 
tin America. 
T'le student iiuli-ated tliat 
he had been impressed witli 
Nixon’s suggestions for soh- 
li 
the {uoblems of the cities, 
but added 
" I now conclude 
>: u either want radieal so­ 
cial change or you are a liar." 
hance* 
The student, later identified 
as .lames Kellerman. a l s o 
warned t h a t if Nixon at­ 
tempted a general answer or 
talked 
about 
"another 
Alli­ 
ance for rrogress," then "you 
ehancc being sjvit on again by 
Latin America " 
Mxon paused, then dellv- 


McCarthy Goes 
On N.H. Swing 


<’oncord. N 11. •.h' — 
Sen. 
Lugene .1. Mct'arthy. 1)-Minn.. 
began hi.s fir.st exteiisue cam- 
pairiiing in New Hampshire 
'Puesday in his primary elial- 
lenge (d I ’rivsuhuit .loluison on 
the issue i»l the X udnam war. 
lie urged that this presider- 
tial election should be a refer­ 
endum "on the militarization 
et our foreign poliey and. in- 
tieasingly, of our domestic 
lite " 


ered a detailed scvcn-mlnutc 
answer filled with statisties 
and recollections of his own 
trips to Latin America. 


Rejecting both the “ hand­ 
out" approach of unrestricted 
United States aid and the rig­ 
id system "Castro has im­ 
posed upon Cuba." N i x o n 
called for a fresh policy to­ 
ward Latin America and of­ 
fered three specific sugges­ 
tions. 


Interior Highways 


First, he .«¡aid the United 
Stales 
should 
encourage 
a 
program similar to that ad­ 
vanced by Fern’s president. 
Fernando Helaunde, to "open 
up tiie liearlland” of Latin | 
America with a system ofi 
great highways Since most ofi 
the continent’s 2(Ki million peo­ 
ple 
w e r e 
trajiped 
on 
its 
• fringes," Nixon said, such a 
program would do much to 
provide job and other opfior- 
tunifies. 


I 
"With about half a billion 
dollars we could do more to 
lift the standard of living in 
I,atin America in the next 10 
10 years than we have done 
with all our billions in the last 
10 vears." Nixon said. 


Second, he suggested that 


with U.S. assistance, Latin 
.America embark on a pro­ 
gram to develop Its agricul­ 
tural capacity and reduce its 
dependency 
on 
agricuUiiral 


Imports. 


"Chile has more arable land 
than California.” he said, "but 
it irnjHirt.s $250 million in goods 
to feed a population of seven 
million " 
Finally. Nixon said, a sys­ 
tematic effort should be made 
to help Latin America lift its 
educational system — which 
he called the “ worst" in the 
world — to higher levels of 
achievencnt and productivity. 


Reagan's Baby 
Elephant Dies 


Sacramento, Calif. fU Pl) 
- 
Gov. Ronald Reagan's 
hahy elephant "G O P." a gift 
from an admiring exiled 
Furopean prince, has died 
of an ajipnrent intestinal 
di.>order. a zookceper dis­ 
closed Tue.sday. 
Supt 
A. A 
Spencer of 
William I«'ind Park Zoo said 
th e elephant became ill 
Tliursday and died the fol­ 
lowing day in .spite of efforts 
by a veterinarian to treat 
her for dysentery. 
The 992 pound 
f e m a l e 
pachyderm was the gift of 
former Prince Lcka of Al­ 
bania. 


Wallace Set 
To Tell Plans 
On Thursday 


Montgomery, A 1 a. 
— 
George Wallace, who has said 
many limes he would run for 
president unless the m a j o r 
parties “ give the |>eople i 
choice," is expected to an 
nounce Thursday that he is 
a candidate. 


Romney Says U.S. Image In World That Of 'Aggressors, fmperialistt' 


Manchester, 
N.H. 
(fl 
— 
Michigan Gov. George Rom­ 
ney said Tuesday the U.S. im­ 
age around the world is that 
of "great big military aggres­ 
sors and imperialists." He 
said t h a t is a product of 
American policy in Vietnam. 


At the same time, Romney, 
intensifying his campaign as­ 
sault on President Johnson, 
said it is self-delusion to pre­ 
tend that the Communists in 
Vietnam have lost their "great 
capability, stamina and confi­ 
dence." 
"The facts are the enemy 


is stronger now in South Viet­ 
nam than he’s been before/* 
Romney said. "W e’ve got to 
get somebody down in Wash­ 
ington who’ll tell the truth. 
We’ve had the wool pulled 
over our eyes. R’s about time 
we saw through it." 
Romney stressed that theme 


at clubs, factories and homes 
as he hunted votes in New 
Hampshire’s presidential pri­ 
mary. He aimed past his Re­ 
publican opponent in N e w 
Hampshire, Richard M. Nix­ 
on, and concentrated on the 
Democratic administration in 
Washington. 


The former governor w i 1 
have a news conference in 
W'ashington Thursday to make 
known "liis intentions regard 
ing the li)68 presidential cam 
paign." hi.s hcad(iuartors salt 
Tuesday. 


No one would .say unequiv 
ocally that Wallace plans to 
get into the presidential race 
But one aide observed, " I 
doesn’t seem likely that he 
would go to the nation’s capi 
tal to say he isn’t a candi 
date." 


Members of the former gov 
ernor’s .staff were in Penn 
sylvania for a drive to get hi 
name on the presidential ha 
lot there in November as 
third party candidate. 
Board Takes Under Consideration 
Sunday Off-Sale Beer License Bid 


'I ho 
Lam astei’ 
U o ii n t y 
P. o a r d Tuesday ti«»k under 
ioiisideratiun a plea ior Sun- 
da\ oil sale beer privileges bv 
Lee Sillier Ofl-Sale. 5(K) West 
A’an Uorn. 
sutler is currently Ihe sole 
idf-sale 
l>eer 
only 
licensee 
Mithin Lancaster t'ounty Jur- 
isiliction and outside incorpo­ 
rated areas. 
Attorney Hick Williams, rep­ 
resenting Sittler. said his cli­ 
ent IS asking that hi.s license 
priMieges be extended to in­ 
clude noon to 7 p m. Sunday 
.^ales out of "economic ne­ 
cessity " 
Sittler cannot compete on a 
Meek-long basis with other b- 
eensee.s. 
including b o t t l e 
clubs. Ill the southwest area of 
the c o u n t y who are per­ 
mit (ed t(» sell akadiolic liev- 
erages lor consumption both 
on and olf the premises, ac- 
t •u'dmg to Williams, 
" I his would not open Ihe 
floodgate for other appliea- 
tions, because it is for Sun­ 
day otf-sale only." Williams 
said. 
Uommi'siuner K e n n e t n 
P. ■iirne commented, however 
"W e can't open up just one 
—we would ha\e tt> ojHm up 


for all requests" for Sunday 
beer sales. 
1'he board adjoiiinod before 
making a recommendation on 
Sittler’.s application. 


The board heard AVavcrly 


residenti ask the county to 
purchase and help maintain 
land for a sanitary land fill 
to serve the northeast section 
of the county. 


Waverly V i l l a g e Board 
chairman Wayne Marolf and 
Lloyd Bevans said an avail­ 
able nine-acre site a m i I e 
noiHi of the village can Ik? 
purchased for $1,000 per acre 
or leased for less if tlie prop­ 
erty reverted to the owner 
after use as a dump. 
The present Waverly dump, 
located U i m i l e s north of 
town, i.s "rat-infested," unsan­ 
itary and loo small, Marolf 
said. 
The l a r g e r dump site 
would serve the northeast 
cmi of the c o u n t y pretty 
w t ir he noted, because it is 
located four miles from the 
ea'«t county line and seven 
miks from the north county 
line. 
riie eominlssloncrs s a i d 
they will decide on county par­ 
ticipation in the project after 


’ 1brino...for people who know thei^ more 
to a peiformance car than painted stripes. 


1968 Torino GT Fastback (Top) 
1968 Torino GT Hardtop (Bottom) 


Taste is 
the name of 
the game. 


Imperial 


b.tiji'i'! 
^ 
sniootlicr 
tlian the rest 
»IHbl 


touring the proposed landfi 
site and appearing at a publk 
hearing Feb. 15 on state rules 
and regulations for licensed 
sanitary landfills. 


B o a r d chairman William 
Grossman voiced concern that 
financing operation of a land­ 
fill, in addition to the initial 
purchase price w o u l d be 
costly. 
And Commissioner H a 1 p h 
Harlan noted, "If we do this, 
the other three quarters of the 
county are going to want us 
to get involved too." 
Other county board action: 
—The board approved a pro­ 
posal to change the names of 
Kuclid St. between 7th and 
14th in the Grandview area 
to Morton St.; Ilwy. 2 to Ne­ 
braska Hwy. and Stanton Ave. 
to Pine Tree Lane west of the 
vacated portion and Hilltop 
Road east of the vacated por­ 
tion. 


Tree Crushes Man 


Iowa Falls, Iowa (0 P I) — 
Robert Tines, 37, Iowa Falls, 
was k i l l e d when he was 
crushed by a falling tree. 


Anyone can paint stripes on a car. Ford’s performance champs earn their stripes the hard 
way. Torino swept the first five places in the Riverside 5(X) . It’s the Pace Car for the Indy 
500. It’s the hottest-selling new car in the country! Fairlane took first place in its class for 
braking and for economy in the Union/Pure Ql Performance Trials- in fact, Ford Motor 
Company cars won more classes than all other manufacturers combined! If it’s perfor­ 
mance you want, ride with a winner! See the man with Better Ideas... your Ford Dealer. 


FACTS 
ABOUT 
THE 
1968 
TORINO 


When Torino takes the first five 
spots in the Riverside 500, first 
time out, you know it’s tough! 
These cars, of course, were 
driven by professionals and were 
modified to meet the special de­ 
mands of competition. But, the 
same kind of basic durability 
and maneuverability are built in­ 
to every Torino we make. So if 


you want stripes, get ’em on the 
car that gives them meaning! 
Choose from three GT models— 
fastback, hardtop and convert­ 
ible. All with a 289-cu, in V-8, 
wall-to-wall carpeting, all-vinyl 
Interiors, styled steel wheels, GT 
Identification and wide-ovals. Or 
choose the regular hardtop or 
4-door sedan. Like the GT’s, 


they've got a new, longer, 116-in. 
wheelbase for smoother riding 
comfort, more room and up to 
20% more trunk space. They 
offer a whole range of Six or V-8 
power and a raft of luxurious 
features. You can even have a 
Torino Squire wagon, with 2-way 
Magic Doorgate. See your Ford 
Dealer soon! 


...has a belter idea. 


USED CAR SHOPPERS: Ford Dealers A-1 Used Cars are the best you can get! 


Immediate delivery on Better Idea cars 
at your Ford Dealer's 


10-9, Wednesday Only! 


If you missed Magee's Great White Elephant Sale, Downtown, or if 


, you'd like another shot at some good fashion bargains, come out! 


Save in o big way on famous quality clothing for Men, Women, 


Young Adults and Boys. Acres of free parking. 


Blue Sta mp sa ving s to o ! 


l a f C t S 
• U PfiOOf • M » SIRAI6KI A'HISKtrS • lO'.o ÛRÂIN NtUTRAl SPIRITS 
kihAM 
i> 
SONS INC.. FCORIA, ILt 


no phone or moil orders! no deliveries! Modest alteration charges! all sales final! 
4 
^ 
i 


Wed n esd o y , febru o ry 
7, 1 9 6 8 
T tie f.In co lw 
% 


Sav e o n fleece ro bes 
Bu y n o w while y o u can sav e 
o n warm fleece ro bes an d 
d u sters. Lo n g o r sho rt. 


Lo n g leg p an ty gird le 
Lo o k slim an d trim. 


Orig . 1 1 .00........... 5.50 
Orig 8 .00 


Hip p an el p an ty 
Tak e in ches o ff hip s. 
3.99 


Taffettà p etti p an ts 
No clin g u n d er k n its. 


Orig . 7 .00............. 3.49 


Taffettà p ettico at 
Perfect fo r k n its. 


Orig . 5 .00............. 2.50 


o rig . 
1 3 .00-22.00 7.87 


Yello w n y lo n slip 
Sav e 50% o n these. 


Orig . 9.00............. 4.50 


Sav e o n white slip s 
Pretty an d femin in e. 


Orig . 9.00............. 4.50 


Ny lo n slip s red u ced 
Figu re flatterer. 


Orig . 5 .00..............2.50 


Sale o n n y lo n slip s 
Ex cellen t selectio n . 


Orig . 1 0.00 
5.00 


Co tto n d u sters red u ced 


1 00% co tto n d u sters in strip es 
an d check s hav e been re­ 
d u ced way d o wn ! 


o rig . 7 .00 
no w 3 .59 2 
- » 7 
Ny lo n p etti p an ts 
Perfect with cu lo ttes. 
Famo u s mak e slip s 
Yo u 'll wan t sev eral. 


Go ld's ro bes seco nd flo o r. 
Orig . 5.00 
2.50 
Orig . 7 .00..............3.50 


Go lds fo unda tio ns a nd ling erie seco nd flo o r 


Famo u s mak e 
Half p rice sale. 


Orig . 1 2 .00........... 6 .0 0 


Co lo red n y lo n p etties 
Charge sev eral co lo rs. 


Orig . 5 .00............. 2.50 


Shop Thursday 9:30 a.m. to 9:00 p.m. or call 477-1211 and ¡ust say "Charge it" 
i 


No Raise 
For Queen 
Since 1952 


By MAriGAHET SAVILLK 
T.,o n d o n iUPI) — 
Q u e e n 
Elizabeth ha.sn ’t had a raise 
.sin ce 1952 bu t she d o esn ’t 
p lan to p ick et the treasu ry 
the way .so me o f her su bjects 
wo u ld if they were d en ied an 
in crease ev ery y ear o r two . 
She Is simp ly watchin g the 
p en n ies lik e an y thrifty ho u se­ 
ho ld er, rep airin g her p alaces 
o n ly when n eces.sary , k eep in g 
the size o f her small army 
o f serv an ts d o wn to the min i­ 
mu m 
an d ho p in g the go v ­ 
ern men t will get aro u n d to 
ad ju stin g her stip en d 
s o m e 
d ay . 
In the mean time she mu st 
su ffer in tratbtio n al silen ce 
the ad v ice o f su bjects who 
feci free to su ggest ho w she 
o u ght to eco n o mize to help 
the n atio n o u t o f its cu rren t 
fin an cial tro u bles. 
The id ea that the q u een 
might be su fferin g 
herself 
fro m in flatio n d o esn ’t seem 
to hav e go tten aro u n d . Yet 
her critics wo u ld be amo n g 
the first to o bject if she can ­ 
celed su ch great to u rist d raws 
as the chan gin g o f the gu ard 
at Bu ck in gham Palace an d 
o ther ev en ts p aid fo r o u t o f 
the ro y al p o ck et. 
Ya cht Sa le Urg ed 
On e o f the mo st v o cal ad ­ 
v o cates o f ro y al p en n y p in ch­ 
in g is Emry s Hu ghes, left- 
win g member o f Parliamen t 
who recen tly su ggested the 
5,7 6 4-to n ro y al y acht Britan ­ 
n ia be so ld to an American 
fo r d o llars to help Britain ’s 
balan ce o f p ay men ts. 
His altern ativ e su ggestio n 
was that the y acht might at 
least be hired o u t to an Amer­ 
ican 
fo r d o l l a r - earn in g 
cru ises when the q u een 
is n o t 
u sin g it fo r o fficial to iu ’s. 
One 
newspa per 
pro mptly 
p ro d u ced 
a ca rto o n o f a n 
America n lo o king o v er thè 
Brita nnia a s a Brito n a sked 
him, “ y o u’re sure 
y o u 
wo uldn’t 
like Windso r Ca stle fo r thè 
o d d 
weekend a s well, sir? ’* 
Hu ghes said the Britan n ia 
is “the mo st ex p en siv e lu x ­ 
u ry y acht aflo at.’’ The go v ­ 
ern men t has sp en t $1 8.7 mil­ 
lio n in main ten an ce an d re­ 
fittin g sin ce the ship w a s 
lau n ched in 1 9 52 to be u sed 
by the ro y a l fa mily in pea ce 
an d a s a ho sp ital ship in 
war. Hu ghes d escribed th e 
latter ro le a s “ey ewash.” 
Ig no red Adv a nta g es 
He ign o red the Britan n ia’s 
flag-sho win g p r e s t i ge , its 
sp ace fo r o fficial en tertain ­ 
men t an d acco mmo d atio n fo r 
the q u een ’s en to u rage o f at 
least 40 o n to u rs, an d t h e 
fatigu e-sav in g ad v an tages o f 
a base when a lo t o f trav ­ 
elin g is in v o lv ed . 
No r d id he men tio n —-ro y al 
critics rarely d o — that al­ 
tho u gh the go v ern men t main ­ 
tain s the y acht, it mak es a 
far greater p ro fit o u t o f the 
ro y al family in an o ther way . 
King Geo rg e HI, who nqy ey 
wa s much g o o d a t fina nce, 
turned o v er to the g o v ern­ 
ment in 1 7 60 the then v ery 
sha ky inco me fro m a ll t h e 
la nd o wned by the cro wn. In 
return he g o t a fix ed a llo w­ 
a nce, a so rt o f sa la ry . So v ­ 
ereig ns to this da y ha v e ca r­ 
ried o n the sy stem. 
Sin ce 1 9 52, Qu een Elizabeth 
has been p aid an allo wan ce 
o f $1 .(^ millio n a y ear. 
Fa v o ra ble Dea l 
The in co me fro m the cro wn 
lan d has n o w risen to mo re 
than $9 .6 millio n a y ear, so 
the go v ern men t mak es a p ro f­ 
it man y times o v er o n th » 
d eal. 
Then, o ut o f her stipend, the 
queen must g iv e sta te ba n­ 
quets fo r g uests inv ited by 
the g o v ernment. She m u s t 
pa y a n eno rmo us number o f 
sa la ries, ho useho ld ex penses, 
electricity , hea ting , telepho ne 
bills, a nd a la rg e numl^r o f 
items bro ug ht a bo ut by tra di­ 
tio n. Fo r ex a mple, ea ch set 
o f triplets bo rn In Brita in 
must 
receiv e 
the 
queen’s 
g ra nt o f three po unds ($7 .2 0). 
So carefu l eco n o mizin g is 
n ecessary to mak e this p u b­ 
lic mo n ey co v er all the ex ­ 
p en ses en tailed by her cap ac­ 
ity as q u een . 
Bu t she is n o hard 
l u c k 
case. 
In her p riv ate cap acity as 
Mrs. Elizabeth Win d so r, she 
is o n e o f the richest wo men 
in the wo rld becau se o f her 
jewels, o ld masters, an tiq u es, 
sto ck s an d p ro p erty gain ed 
by in heritan ce an d gifts. 
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DIVIDEND 


Bo o ster. He cashes his p ay 
check there ev ery Satu rd ay . 
It's better than a bo n k , an d 
y o u sav e, to o , at 
DIVIDEND 
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Senate Kills 
Bill li mi ti ng 
Protection 
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Washmrton 
With a sur 
prise p.irliamen1ar\ 
manue 
ver. a bipartisan coalition of 
Senate liberals won the first 
round Tuesday in a protracted 
Senate debate on legislation 
to provide federal protection 
for persnn. ex ercising their 
civil rights 
]iy a 5 4T9 vote, the Senate 
billed 
a 
southern-s|>onsored 
substitute bill that would have 
limited SIR h protection. 
The vote was the first test 
e( strrnulh sime the Senate 
nearlv three weeks ago liegan 
debating 
an 
administration 
supported civil rights bill. Tlic 
measure would make it a fed 
eral crime to iniure or intimi 
date civil rights workers or to 
interfere with the ex ercise of 
civil rights in certain areas 
such as schooling, voting, reg 
istration, jury service and use 
of public facilities. 
The vote came on a well 
tlméd move by the libera 
forgp, led by Sen 
Philip A 
Hart, H'Mich., and Sen. J a 
cob K, davits, H-N.Y., to table 
or Icill the soutliern substitute 
measure sponsored by Sen 
Sana d Krvin, 1>-X (' 
Ilje Krvin substitute would 
have provided federal protec 
tion to persons in their ex er 
c’lse of constitutional rights but 
would have ex cluded stricdly 
stak* aiiivities. such as voting 
In sSate elections, use of state 
or incally owned facilities or 
attendance in schools not re 
cciving federal aid. 


★ 
★ 
★ 
Nebraskans Vote 
Against Tabling 


Washington rft — 
S e n s 
Carl Curtis an d 
R o m a n 
Hruska, 
Nebraska 
Republ 
cans, voted on the losing side 
Tuesday as the Senate tablee 
and thiKs killed tlie substitute 
of Sen 
Sam .1 
Krvin dr 
North Carolina nemocrat, for 
tho administration’s 
c i vi l 
rights 
protection 
bill. 
Thr 
vote to table the measure 
was 5 4-29. 
Cost Of New 
Tax $7 4 9 ,000 
For 6 Months 


It cost $7 49 .19 3 to adminis­ 
ter Nebraska’s new tax sy s­ 
tem during the last six months 
of 1967 . .\dministrative Ser­ 
vices Director Robert Rogers 
reported Tuesday . 
Tlie figure covers oi>eration- 
al fcosls for preparing and ad- 
rnmistering the new sales, use 
an<á income tax es. 
Rogers and State Tax Com­ 
mission staff members said 
they ex pect the future cost of 
adiinnistering the tax sy stem 
to 
decline. 
That’s 
because 
some of the initial outlay s 
were 
one-time-only ex pendi­ 
tures, reípiired to get the sy s 
tcm operational. 
Rogers said the administra 
five cost, when compared to 
revenue I'cccived. figured out 
to be almost ex actly 2 ’2n . 
Rogers also noted costs of 
other states administering a 
slate sales tax reportedly runs 
betw een 2'^ f and 3' » . 


Thompson, Exon 
To Be Speakers 
At Labor Institute 


The second annual labor in­ 
stitute of the Lincoln Central 
Labor l.’nion will he Thursday 
at 7 :.‘iO p m. at the New l^a- 
bor I'emple. 
(iue>t speakers will be Lin- 
< oln Councilman (' a r r o 11 
Thompson and d, d. Kx on, vice 
jjriisider.t of the slate Demo­ 
cratic J 'arty . 
Thompson vvill discuss as­ 
pects of economic develop­ 
ment and Kx on will talk on 
the philosophy of the Demo­ 
cratic l^arty . 


Banking Charter 
Bid Is Withdrawn 


State Banking Director C. 
R. Haines reported Tuesday 
the application for a state 
banking charter for the pro­ 
posed Buffalo State Bank at 
Kearney has l>een withdrawm. 
No reason was given for the 
withdrawal of the application 
filed last December. 
Incor­ 
porators were W. F. Nelson 
and Robert S. Nootz. both of 
Kearney , and Richard E. Per­ 
son of Holdrege. 


Health Claim Attacked 
Washington fUPI) — Sen. 
Sap'i J . 
Ervin 
dr.. 
D-N.C., 
charged a public health ser­ 
vice claim that “ HKi.OOO doc­ 
tors have quit smoking” was 
bastMi on the word of only 8 28 


(b) $9 9 S9t 


Sale! Discontlnaed ticking 
Stearns and Foster bedding 


Th is sale b ed d in g is fro m o u r reg u lar sto ck o f fin e 19 6 7 
S an d F mattress an d b o x sp rin g s. Bu t th e tick in g s h av e 
b een d isco n tin u ed , an d b esid es, we n eed ro o m fo r n ew 
19 6 8 b ed d in g . So we h av e red u ced th em in p rice to 
mak e th em so ap p ealin g y o u 'll tak e th em o ff o u r h an d s. 
Get q u ality b ed d in g n o w at g reat sav in g s. 
7 9 


(a) Reg. $139 set fu ll o r twin 
size. Med iu m firm 228 o ffset 
co il q u ilt to p in n ersp rin g mat­ 
tress, match in g b o x sp rin g s. 
Sav e $601 ............................... 
$$ p«r « •. 
Kin g size set in th is sty le also av ailab le at b ig red u ctio n . 
Reg . $19 9 fo r th e set 
...........................................now $15 9 
$7 per mo. 


As y o u co n sid er th e p u rch ase o f n ev / b ed d in g , remem­ 
b er th ese th in g s. Qu ality in b ed d in g is o f u tmo st im« 
p o rtan ce, to y o u r h ealth an d in th e lo n g ru n , to y o u r 
p o ck etb o o k . Stearn s an d Fo ster is k n o wn fo r its fin e, 
co n stru ctio n , y et, wh ile q u an tities last y o u can h av e 
fin e b ed d in g at sav in g s. 
Do n 't d elay . 
$9 9 


Weight Balanced<8> unit. 
Tempered steel coil de­ 
signed tor proper pos­ 
ture. 


Seat Edge® construc­ 
tion Heavy edge coils 
and Locked Edge® in­ 
ner roll. 


Locked Edge® i n n e r 
roll. Keeps edges, sur­ 
face of mattress well 
upholstered. 


Insulo Spring Cushion® 
Quilted felt and muslin 
pad prevent coil feel. 


(b ) Reg. $17 9 set, twin o r fu ll 
size. Ex tra firm 28 6 o ffset co il 
q u ilt to p mattress, h eav y d u ty 
b o x sp rin g s. Sav e $8 0 ! 
. . . . . . . . . . . . . . 
$5 per me. 
Kin g size set with same featu res. Mattress an d 2 b o x 
sp rin g s. Reg . 25 9 .9 5 fo r th e set 
................................... $199 
^ 
19 per me. 


Buy with no down poy ment. Easy monthly terms on 
y our Homemaker's Account. Free delivery within 200 
miles. 


Gold's bsdding iourth floor 


Special purchase! 
Save on scatter rugs 


1 /2 o f f 


Orig. from 2.99 to 19.99 
Now 1.5 0 to 9 .9 9 


Assorted sizes in round to large 
oblongs. Plain and fringed edges. 


All are mach in e wash ab le h ig h p ile 
n y lo n o r n y lo n ray o n v isco se b len d s. 
An d at th ese p rices y o u 'd b est h u rry . 
Ch arg e it. No p h o n e o r mail o rd ers, 
p lease. 


Gold's linens flurd floor 


Decorative 
bath towels 


3 
- * 
4 
1.44 each 


I r r e g u l a r i t i e s so 
slig h t, y o u may n o t 
b e ab le to fin d th em, 
in to wels fro m two 
f a m o u s American 
mills. Co tto n terry in 
asso rted sty les a n d 
man y lo v ely co lo rs. 
So rry , n o p h o n e o r 
mail o rd ers. Hu rry in . 


Gold's linens third floor 


Sha p Thursday 9:39^ A•M• ’til 9 :9 9 
PM* or call 47 7 -1211 


EXON SAYS . . . 
Statements 
By Denney 
‘Shocking“ 


State 
Democratic 
V i c e 
Chairman J . J . Ex on of Lin­ 
coln said Tuesday he w a s 
shocked at what he termed 
the “ warlike” statements of 
Rep. Robert V. Denney , R- 
Neb., with respect to seizure 
of the USS Pueblo by th e 
North Koreans. 
Ex on said Denney “ is ob 
v iously demanding all • out 
military conflict with North 
Korea.’* Ex on said “ such ac­ 
tion could only endang er the 
liv es of the Pueblo crew, 
cost at least hundreds of 
American liv es and practical 
ly insure a new all-out war 
in Korea.” 
“ First District v oters will 
hav e an opportunity in t h 
upcoming elections to t e l 
their ‘hot-headed’ cong ress 
man to permanently ‘c ool 
it,’ ” Ex on said in a pre 
pared statement. 
Ex on referred to s t a t e ­ 
ments of Denney in a telev i­ 
sion broadcast Sunday and a 
teleg ram sent by Denney to 
President J ohnson J an. 29 
Ex on released a tex t of the 
teleg ram and a transcript o 
the broadcast. 
In the teleg ram, D e n n e y 
said in part: “ This is the time 
for action, action in th e 
strong est of terms. The world 
should know that this nation 
will not be bluffed and h a s 
the military mig ht if needed 
Let us retaliate in such 
manner that no nation ca n 
hav e any doubt as to th e 
streng th of our conv ictions 
The USS Pueblo and its crew 
should be released now, no 
nex t week, nex t month or 
nex t y ear.” 
“ At this time,” said Ex on 
“ when the entire world is anx ­ 
iously awaiting a peaceful 
solution to the Pueblo episode 
throug h delicate diplomatic 
neg otiations, we find Con­ 
g ressman Denney putting on 
an intemperate ex hibition 
sword rattling .” 
Dro p p in g Sectio n 
Of Zep h y r Seen 
As En d Of Train 
Denv er, Colo. (Äi — The 
Denv er & Rio Grande Wes 
ern Railroad wqp’t appose the 
Western Pacific Railroad’s 
plan to discontinue its share 
of the California Zephy r’s 
Chicag o-to-San Francisco run, 
but if the chang e is made, it 
“ undoubtedly will bring the 
complete end for the train,“ 
the Rio Grande has said. 
The Western Pacific wants 
to abandon its seg ment, be­ 
tween Salt Lake City , Utah, 
and San Francisco, on Feb. 20. 
The California Zephy r has 
operated since 19 49 , with the 
Burling ton Lines, Rio Grande 
and Western Pacific sharing 
the route. The Burling ton has 
1,034 miles between Chicag o 
and Denv er, the Rio Grande 
570 miles from Denv er to Salt 
Lake City and the Western 
Pa c i f i c the remaining 9 28 
miles to San Francisco. 
Western Pacific asked the 
Interstate Commerce Commis­ 
sion a y ear ag o for permission 
to drop its part of the Zephy r, 
and now has serv ed notice it 
will take the step Feb. 20. 
Valen tin e Sen ato r 
Is To Ru n Ag ain 


Valentine (UPI) — State 
Sen. Elv in Adamson of Val­ 
entine, speaker of the Leg is­ 
lature during the last session, 
announced Tuesday he w i l l 
ieek re-election from the 43 rd 
Pistrict. 
- Adamson said he plans to 
complete his filing “ in the 
near future.**________ 
Ad ams Seek in g 
Co n v en tio n Seat 
Dix on G. Adams of Belle 
v ue Tuesday filed as a dele 
g ate candidate to the Repub 
Dean N a t i on a l Conv en­ 
tion from the Second District. 
' Adams, Sarpy County attor­ 
ney , is committed to Richard 
M. Nix on^_______ 
_ 
Su p p o rtin g Ro les 
: HoUy wood (UPI) — Alex an­ 
der Knox and Nig el G r e e n 
•sig ned for supporting roles in 
Paramount’s “ Fraulein D o k- 
tor,” starring Suzy Kendall. 
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BEN G. 


minds Ms bread 
and saves at 
DIVIDEND 


Bonded Gas, 16 th & P. He 
cashes his check there ev ery 
Wednesday . 


Prices that say, "buy now" on q u a lity 
items you need for your home. That's our 
Home Sale. No down paym ent. Easy 
terms on your Homemaker's Account. 


iiÄ 


Melmac® dlnnerware sale 


Stetson 45 pc. 
serv ice for 8 
Reg . 19 .9 5 1 2 .99 


Th e b eau tifu l Sweeth eart Ro se p attern h as th e 
mo d ern to u ch o f so lid b lu e accesso ry p ieces. 
Th e cu p s h av e b een treated to resist stain s an d 
th e en tire set carries a o n e y ear warran ty 
ag ain st b reak in g o r ch ip p in g . All are co mp lete­ 
ly d ish wash er an d d eterg en t safe. So u n d s lik e 
ju st wh at y o u n eed ? Go o d . Bu t rememb er y o u 
can sav e 6.96, to o . Co me in so o n an d ch arg e it. 


Each set consists of: 8 each d in n er, 
b read an d b u tter, fru it, cu p s, 
sau cers; 1 each su g ar b o wl, su g ar 
lid , cream, v eg etab le, p latter. 


Go ld 's ch in a an d g lo ss th ird flo o r 


Community sllv erplate sets 
25% o ff 


Th is is certain ly th e rig h t time to b u y silv erp late ilat- 
wear. No w, th ro u g h March 2, 1968, y o u can sav e 
20.00 o r 35.00 o n a set o f b eau tifu l Co mmu n ity in y o u r 
ch o ice fro m th ese fiv e p attern s. An d b e su re to ask 
ab o u t o u r Silv er Clu b Plan . No d o wn p ay men t. No 
serv ice ch arg e. Mo n th s to p ay . Co me in so o n . 
48 piece serv ice fo r 8, reg . 99.95............................79 .9 5 
15 per me. 
6 8 piece serv ice fo r 12, reg . 14 4 .95 
.....................109 .9 5 
Is per me. 


Silv er chest. Sp ecially d esig n ed 
to * h o ld silv er safely . Lin ed an d 
eq u ip p ed with tig h t clo su re to 
h elp retard tarn ish 
............... 12.9 5 


Gold's silv sr tUrd floor 


184 7 Rog ers silv erplate 
25% o ff 


Th is sp ecial sale en d s Feb . 29, 1968, an d in clu d es a 
co mp lete o p en sto ck selectio n , as well as sets. Fill in 
o r ad d -o n n o w fro m th is co mp lete listin g . 


Reg . Solo 
Reg . Solo 
Teasp o o n............. 1 .50 1.13 
Grav y lad le 
5.00 3 .75 
Place sp o o n 
2.50 1.88 
Pie serv er H.H. ... 
7 .00 5 .25 
Ice d rin k sp o o n ... 
2.50 
1.88 
Pierced tab lesp o o n 
3.00 
2.25 
A.D. co ffee sp o o n . 
1.25 
.9 4 
Berry sp o o n 
5.00 3 .75 
Place fo rk............. 2.50 1.88 
Su g ar sp o o n 
3.00 2.25 
Salad fo rk 
2.50 1.88 
Tab lesp o o n 
3.00 2.25 
Co ck tail fo rk 
2.50 1.88 
Larg e serv er F.H.. 
6.00 4.5 0 
Place k n iv es 
4 .00 3 .00 
Pick le fo rk 
3.00 2.25 
Bu tter sp read er ... 
2.50 
1.88 
Pierced relish ... . 
3.00 2.25 
Bu tter k n ife 
3.00 2.25 
Pu n ch lad le H.H.. .1 7 .50 
13 .13 
Co ld meat fo rk .,, 
5.00 
3 .75 
So u p lad le H.H. .. 1 0.00 7.5 0 
48 pc. serv ice fo r 8, reg . 99.95-----79 .9 5 
IS per mo. 
120 pc. serv ice fo r 12, reg . $200. .$15 0 
17 per mo. 
Pro tectiv e ch est sh o wn is o n ly ... 
.$20 
Gold's silv er third floor 


Rog ers discontinued patterns 


If y o u r p attern is amo n g th ese eig h t, y o u may o rd er 
th e p ieces y o u n eed d u rin g th is sp ecial o ffer. Ch eck 
th e list. Th en o rd er b y March 16, 1 968 . Deliv ery will 
b e in Sep temb er o f 1968. On ly th e items listed will b e 
av ailab le in each p attern . Hu rry l 


Teasp o o n s ..................... 1.6 5 
Din n er fo rk s 
............ 2.75 
Din n er k n ife H.H.^ 
..............4.40 
Salad fo rk....................... 2.75 
Dessert-so u p sp o o n 
. . . . 2.75 


Ro u n d b o wl so u p sp o o n . 
2.75 
Co ck tail fo rk................... 2.75 
Iced d rin k sp o o n 
2.75 
Bu tter sp read er................2.75 
Tab le sp o o n 
................... 3 .5 0 


Gold's sUv sr third floor 


iShop 'rhiirsday i8:3 0 A.M. ’til 9 :^ P.M. or phon^ 4 7 7 -1211 and enlarg e Itv 
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Leader Of Garbage Strike 
Sentenced To 15 Days In Jail 


New Yo rk 
The leader 
o f a fiv e-day sanitatio n men's 
strike was senteno ed to 15 
da>s in jail Tuesdav fo r de- 
fv ing a co urt's back to *\v urk 
o rder and allo winc 40.tKi0 to ns 
o f parbape to pile up in New 
Yo rk City streets 
eno uph! 
to fill a freipht tram nearly 
nine miles lo ng 
“ Kmplo >es 
canno t 
strike 
a g a i n s t the po ternment.” 
State Supreme I o urt .lustIce 
Saul S. Sfrelt to ld J o hn l>e- 
Lur>. president o f the strik­ 
ing i nifo rmed Sanitatio n mens 
Asso ciatio n, an affiliate o f the 
Teamsters Vnio n. 
Hel.ury also was fined a 
in ax 1 mum $250 u n d e r the ' 
state's Tay lo r law. which pro ­ 
hibits strikes o f municipal em ­ 
plo y es. 
liis lawy er said Oetairy will 
begin serv ing his co ntempt o f 
co urt sentence Wednesday . 
$10,000 A Day 
Streil c o n t i n u e d until 
Wednesday co ntempt charges 
against the unio n itself. A 
max imum fine o f up to $10.- 
000 a day against a unio n is 


J OHN DelA HY 


pro v ided 
under 
the 
state’s 
Tay lo r law. which wo rks o ut 
to $1 per day fo r each sani­ 
tatio n man. 
It was the seco nd crack­ 
do wn in fo ur mo nths o n unio n 
leaders who hav e igno red the 
law. which to o k effect l as t 
Sept. I. 
1’he AFL-CIO United Fed­ 
eratio n o f Teachers paid a 
$150,000 fine fo r last fall’s two - 


week strike o f public sclio o l 
teachers, and its president, 
Albert Shankcr. serv ed 15 day s 
in lail fo r co ntempt. The sen­ 
tence Was upheld o n appeal. 
I’iles (¡ro w 
Meanwhile, piles o f garbage 
at many city curbsides mo unt- 
, ed SIX o r mo re feel high. No r* 
! mally , 10,000 to ns a day are 
co llected 
during 
a 
six -day 
* week by the city sanitatio n 
I men. The aecumulatio n thus 


i far wo uld 
fill 6 6 6 railro ad 
; cars, each 70 feet lo ng, 
j 
Midto wn Manhattan w as 
fairly clean, ho wev er. Priv ate 
garbage co llecto rs pick up 6 ,- 
iKMi to ns a day fro m eo mmcr- 
eial buildings and restaurants, 
as well as so me lux ury apart­ 
ment buildings. 
Winter weather helped mo d­ 
erate the health hazard to the 
city ’s eight millio n as a re­ 
sult o f the ex po sed refuse 
heaps. But Tho mas Hagan, 
fire chief, said o utdo o r rub­ 
bish fires had do ubled o r tri­ 
pled fro m the no rmal 8 0 a 
day . 


Strike Hobbles Missouri Pacific 


St. I-o uis i.fi — A Bro ther­ 
ho o d o f Uailro ad Trainmen 
strike o v er crew sizes v irtu­ 
ally shut do wn the Mis.so uri 
Pacific, its subsidiary Tex as 
& Pacific and Seabo ard Co ast 
Line railro ads 
Tuesday . 
A 
Mi.s.so uri 
Pacific spo kesman 
said it was feared (he walk­ 
o ut wo uld spread to o t h e r 
lines. 
Strike called by the unio n 
fo suppo rt its demand fo r ad­ 
ditio nal crewmen o n so me 
freight serv ices, began Mo n­ 
day night. It spread quickly 
acro ss the Misso uri Pacific's 
12-state sy stem in the Midwest, 
So uthwest and So uth and the 


s there a cure for 
hemorrhoids? 


Many leading authorities say 
there is no cure for hemor­ 
rhoids short of surgery. But in 
some cases there is a product 
that may relieve hemorrfioid 
pain. Its name Is M.P.O.— 
Mentholatum Pile Ointment. 
M.P.O. contains Ben«)caine, a 
topical anesthetic hospitals use 
to soothe burns and skin rash. 
It can give relief for hours. Get 
M.P.O. at your drug 
counter, in ointment 
or suppositories. 
M. P. O. 


Seuhuard Sy stem In six so uth- 
euiftern and so uthern states. 
Picket.s were po .sted at ma­ 
jo r facilitie.s. Mi.sso uri Pacif­ 
ic .said iiio .st o f its 2.5,500 em- 
plo y e.s refused to cro ss t h e 
lines. Seabo ard has abo ut 23,- 
OtKl emplo y es. 
J . P. Hiltz J r., chairman 
o f the Natio nal Railway Co n­ 
ference representing manage­ 
ment. called in Washingto n 
fo r appo intment o f a presi­ 
dential emergeney bo ard 
to 
help so lv e the dispute. 
Charles Luna, bro therho o d 
president, issued a statement 
thro ugh his Clev eland o ffice 
which said in part: 
“ The carriers first refused 
to nego tiate, 
then 
went to 
co urt to av o id co llectiv e bar­ 
gaining. The Supreme Co urt 
has acted in o ur fav o r. O u r 
members insi.st that there be 
no further delay in the han­ 
dling o f tlieir recpiest fo r a 
minimum, safe crew co nsist 
o n the ro ad and y ard trains 
o f these carriers.” (In t h e 
railro ad industry , the t e r m 
“ crew co nsist” m e a n s its 
makeup, number o f b r ak e - 
men, co nducto r, etc.) 
A Misso uri Pacific spo kes­ 
man at St. Lo uis headquar­ 
ters said trainmen want to 
return to featherbedding prac­ 
tices dispo sed o f in 19 ^ after 
co nsideratio n by a presidenti­ 


al co mmissio n, a presidential 
bo ard. Co ngress and an Im­ 
partial arbitrato r. 
A. F. Smith, genera! chair- 
m an 
o f 
the 
Bro therho o d 
Griev ance Co mmittee in St. 
Lo uis, said the unio n wanted 
to add o ne helper to y a r d 
and branch line crews f o r 
safety ’s sake. 


★ 
★ 
★ 
Lincoln Trainmen 
May Be Affected 


Appro x imately 10 Linco ln 
trainmen sto o d to be affected 
immediately by a strike o f 
the Bro therho o d o f Railway 
Trainmen against the Misso u 
ri Pacific Railro ad, a check 
sho wed Tuesday . 
Linco ln is the western term­ 
inus o f a Mo pac spur jo ining 
the Omaha - Kansas City - St. 
Lo uis line at Unio n. 
Other Nebraska spurs are 
Crete-Auburn an d Hastings- 
Co nco rdia, Kan. 


Ài 


^ ¡U R R y iK NOW FOR 
llEaPYBfeSPEgfllS 


IN HAVELOCK 
O N LY 
CARLTON’S 
SAVINGS m TO 60% 
1000 Pair of Shoes 


All sizes 4 through 11 
LADIES HEELS-SPORT SHOES 
DRESS PLATES-SNOW BOOTS 


300 PAIR 
of Boys and Men's Shoes 
Sizes 4-6, 6V2-I2 


MEN’S SHOE 


Loafers 
SAVINGS GALORE 


ALSO 40 PAIR— WESTERN 900TS 
CARLTON'S FAMILY SHOE STORE 


^133 Hor«loc> Ave. 
4 ^-7 17 5 


29.95 
Pay o nly SS a mo nth 


Keep your wardrobe 
behind double doors 


There's ev en ro o m fo r hats o n a shelf that runs 
the full width o f this 30x 21x 6 6 " steel cabinet. 
Has walnut crinkle finish, magnetic do o r 
catches and Yale lo ck with key . Tie bar, to o . 


29.95 
Pay o nly $5 a mo nth 


4 shelves, deep bin 
hold oil your linens 


Big 30" wide, 15" deep and 6 6 " high steel cab­ 
inet has attractiv e, durable baked-o n enamel 
finish. Fits where y o u need it in kitchen, laun­ 
dry o r bath. Do o rs stay clo sed o n magnetic 
catches. 


29.95 
Pay o nly IS ■ mo nth 


Base cabinet has 
tough work area top 


Do all y o ur dirty wo rk o n the to p o f this 24x 
20x 36 " all steel cabinet. It's treated to be heat 
and stain resistant. Plenty o f sto rage to o in 
utility drawer, 2 spacio us shelv es. 


39.95 
Pay o nly $5 a mo nth 


This wardrobe holds 
enough for both of you 


42x 21x 6 6 " wardro be is so big it can be a his 
and hers o r sto re a family 's o ff-seaso n clo thing. 
It's steel with walnut crinkle finish, magnetic 
do o r catches, full width shelf and tie bar. 


39.95 
Pay o nly $5 a mo nth 


Store bread too in 
this big base cabinet 


Specially designed co v ered bo x keeps bread 
fresh, unmashed. Has 2 deep shelv es, two easy - 
to -reach utility drawers, spring lo ck hinges fo r 
tight clo sure. Go ld flecked to p is heat, stain 
resistant. 


6 4.95 
Pay o nly SS a mo nth 


Display and store in 
deluxe china closet 


Sliding glass do o rs pro tect china, knick-knacks, 
y et let y o u enjo y their beauty . Steel cabinet is 
42x 20x 7 2", has 2 utility drawers, 2 shelv es, ex ­ 
tended plastic wo rk area, and electrical o utlet. 


Go ld's ho usewcures third flo o r 


c r s a 
Housewives have a surplus problem , too. But we hove the answer. 
Steel cabinets fit in any nook, yet hold o il that needs holding. And 
no need for collective bargaining to get a fair price. Just check ours. 
Each is on ly $5 per month on you r Hom em aker's Account. No dow n 
paym ent. Free deliviery w ithin 2 00 m ilas. 


Viet Talk Efforts 
Reach Standstill 


Wash ingto n — Th e latest 
ro u nd o f activ e diplo matic ef­ 
fo rts to arrange talks between 
th e United States and No rth 
Vietnam o n settling th e Viet­ 
nam war h as reach ed a stand­ 
still. 
American o fflcials ackno wl­ 
edge th at wh ile so me ro u tine 
priv ate mentio n o f th e issu e 
may arise with th ird parties, 
no th ing o f co nsequ ence is no w 
u nder way in th e diplo matic 
ch annels between Wash ingto n 
and Hano i. 
Th e present ro u nd o f pro b­ 
ing reach ed an intensified 
ph ase at th e tu rn o f th e y ear 
wh en Hano i pu blicly stated 
th at it “will h o ld talks” with 
Wash ingto n in retu rn fo r an 
u nco nditio nal bo mbing h alt. 
Brief Limitatio ns 
Bu t o fficials h av e no w dis­ 
clo sed th at th e pro bing actu al­ 
ly dates back to late last Au ­ 
gu st and th at sev eral times 
since th en th e United States 
h ad impo sed brief limitatio ns 
o n its bo mbing o f No rth Viet­ 
nam in o rder to h elp th e diplo . 
matic ex plo ratio ns th en u nder 
way . 
Bo th Wash ingto n and Hano i 
h av e av o ided taking th e po liti­ 
cal o nu s o f pu blicly calling o ff 
th e diplo matic ex plo ratio ns. 
Bu t each side h as asserted 
in th e last two day s th at, h av ­ 
ing left th e o th er’s terms u n­ 
fu lfilled, it h as go ne as far as 
it will go and th at th e o th er 
side sh o u ld make th e nex t ges­ 
tu re o f co nciliatio n. 
Rebuff Interpreted 
“We will be glad to h ear 
fro m th em so meUme, at th eir 
co nv enience, wh en th ey de­ 
cide th at th ey want to mo v e 
to ward peace,” Secretary o f 


State Dean Ru sk stated Su n- 
day o n natio n-wide telev isio n. 
Th e latest o ffensiv e o f No rth 
Vietnam and th e Viet Co ng 
as well as pu blic statements 
d e n o 
u n c i n g Wash ing­ 
to n’s terms, h e said, are be­ 
ing interpreted h ere as a re- 
b u f f to Wash ingto n’s ap 
pro ach es. 
Mo nday , th e French Press 
Agency qu o ted No rth Vietna­ 
mese po litical circles in th e 
same v ein. “Despite President 
Jo h nso n’s negativ e attitu de to ­ 
ward th e signs we h av e made 
h im,” Hano i circles w e r e 
qu o ted as say ing, “th e do o r 
remains o pen fo r th e talks and 
th e path to th em is w e l l 
marked.” 
So m^ senio r administratio n 
o fficials are h o pefu l th at if th e 
allies can reco v er fro m th e re­ 
cent Co mmu nist attacks o n 
So u th Vietnam’s cities and 
blu nt th e anticipated o ffensiv e 
in th e h igh lands aro u nd Kh e 
Sanh , Hano i may be willing to 
resu me diplo matic talks o n 
terms m o r e acceptable to 
Wash ingto n. 


Local Chiefs 
To Take Over 
Poverty Work 


Youth In ured 
In Saturday 
Accident Dies 


James G. Ro senberger, 19, 
o f 2828 Stratfo rd, died Tu es­ 
day fro m inju ries su ffered in 
a o ne-car crash early Satu r­ 
day mo rning near 33rd and 
Sh eridan Blv d. 
He was o ne o f th ree Linco ln 
y o u th s inju red wh en th eir car 
skidded into a po wer po le, 
stru ck a wo o den barricade 
a n d ro lled do wn a rav ine 
belo w two railro ad bridges. 
Still listed in serio u s co n­ 
ditio n at Linco ln General Ho s­ 
pital were Jeffery A. Co le, 
19, o f 2724 Stratfo rd, th e driv er 
o f th e car, and Sco tt Ro se, 19, 
o f 1545 R. 
Lancaster Co u nty Atto rney 
Pau l Do u glas said Tu esday a 
determinatio n wo u ld be made 
Wednesday mo rning as to 
wh eth er any ch arges wo u ld be 
filed in co nnectio n with th e 
mish ap. 
Yo u ng Ro senberger was a 
gradu ate o f Linco ln So u th east 
High Sch o o l and was a stu ­ 
dent at th e Univ ersity o f Ne­ 
braska. 
He was a member o f St. 
Matth ew’s Episco pal Ch u rch . 
He is su rv iv ed by h is par­ 
ents, Mr. and Mrs. Gerald G. 
Ro senberger; a b r o t h e r , 
Ro bert o f Linco ln; a sister, 
Mrs. Th o mas (Nancy ) Ernst 
o f Sidney ; and grandmo th ers, 
Mrs. C. E. Edmo nd o f Linco ln 
a n d Mrs. Alice Dev lin o f 
Grand Hills, Calif. 
Lincoln Man's 
Bid Is Highest 
On Prize Bull 
Perth , Sco tland (UPI) — 
Bu y ers fro m th e United States 
and Uru gu ay paid mo re th an 
$14,(X)0 Tu esday fo r prize bu lls 
at th e o pening o f th e annu al 
Aberdeen Angu s bu ll sale. 
J. Ph illip Mah o ney , o f Lin­ 
co ln, Neb., made a su ccessfu l 
bid o f 3,500 gu ineas ($8,820) 
fo r th e ju nio r ch ampio n “Es- 
sedric Do u neside” fro m Mac- 
Ro bert Farms Ltd., o f Tar- 
land, Aberdeensh ire. 
Dr. Lau ro MacEdo o f Uru ­ 
gu ay paid 2,100 gu ineas ($5,- 
292) fo r th e reserv e intermedi­ 
ate ch ampio n. Th e animal will 
be ex po rted to Brazil. 
Th e day ’s to p price o f 6,000 
gu ineas ($15,12» ) was paid fo r 
th e su preme and intermediate 
ch ampio n “Newh o u se Edwin 
Elrick” by a Sco ttish bu y er, 
Mrs. A. F. .Wallace, w h o 
bo u gh t th e animal fro m Ro b­ 
ert M. Adam and so n o f Gla- 
mis, Angu s. 


NU Music School 
Postpones Recital 
Th e Univ ersity o f Nebraska 
Sch o o l o f Mu sic h as anno u nced 
th at a recital by Pro f. Ru ssell 
Bedfo rd h as been po stpo ned 
fro m Feb. 20 to May 6,1968. 
Pro f. Bedfo rd will perfo rm 
o n basso o n in th e Sh eldo n Me­ 
mo rial Art Gallery Au dito ­ 
riu m. 


Wash ingto n—-Th e 
macftiin- 
ery th at will transfer sco res, 
perh aps h u ndreds o f lo cal an­ 
tipo v erty pro grams to th e co n­ 
tro l o f city h alls and co u rt­ 
h o u ses will start ro lling nex t 
week. 
Th e Office o f Eco no mic Op­ 
po rtu nity will ask lo cal elect­ 
ed o fficials th en to declare 
th eir take-o v er intentio ns by 
March 15. Gu idelines fo r lo ­ 
cal po litical co ntro l wiU go 
o u t i^th th ese requ ests. 
A majo r 1967 amendment to 
th e Eco no mic Oppo rtu nity Act 
au th o rizes, bu t do es no t re­ 
qu ire, lo cal elected o fficials 
to take co ntro l o f co mmu nity 
actio n agencies th at are fi- 
nanced mainly with federal 
antipo v erty mo ney . 
Th e OEO no w reco gnizes 
abo u t a th o u sand co mmu nity 
actio n agencies. Abo u t 80% 
o f th ese are priv ate, no n­ 
pro fit o rganizatio ns. N ew 
Yo rk, Ch icago , and 
a few o th ­ 
er cities already o perate th eir 
antipo v erty pro grams th ro u gh 
pu blic agencies and are no t 
fu ndamentally affected by th e 
ch ange in th e law. 
Co mmu nity actio n agencies, 
wh ich th e OEO describes as 
lo cal co alitio ns against po v ­ 
erty , may spend mo re th an 
a billio n do llars in th e fiscal 
y ear starting Ju ly 1 if Co n­ 
gress accepts th e President’s 
bu dget. Th at is mo re th an 
h alf th e to tal appro priated fo r 
all OEO pro grams, su ch as 
th e Jo b Co rps, VISTA, and 
th e Neigh bo rh o o d 
Y o u t h 
Co rps, wh ich th e OEO h as 
delegated to th e Labo r De­ 
partment. 
Th e o u tstanding co mmu nity 
actio n item is Pro ject Head 
Start fo r pre-sch o o l ch ildren 
and th eir parents. All co m­ 
mu nity agencies will get mo n­ 
ey fo r th at. Th e co mmu ni­ 
ties, in additio n, will get a 
to tal o f mo re th an $250-mil- 
lio n fo r pro jects o f tiieir o wn 
ch o o sing to meet particu lar 
lo cal needs. 
Emil A. Duffek, 
NU Policeman, 
Dies At Work 
Emil A. Du ffek, a Univ er­ 
sity o f Nebraska po liceman, 
died wh ile o n patro l du ty 
Tu esday afterno o n, apparent­ 
ly o f a h eart attack. 
A stu dent fo u nd th e u nco n­ 
scio u s po liceman between two 
cars, h is sco o ter nearby . Th e 
stu dent went fo r h elp to th e 
Univ ersity S t u de n t Health 
Center a blo ck away , and re­ 
tu rned to th e scene with Dr. 
Samu el Fu enning, directo r o f 
stu dent h ealth . Effo rts to re­ 
v iv e h im were u nsu ccessfu l. 
Du ffek h ad been a campu s 
po liceman since 1958. 
Su rv iv o rs inclu de h is wife, 
Margu erite; so n, Haro ld K., 
at h o me; dau gh ters, Nancy , 
Linco ln, and Jo y ce, at h o me; 
sister, Mrs. Ru ssell Walin, 
Stapleh u rst, a n d bro th ers, 
Leo nard; Stapleh u rst, and Er­ 
nest, Su rprise. 


Nebraska Prof 
To Tell Project 
Dr. Pau l A. Olso n, pro fes­ 
so r o f English and directo r o f 
th e Tri-Univ ersity Pro ject at 
th e Univ ersity o f Nebraska, 
will ex plain th e pro gram to a 
meeting o f th e American As­ 
so ciatio n o f Co lleges o f Teach ­ 
er Edu catio n Feb. 15 in Ch i­ 
cago . 
Th e Tri-Univ ersity Pro ject 
is a federally financed effo rt 
to impro v e teach er training 
pro grams. Th e Univ ersity o f 
Wash ingto n and New Yo rk 
Univ ersity also are taking 
part. 


FOUR CUBS BORN CHRISTMAS EVE 


Fo u r lio n cu bs, bo rn Ch ristmas Ev e at th e Pittsbu rgh Zo o , appear to be as gentle 
as kittens Tu esday as th ey h u ddle in a co rner o f th eir cage. TTiere are two males 
and two females. 


Latin America Journalistic Expert 
Concerned With Misunderstanding 


By DAN DICKMEYER 
Star Staff Writer 
A man wh o h as dev o ted 
mo st o f h is life to Latin 
America h u ngers fo r its news. 
“I feel a v o id ev ery time I 
leav e New Yo rk,” Edward 
Lu msden to ld Linco ln news­ 
men at th e mo nth ly meeting 
o f th e Linco ln pro fessio nal 
ch apter o f Sigma Delta Ch i, 
th e internatio nal jo u rnalism 
fraternity . 
Lu msden is co o rdinato r o f 
th e bu siness ex ecu tiv e semi­ 
nars o f th e Institu te fo r Latin 
American and Internatio nal 
Stu dies at th e Univ ersity o f 
Nebraska. 
Co ncerned 
He is co ncerned with th e 
m u t u a l misu nderstandings 
su rro u nding th e ro les and 
fu nctio n o f th e press in th e 
two cu ltu res. 
“It is v ery impo rtant fo r 
th e American newspaperman, 
as well as th e bu siness ex ecu ­ 
tiv e o r engineer, to u nder­ 
stand th e fo rces beh ind th e 
press in th e co u ntries in 


wh ich th ey ae go ing to liv e,” 
Lu msden ex plained. 
Acco rding to Lu msden, a 
b e t t e r u nderstanding by 
American newsmen o f th e 
press and fo rces beh ind th at 
press wo u ld resu lt in mo re 
and better repo rting o f Latin 
America in th e American 
press. 
He said h e is lo o king to th e 
day wh en a mu tu al ex ch ange 
o f newsmen will take place 
between co lleges and news­ 
papers o f th e tw o h emis­ 
ph eres. 
“Wh at th e Latin American 
newspaperman needs mo re 
th an any th ing else is a go o d 
edu catio n,” Lu msden 
said. 
“It’s ju st to o easy to beco me 
a jo u rnalist in Latin Ameri­ 
ca.” 
“Th e Latin American news­ 
man is energetic, eager, co u ­ 
rageo u s and appallingly ig- 
no rant and fu ll o f preju dice 
—mo stly to U.S. capitalism,” 
h e said. 
Th e fo rmer field manager 
o f Time-Life, Inc., in Latin 


Fire Department Presented 
*68 Car By Insurance Group 


Th e Linco ln Asso ciatio n o f 
F i r e and Casu alty Agents 
Tu esday presented th e Lin- 
co in Fire Department w i t h 
a 1968 au to mo bile. 
Th e car r e pl a c e s a 1960 
mo del and was th e fo u rth au to 
to be presented to th e de­ 
partment by th e insu rance as­ 
so ciatio n. 
Fire Ch ief Dallas Jo h nso n 
said th e v eh icle wiU be u sed 
fo r fire inspectio n and inv es­ 
tigatio n pro cedu res. 
Jo h nso n no ted th at th e as­ 
so ciatio n h as also pro v ided 
sev etal o f th e city ’s fire sta­ 
tio ns with o ffice and lo u nge 
fu rnish ings, as well as do nat­ 
ing beds fo r th e new h ead­ 
qu arters bu ilding at 18th and 
Q* 
At an asso ciatio n lu nch eo n 
Tu esday , president R a l p h 
Smith anno u nced th at th e 
fire and casu alty agents h av e 
do nated $1,000 to a sch o lar­ 
sh ip fu nd in h o no r o f Dr. 
Cu rtis M. Ellio tt, a Univ er­ 
sity o f Nebraska pro fesso r o f 
eco tno mics wh o died Jan. 9. 
Smith , wh o c a l l e d Dr. 
Ellio tt “a friend o f th e in­ 


su rance indu stry , as well as 
Univ ersity o f N e b r a s k a 
y o u th ,” said th e fu nd wiU be 
administered by th e Univ er­ 
sity o f Nebraska Fo u ndatio n. 
Today's Calendar 
Wednesda y 
NE Klwa nis. Co lo o Ul Inn, no o n. 
ftnv iM tetlmisto . Co nUma k« -. 7 « .m. 
MS Ro tan. Ho lidu r Inn. S:1S p.m. 
Gateway 8 « lmiia. Vllla<M-. S2ad 4 O. 
7 :45 a.m. 
Ja y Ca M. Cha mber Bldf.. no o n. 
. To artmaatera 403. C. Y. Tbo nv ao n l i ­ 
brary , 7 p.m. 
Alo o h o Uca Aao o y mo o a. 1975 A. • B.m. 
RetaU Cradit. Ca^tal Ho tel, no o n. 
Reco v ery , Inc.. Waatminater Praaby . 
terlan Parlo r. 8 p,m. 
Co mpu ter Co no cpte Co o farano a. Na- 
braaka Center. 
PraparaUaB Co o raa fo r Co o p Maaasar 
Tralnaa« . Nate’aAa Canter. 
Cmu u mma Pu blic Po wer MaaUaf. H»> 
tel linco ta. 
— 
Pu blic lo a Ocatinf. Parabing. 8-10 p.m. 
Railway 
Co mmla^n. 
Cm^l* 
9:80 
a.m.. 1:30 p.m. 
FUm. "Ro o co and His Bro th ers.'* Sh al- 


Music 
do n no dttwlmn. 7 :30 p.m. 
Stv h o mo ra Radtsl. Wastbrao k 
Bkig.. 3:30 p.m. 
Stu dent mu sical. ‘T h e King and 
So u th east High , 6 p.m. 


Tanker Dumps Cargo 
Cape To wn, So u th Africa 
Uf) 
—Th e French tanker Siv ella 
emptied part o f h er cargo 50 
miles at sea after ru nning 
agro u nd and ripping a h o le in 
h er h u ll. 


OPEN TONIONTI 


Do You Know All Iho Antwon 
INCOME TAX 


dwncM w 
that you itiil hov* 
doubts o v an o ftar 
dropplns OOMRLETE 
]teur ratum in tha aMllbox. lETURNt 
You con aroia thos# doubts 
wMi 9 trip to your naorby 
BLOCK effica. This yaor, bo 
canBdsnt. 
LIFE 


f f — 
.... 
O U A lA IIT lt -------------------------------^ 
W« guoronte* accurot* pruporotien of tvury to» roturn. If 
w# oiako ony «rrors thot cost you m y punolty or InterMt, 
W« will pay fka panalty or Inftratt. 


H>R J j 
rrr« c . 
Amwrica 's La rg est To x Serv ice with Ov er 2 0 0 0 Ofticee 


1538 "0 " 
Uni. Place 
South 
1505 No. Cotnor 
Oawntown 
2810 No. 48th 
1325 South St. 
Nordioast 


• 
1 
H o u r FREE D o w n to w n F o rkin g 
• 


Weekday! 9 a.m. to 9 p.m., Sat. & Sun. 9*5 
432-1790 


1 NO APPOINTMENT NECESSARY 


America said th at th e key to 
u nderstanding th ese preju dices 
is th at Latin Americans take 
ev ery th ing mu ch mo re per­ 
so nally . He cited an ex ample 
o f a mo th er wh o wanted a 
sto ry o f h er dau gh ter’s 15th 
birth day in th e Spanish edi­ 
tio n o f Life magazine. 
Inaccu racies by American 
jo u rnalists are o ften resu lts 
o f “imperialist b r i b e s by 
American capitalists to th eir 
press.” 
Lu msden said th at bribery 
and blackmail are o ften fo u nd 
in th e Latin American press. 
He ex plained th at many dis­ 
repu table newspapers may 
try to o btain mo ney by o ffer­ 
ing no t to pu blish a libelo u s 
sto ry . Bu t h e added th at “th e 
pu blic do es no t pay mu ch at­ 
tentio n to blackmail sh eets be­ 
cau se it kno ws wh ich are th e 
h o nest newspapers and wh ich 
are no t.” 
“Th e v eteran newspaper­ 
man in many co u ntries—wh o 
h as no t been to jail at least 
o nce is sligh tly embarrassed,” 
Lu msden said. “It wo u ld be 
great to bring so me o f th ese 
sto u t-h earted newspapermen 
to th e U.S.” 
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l w S t a r t a 
Involving Deal In Own [dueation 
‘Only Source Of FullJime Effort' 


By LUCILLE HOWARD 
Star Staff Writer 
“ Th e deaf ch ild’s inv o lv e­ 
ment in h is o wn edu catio n is 
in fact th e o nly so u rce o f fu ll­ 
time effo rt th at we h av e fo r 
each ch ild,” Dr. Allan Leit- 
man o f Newto n, Mass., de­ 
clared h ere Tu esday . 
“If we fall to make a deaf 
ch ild a partner in h is o wn edu ­ 
catio n, we are pro bably lo s­ 
ing th e battle fro m th e start,” 
Leitman to ld so me 150 per­ 
so ns attending a sy mpo siu m 
o n research and u tilizatio n o f 
edu catio nal media fo r teach ­ 
ing th e deaf. 
Pro ject directo r o f th e Ear­ 
ly Ch ildh o o d Edu catio n Stu dy 
at th e Newto n Edu catio n De­ 
v elo pment Center, Leitman 
called f o r o rganizatio n o f 
classro o ms fo r th e deaf as 
wo rksh o ps wh ere ch ildren can 
learn to plan, o rganize, co m­ 
mu nicate and wo rk with o th ­ 
ers. 
Env iro nment 
An edu catio nal pro gram fo r 
ch ildren mu st be part o f th e 
env iro nment, atmo sph ere and 
attitu de th at a facu lty bu ilds. 
Ch ildren learn abo u t th ings by 
th e way th ey are treated, h e 
said in a paper prepared fo r 
th e co nference. 
Th is y e a r’s sy mpo siu m, 
spo nso red by th e Midwest Re­ 
gio nal Media Centei fo r th e 
Deaf, Is fo cu sing o n designing 
instru ctio nal 
facilities 
fo r 
teach ing th e deaf. Arch itects, 
co nsu ltants, teach ers and ad­ 
ministrato rs o f sch o o ls fo r th e 
deaf fro m 4H) states are par­ 
ticipating' in th e th ree-day 
meeting. 
“Becau se o f th e natu re o f 
th e pro blem o f teach ing deaf 
ch ildren langu age and speech , 
fo rces are o ften present th at 
u nintentio nally limit th e range 
o f edu catio nal ex periences o f 
th e deaf ch ild. 
Passiv ity 
“Th e co u ntless h o u rs spent 
by th e deaf ch ild sitting in 
gro u ps and drilling o n lan­ 
gu age and speech skills tend 
to fo ster a kind o f passiv ity 
in th e ch ild. 
“Th is passiv ity ,” wh ich h e 
blamed as th e single mo st im­ 
po rtant facto r fo r dro po u ts, 
“ru ns co u ntpr to th e need o f 
a ch ild to ex plo re h is wo rld,” 
Leitman said. 
Empfa a Biziiig tha t he reco g - 
|iiizet 
t h e need fo r ea rly 
1 a cquisitio n o f speech a nd Ia n* 


gu age skills, th e fo rmer teach ­ 
er u rged mo v ing to ward ac­ 
qu iring th ese basic skills in 
“ balance with a pro gram th at 
stresses activ e Inqu iry .” 
Activ ities, su ch as bu ilding 
a blo ck v illage, wo u ld h e re­ 
lated to langu age lesso ns in 
Leitm an’s 
wo rksiio p 
class­ 
ro o m. 
Kno wing First 
N arrating a film o f deaf 
ch ildren inv o lv ed in nu mero u s 
activ e learning pro jects made 
po ssible with th e additio n o f a 
few simple m aterials to th e 
clas.sro o m, t h e speaker em­ 
ph asized th at learning ev o lv es 
fro m kno wing th e th ing, th en 
th e wo rd. 
Leitman po inted o u t th at 
langu age mu st be giv en pri­ 
o rity In training o f th e deaf, 
fo r ft is no t o nly th e o bjec­ 
tiv e o f th eir edu catio n, bu t 
also th e means. 
Ho wev er, h e su ggested, “it 
is po ssible to beco me so pre­ 


o ccu pied with langu age th at 
th e ch ildren lo se interest in 
learning and fail to dev elo p a 
self-esteem th at can o nly de­ 
v elo p if th ey are first led to 
inqu ire and th en h elped to 
find and u se th e langu age th at 
th eir inqu iry makes neces­ 
sary .” 
Interest 
No t o nly w i l l wo rksh o p 
classro o m activ ity h o ld th e 
ch ild’s intere.st in sch o o l, bu t 
it also enables th e teach er to 
wo rk with indiv idu al o r small 
gro u ps and still keep th e o th er 
stu dents learning. 
Earlier Dr. Arth u r F. Nie- 
mo eller o f St. Lo u is. Mo ., re­ 
search asso ciate fo r th e Cen­ 
tral Institu te fo r th e Deaf, dis­ 
cu ssed aco u stics in th e learn­ 
ing mo du le. 
Dr. Ira J. Ilirsch , directo r 
o f th e St. I,o u i.s research in­ 
stitu te, spo ke o n th e u se o f 
amplificatio n by deaf sch o o l 
ch ildren. 


Hospitals Said Not Designed 
With Patient Comfort In Mind 


If patients co me in match ed 
pairs o r match ed fo u rs to ­ 
day ’s h o spital and institu tio n 
interio rs are arch itectu rally 
perfect, a Califo rnia specialist 
in institu tio nal planning said 
in Linco ln Tu esday . 
Ho spital r o o m s , 
fo r in­ 
stance, are designed fo r co u ­ 
ples o r fo u rs, no t fo r single 
patients, Geo rge A. Agro n ex ­ 
plained. Peo ple, o f co u rse, 
do n't c o m e in co mpatible 
pairs o r fo u rs, h e said. 
Mo st h o spitals and institu ­ 
tio nal bu ilding simply are no t 
designed with peo ple in mind, 
Agro n to ld an au dience o f 
delegates to a Univ ersity o f 
Nebraska meeting o n edu ca­ 
tio n fo r th e deaf. 
Flex ible 
Bu ildings sh o u ld be designed 
fo r flex ibility and fo r gro wth 
as well as fo r peo ple, Agro n 
said. 
“To bu ild a static bu Uding 
in a dy namic perio d is mean­ 
ingless,” h e said. 
A bu ilding, particu larly an 
institu tio nal bu ilding, mu st be 
designed to pro v ide fo r fu tu re 
ch anges in tech no lo gy , so cial 
ideas, v o lu me o f u se, co st and 


a v ariety o f o th er facto rs, Ag­ 
ro n said. 


2 Instances 
Agro n to ld o f instances o f 
po o r arch itectu ral planning by 
two state u niv ersities and said 
th e basic pro blem was th at th e 
sch o o ls attempted to bu ild o n 
static lo ng-range plans. 
Master planning and lo ng 
range planning is u seless, h e 
said, u nless it inclu des plan- 
ning fo r ch anges in th e fac­ 
to rs o f need. 
“Lo ng range planning h as 
to take o n a co mpletely dif­ 
ferent dimensio n th an it h as 
in th e past,” Agro n said, in 
o rder to meet th e needs o f fu ­ 
tu re gro wth . 
Agro n is v ice president o f 
Sto ne, Marraccini and Patter­ 
so n and president elect o f th e 
No rth ern Califo rnia Ch apter 
o f th e American Institu te o f 
Arch itects. 


Smo o th as Silk. 
Ev en if we to o k th ese wo rds o ff o u r label 
y o u ’d still kno w th at’s die o nly way to 
describe Kessler. 
Take a sip. We bet y o u ’ll say , 
“Smo o th as Silk”. Th ere are ju st no 
o th er wo rds th at do ju stice 
to Kessler’s go o d taste. 


Kessler th e Smo o th as Silk wh iskey . 
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St. Morit? in Swit7 cr1and 
th? most eleg ant of all the 
ski resorts, and there are an* 
tiqne concierg es in the liotels 
Mho remember Mhen— 
“The 
best 
time in the 
history of St. 
Moritz 
was 
before World 
War I. 
The 
Hotel 
Ku lm 
M as 
v e r y 
popu lar Mith 
the 
German 
aristocracy . The Crown Prince 
i)f Germany stay ed there each 
fteason. 
“The Ru ssian roy alty came 
here 
f r o m 
Innsbru ck 
in 
sleig hs drawn by fiv e horses 
each. The hotels brou g ht in 
cav iar especially for their 
tables. 
“After the Ru ssian rev olu ­ 
tion. some of them came 
back ag ain—this time as em- 
plby es of the same hotels.” 
'■V ☆ ^ 
Tho ug h face card ro y ally Is 
rare and g etting scarcer,* St. 
Mo ritz keeps the g rand man­ 
ner. They are usually able to 
parade a few Italian co unts, 
a pretender to so me thro ne 
add an ex -king o r two during 
ing the seaso n. 
\ hotel man told me con- 
fidentally that—“Of 
cou rse 
they g et a rate. Or in some 
cases pay nothing at all. It is 
g ood for bu siness for the 
headwaiter to whisper dis­ 
creetly , ‘At the table ov er 
there, 
the 
former 
Grand 
Dflke of Albania’.” 
After the Ru ssian rev olu ­ 
tion, they say that all the 
hotel doormen were Ru ssian 
g rand du kes. As resplendent 
in their doorman 
u niforms 
as they once were as g en­ 
erals of the czar’s armies. 
* 
☆ ☆ ☆ 
Now the g rand du kes are 
g one. Bu t the splendid door­ 
men are still 
there. 
They 
peer throu g h the snowy nig ht 
at each passing car. Perhaps 
looking for a 
nobl e crest 
enameled on the door. 
g t. Moritz is fu ll o f rich 
Swiss who come down from 
Ziu -ich to av oid the Foehn. 
The Foehn is a dry Medi­ 
terranean 
wind. 
When 
it 
blows, the Zu rich people are 
su bject 
to g reat emotional 
chang es. 
A Zurich man to ld me: 
“ Hhen the Fo ehn b l o w i . 


there are more traffic acci­ 
dents. The crime rale g oes 
u p. Many people cannot be­ 
hav e normally . And s o m e 
people simply don't g o to 
work.” 
fr "A* ☆ 
It is also well known that 
the Foehn has a stimu lating 
effect on poets and writers. 
It produ ces brilliantly clear 
day s. All pictu re postcards 
are shot on day s when the 
Foehn blows. 
The Z u r i c h man said: 
“ Richard Wag ner wrote ‘Sieg ­ 
fried Idy ir while the Foehn 
was blowing .” 
Cu riou sly , the Foehn does 
not affect tou rists. I k n o w 
an American women 
w h o 
said she liv ed in Zu rich nine 
y ears 
before 
feeling 
t h e 
Foehn. 
“ People talked abou t t h e 
Foehn when it blows t h e y 
talk of nothing el.se.” 
s h e 
said. “ I thou g ht they were 
crazy . I said, ‘I don’t feel 
any thing .’ Then after n i n e 
y ears, one dav —.” 
fr ☆ 
The Foehn detou rs arou nd 
St. Moritz. And du ring t h e 
snowy winter when it blows 
on Zu rich, the bankers g et 
on the Swiss electric train 
and hu rry down here before 
the Foehn blows their tops. 
(I don’t know how a bank­ 
er behav es when the Foehn 
blows. Possibly lends money 
at less than sev en per cent.) 
St. Moritz seems to be a 
Ku ropean ski strong hold. The 
Americans g o to St. Anton 
and Kitzbu ehl in Au stria’s 
Ty rol or lesser resorts 
in 
Switzerland and Germany . 
St. Moritz offers an 
Old 
World charm of cry stal chan­ 
deliers and Strau ss waltzes. 
There is a little su mmer 
tou rist bu siness in St. Mor- 
itx . (I came here in the su m­ 
mer a few y ears ag o.) Bu t it 
is not mu ch. Like looking at 
a mov ie star withou t h e r 
makeu p on. 
The town bu ttons u p com­ 
pletely 
in 
October. 
Hotels 
close. Shops 
are 
iron-shu t­ 
tered. Until December 1. The 
snow falls in the Swiss nig ht. 
The hotels bloom with lig hts. 
The prince has kissed t h e 
sleeping princess and the mag ­ 
ic castle has c om e to life 
ag ain. 
Diatrlbu ted by Th« Chrontcl« Featu re« 
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S IR L O IN o r 
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STEAKS 
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Bonalfis 
Rollté RUMP 
ROAST 
99‘„. 


Antiovr Stor 
W IE N E R S 
Serve with 
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SHORTENING 


3 U 9 < 


S h u rfre sh 
BUNS 
NOT DOG OR HAMBURGER 
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N a b is c o 
PINWHEEL 
COOKIES 
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F R O Z E N 
PERCH 
FILLET 
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S h u rfin e 
F R O Z E N 
ORANGE 
JUICE 
Si bo* $|00 
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C A tM IC H A lL 


AtTjA)-Uy , the parrot 
POE^nIY TAI- K— th e 
F16H IS 
VE^^TRILOQUWT— 


Tiemann, Omaha Officials 
Discuss Riot Measures 


Gov . No rbert T. Hemann 
said Tuesday there will be 
no manpower increases to 
handle any civ il distu rbances 
that mig ht occu r this su mmer 
in Omaha. 
The g o v erno r and to p Oma­ 
ha law enfo rcement o fficials 
and the Nebraska Natio nal 
Guard huddled In clo sed ses­ 
sio n Tuesday at the Capito l 
to discuss what steps wo uld 
be taken In case o f a lio t. 
Tiemann said It was the 
last of a series of meeting s 
that hav e taken place “to 
assu re that the lines of com­ 
mu nications are open.” 
The 1967 Leg islatu re au ­ 
thorized the g ov ernor to take 
control of all law enforcement 
bodies, inclu ding local police, 
to qu e l l any civ il distu rb­ 
ances. 
Omaha May or A. V. Soren- 
.sen, who had asked Tiemann 
for the meeting s, said he and 
the g ov ernor hav e reached 
“an 
ag reement” 
on 
what 
steps wou ld be taken 
in the 
ev ent of a riot. 
Ho pefully , Tiemann s a i d , 


there will be no need to ev er 
pnt the emerg ency plan Into 
effect. 
“This plan Is merely a pre­ 
cau tion,” he said, “ou r Job 
now is to eliminate t h e 
t h i n g s that 
cau se 
riots 
throu g h Job training , open 
hou sing and other measu res.” 
Miller Candidate 
For Power Post 


aau de B. MUler of Hol- 
dreg e Tu esday filed as a can­ 
didate for election to the office 
of director for the Central 
Nebraska Pu blic Power and 
Irrig ation District. 
Also filing with the secre­ 
tary of state was W. K. Ver- 
saw of Franklin. He seeks 
election as director for the 
East Blooming ton Precinct of 
the Ru ral Pu blic Power Dis­ 
trict. 
A Telev iflo n Fan? Then y o u’ll 
like the “ Radio and Telev Uio n 
Rev iew” In the “ Sunday Jo urnal 
and Star.” Yo u’ll also find co m­ 
plete pro g ram listing and prev iew 
o f nex t week’s features. 


! 


Art Faculty Exhibit 


Nebraska Wesley an Univ er­ 
sity ’s art facu lty is ex hibiting 
works this month at Dana 
Colleg e in Blair. 


May nard Whitney , director 
of Elder Gallery , has a scu lp­ 
tu re show, and Profs. Dou g ­ 
las Peden and Larry Stobie 
hav e painting s on display . 


KODAK Film 


ooe IM Slock A «rtiitt «r Kseocsicr film*' 
hi Hr (Icvclciiiiif me iwintlnt 
lesooM mutt eccwniNHiy wiir.1 Vw par 
Hr flo«d mints «uyi 


CAMIRA-CAIID A PARTY INOn 
n i l O ST., 0 «wnt«wH L In c tS i 
SAVE UP TO $1.00 W ITH THIS COUPON 
Cakné nt'i HALLMARK 


P ipolin# i i g g « s t 


New York — Oilmen be­ 
liev e the Colonial Pipeline 
from Tex as to New Jersey is 
the larg est jnlv ately financed 
constru ction project In his­ 
tory . The 2,9 00-mile Unc has 
a capacity of 800,000 barrels 
a day , and work in prog ress 
will raise the latter to 960,000 
barrels. The line cost nine oil 
companies a total of W ) mil- 
Uon. 


Florida Enjoys 
A Bit Of Africa 
West 
Palm 
Beach, 
Fla. 
(UPI) — A bit of Africa has 
come to Florida. A new at­ 
traction at West Palm Beach 
is Lion Cou ntry Safari. 
On 640 acres of simu lated 
African v eldt, motorists re­ 
main in their cars and driv e 
along eig ht miles of pav ement 
to v iew lions and other wild 
animals roaming free. 


Teddy ChoMn • 
Washing to n (UPI) - S e n . 
Edward 
M. 
Kennedy , 
D- 
Mass., was named chairman 
o f the Senate subco mmittee 
on v eterans affairs. 


CARTER’S 
Taken Iqr 
millkms 
V lT T L E 
forotmr 
1Ü1S* 
79yMn 
inbomM 
like yours 
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"I ntver believtd It ms posslbit to bt so activi 
evtn swim... without maring glasstsr 


Wi/havo htird this statemont time and sgalfi. 8e 
many have discovared tha wondtrs that Contact 
Unscs can do for your appcaranct • • • and yoor 
personality. 


Find out aboot Pearl« Optical contact femes. Yoe 
will probably look better than aver... and hi 88 
yoiff way xowarot a naw mki Drigntir ntii 


CONTACT LENSES 
ONE PRICE: «6500 


Convenient Terms 


P e a r l e « ^ 
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1 1 3 2 "0 " Strait 
• 
Fbeiia 43 2 -7S88 
AIM 1« NorMk, Oroni Itkmi, MatHms, OnMka 
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• Bey M W n d aave OB thaae bread Bkw ffow« CualiloB Uiee. 
Check y iH» elM belo w, Go Go o dy eert 
• Lo w pro ffie-co nto ttr eho ulder ftbr bittit eieeriiif 
oqbHqI 
• ’Mple-tempered po ly eeter o m i 
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Ttis Power Cu shion tire meets Goody ear’s own first line rig id standards of qu ality . 


”ftODOYKM IUTIOII4nK MO UMIT RUARAIITV 


Any U.S. auto phiS 
IMrts. Add $2 (er 
lorttoa bar,. Add 
$2 it dtuasemWy 
and rtatscfflbljf at 
Mif adfu itini 
feraka* t, nMdtd. 


We do ell thia . . . 
adju it brakes, add 
brake flu id and test. 
Inspect front wheel 
bearing s. Alig n front- 
end, correct camber, 
caster and toe-in. 
Rotate all fou r tires, 
then balance front 
wheels. 


N O H m a H 
lu r E a s y P a y t t p l J 


P/t/C e B R E A K S P E C IA L ! 


The new "bold" Electric Alarm Clock 
by Westclox 


Antiqu e w hite case in 
attractiv e m odem de­ 
sig n. W hite dial w ith 
larg e black nu m bers 
and hands m akes it 
easy to read. Shatter­ 
proof cry stal. 


co o o ß vEAR 
WOmCHORSI 


$ 1 A 9 5 


7.00-13 6 P.I. whitiwilt tubclts* 
Rib-T)r»« tread detign plus 12.34 
red. E*. T n and mtrcadable truck tir« 


Tru ck Tiraa for 
Pick-u p and 
Panel Tau cka 
The g ood- 
looking , 
tou g h-job tlra 
bu ilt to take 
hard work 
in stride. 


TUNE IN WINTER OIYMPIC GAMES BROUGHT TO YOU BY GOODYEAR ON ABC TV FEBRUARY 4-18 
OPEN 
SATURDAY 
until 
5 P.M. 
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State To Receive $66,000 
For 2 Rood Study Projects 


Wa» hington (UPI) 
-Two 
Wghway s a f e t y act grants 
were announced for Nebras­ 
ka Tuesday by federal high- 
way administrator Lowell K. 
Bridwell. 
gm ts are to aid the 
State and local commnnUics 
In develoidng highway tafeiy 
programs to 
meet federal 
standards. ^ 
The grants included: 
~|16,000 to provide super­ 
vision and command training 
for law enforcement officers 
at the State Patrol Training 
Center. 
—$50,28 6 to begin a pro­ 
gram to re-ex amine all driv­ 
ers every four y ears in the 
state. 


State Patrol Capt. E. P. 
Schroeder said the federal 
money would be used to cover 
the instructional and o t h e r 
costs of three special courses 
planned at the training cen­ 
ter. 
A two-week snpervisory 


LEE G. 


b ■ iMrry gal 
at 
DIVIDEND 


She cashes h e r ch eck e ve ry 
Th u rsd a y, a t D I V I D E N D 
BONDED GAS, 16th & P. 


course for police personnel is 
scheduled for March 4 with 
40 non-Patrol law enforcement 
personnel ex p^ted to partici­ 
pate. 
Instructors are provided by 
the Northwestern University 
Traffic Institute, he said. 
During the following tw o 
weeks, a week-long “ com­ 
mand conference” for State 
Patrol command personel fol- 


Goody ear Grant 
Of $2,000 Split 
Among Colleges 


E i g h t Nebraska colleges 
will share in a $2,000 award 
from the Goody ear Tire and 
Rubber Company Fund an­ 
nounced this week. 
The colleges are members 
of the Nebraska Independent 
C ol l e g e Foundation, Inc., 
which received the grant as 
part of a Goody ear $330,000 
aid-to-education program. 
The Goody ear aid program 
includes scholarships to se­ 
lected colleges and grants to 
state foundations of indepen­ 
dent colleges. 
The Nebraska colleges shar­ 
ing In the Goody ear grant are 
College of S t.Mary and Du­ 
chesne College, Omaha; Dana 
College, Blair; Doane College, 
Crete; Hastings College, Has­ 
tings; Midland College, Fre­ 
mon t ; Nebrask 
Wesley an 
University and Union College, 
Lincoln. 


lowed by a similar confer­ 
ence for other law eiuuice­ 
ment agencies, is scheduled. 
Each session will be limited 
to 30 officers. 
Schroeder said tiie federal 
funds oan be used to defray 
snbsistence costs for law en- 
foreeimnt personnel diiring 
coarse attendance. 
Stata Motor Vehicle Direc­ 
tor Larry J ohns said details 
of tiie program in his depart­ 
ment, for which $50,^ in 
matching funds were alloca­ 
ted, wo^d be announced la­ 
ter. 


Special Session 
Cost Estimated 
At About $6,500 


The seven-day special legis­ 
lative session cost an esti­ 
mated $6,48 2, according to the 
office of Legislative C l e r k 
Hugo Srb. 
Certain figures included $3,- 
888 for employ es, $1,08 9 In 
mileage ex penses for the leg­ 
islators and $290 for supplies 
and ot h e r administrative 
necessities. 
Estimated was $890 for 
printing, $250 for telephone 
use and $75 for postage. Print­ 
ing of the permanent session 
laws and legislative journal 
are not included in the esti­ 
mates. 


Gov e rnor Presents Omahan 
With FAA Mechanic Award 


The test device permits crit­ 
ical adjustments to be made 
on the bench rather than in an 
airplane, eliminating engine 
damage by accidental over­ 
boosting. 
Others recommended for the 
award were RoUand Nelson of 
Fremont, . J oh n Shively of 
Oma h a , Kenneth Flott of 
Omaha and Curtis Relber of 
Ogallala. 
The awards committee was 
headed by Robert HeUig of the 
S t a t e Aeronautics Depart­ 
ment. 
Gov. Norbert T. Tiemann 
Tuesday presented Vernon A. 
Mickelson of Omaha with the 
FAA Mechanic of the Year 
award. 
As the Nebraska winner of 


Downtown 9:30-5:30. Thurs. 10-9. Ph. 432-8511. 
Gateway 10-9. Tues. & Sal. 10-6. Ph. 434-7451. 


the Federal Aviation Agency - 
sponsored award, Mickelson 
Is also eligible for regional 
and national awards. 
Mickelson designed and built 
the only known controller and 
waste gate test bench for tur­ 
bo-charged aircraft engines, 
according to the award state­ 
ment. 


Airline To Buy Plones 


Caracas, Venezuela (UPI) 
—Venezuela’s Viasa Airline is 
planning to buy two DC8 -63s, 
Augusto Pena, treasurer of 
the company , said. 


Wetfn esrfo y , febru o ry 7, T968 Tfci* IJwrwlw S tar IS 
Full-Time Emergency 'Copter Service Eyed 


By Associated Press 
The possibility of putting 
Nebraska’s not-y et - airborne 
belicopter-ambulance service 
on a full-time basis for study 
purposes is “ is the considera­ 
tion stage” with the U.S. De­ 
partment of Transportation, 
Brig. Gen. Donald Penter- 
man of the Nebraska Nation­ 
al Guard said Tuesday . 
He said the department is 
Interested in study ing Ne­ 
braska’s approach of using 
choppers for various rescue 
and law enforcement activi­ 
ties, not just as a means of 
medical transportaron. 
Meanwhile, the National 
Guard helicopters to be used 
in the Nebraska pilot project 
haven’t gotton off the ground, 
so to speak. 
Gen. Penterman said the 
Transportation 
Department, 
whose budget was pared about 
$8 0 million, held off granting 
the approved $7,500 for the 
program until mid-January . 
State officials also decided 
to wait until methods of re­ 
porting data have been ironed 
out, he said. “ We don’t want 
to start off half-cocked,” he 
noted. 


This all delay ed the lift-o ff 
date to abo u t March 1, in ­ 
stead o f the an ticip ated first 
o f the y ear. 
Friday an adv iso ry co m­ 
mittee co n sistin g o f Natio n al 
Gu ard, Un iv ersity Co llege o f 
Medicin e an d State Patro l o f­ 
ficials will meet to co n sider 
the o p eratio n p lan s set fo rth 
by the Gu ard, Gen . Pen ter­ 
man said. 
Committee 
The co mmittee in clu des As­ 
sistan t State Civ il Defen se Di­ 
recto r Co l. 
Bu rl 
Jo hn so n , 
State Health Directo r Dr. 
Ly n n Tho mp so n , Cap t. James 
S w e e t m a n o f the Natio n ­ 
al Gu ard, Co l. James Kru ger 
an d MaJ. Jo hn Ay res o f the 
State Patro l, Dr. Ken Kim­ 
ball an d Dav e McLau ghlin , 
state directo r o f highway 
safety . 
Initially a pilot, a crew 
chief. State Patrolman and 
phy sician will man the cop­ 
ters on patrol during Nation­ 
al Guard weekend drills to 
study the feasibility of using 
helicopters in rescue work 
and traffic surveillance and 
direction. 
But Gen . Pen terman an d 


the Tran sp o rtatio n Dep art­ 
men t en v isio n a mu ch wider 
sco p e. 
It so meday co u ld be, he 
said, that a helico p ter will 
to te a medical ro o m to the 
scen e o f a traffic acciden t, 
dro p it, an d then o p en lan es 
o f clo gged traffic by p ickin g 
u p smashed au to s while do c­ 
to rs ten d to the in ju red in 
their p o rtable hu t. 
He said the cho p p ers co u ld 
also be disp atched to a re­ 
mo te field to help a farmer 
in ju red 
while o p eratin g 
a 
co rn p icker. Pro v idin g light­ 
in g is an o ther cap ability a 
ho v erin g co p ter may hav e. 
At the outset the National 
Guard pilots will cruise along 
the Interstate between Grand 
Island and Omaha, but even­ 
tually the service probably 
will cover a diamond-shaped 
area including Norfolk, Grand 
...« i.u 
iiKn lfh. SKf y o n r dfn tU t r^’tcu ln rlv . 
Island, Beatrice and Omaha, 


Gen Pen terman said. 
A gro u p fro m Ohio v isited 
Nebraska Mo n day to stu dy 
the state’s resp ectiv e rescu e 
serv ice p lan s. Other s t a t e s 
also hav e q u eried the Natio n ­ 
al Gu ard abo u t p ro cedu res. 
Gen . Pen terman ex p ressed 
p leasu re with the resp o n se o f 
the state’s ho sp itals, whiidi 
are willin g to co o p erate in fho 
ambu lan ce p hase o f the p ro j­ 
ect. 


AOVF.RTI.SKMFNT 
M o r. S t e r i , y With 
FALSE TEETH 
A t Any Time 
r>o n *t 11V# In fe a r o f falso trt'th 
in o smin K, wo bblln q o r dro p p ln « 
at thf wro riK tlmp . Fo r mo re Sf u ru v 
an d mn rf- ro m fo rt. Ju st sp rln kle a 
mtlK FASTEKTir o n y o u r p !ati>s. 
FA.STFKTir ho lds falai» tri-th lirrriKr. 
Mn kcs ratin g rasler. No p astV, 
g o n e y 
ta n te . Hrlp s check "den tu re breath”. 
p cn tu rca that fifc are essen tlal fr» 


CALIF. NAVEL 


Schoenberg’ s 


Wednes day only ! 
L 
ORANGES 
17^ 
IDEAL GROCERY t. MARKET, 9 05 So. 27t% 


W 
in sy mpathetic under­ 
standing we anticipate every 
need, attend to every detail. 


• SPACIOUS PAEIUNO LOt 


WADLOW^S 


Mo rtu a ry 


1225 “ L” 
432-6535 
y 


^ aia ^etting 4 
the i^ nd ai •Set 


Oxford 


See them n o w. Sp arklin g table settin gs with 
a weddin g theme. De­ 
sign ed by the Edito rs o f the leadin g n atio n al bridal magazin es: 
BRIDES, BRIDE & HOME an d MODERN BRIDE. 


Settings include bright ideas for the Bridesmaids* Luncheon, Dessert Shower, 
Bachelors Dinner, Entertaining the Wedding Party , Wedding Breakfast, and 
Bride's First Party . All featuring the newest Ox ford Bone China and Lenox 
Cry stal 


W indflow er” , shown above, 5-pc. place setting, 29.95 is display ed with 
“Mo n tclair”, Lenox Cry stal, 5.25 a stem. 


We list belo w o ther Ox fo rd an d Len o x p attern s to be sho wn : 


“Go lden Glen ”, 5-pc. place settin g, 31.95 is shown with**Tu x cdo ” Lenox 
Cry stal, 7.25 a stem. 


“Go lden Dawn ”, 
place setting, 39.95 is complimented by 
“Geo rgeto wn ” Lenox Cry stal, 8 .50 a stem. 


“Bry n Mawr”, 5-pc. place setting, 31.95 is hown with ‘‘Blu e Rhap so dy " 
Lenox Cry stal, 4.50 a stem. 


“Meado wlark”, 5-p c. place setting, 31.95 is paired with “An tiq u e Jade” 
Lenox Cry stal, 4.25 a stem. 


“Filigree”, 
5-pc. place setting, 32.95 is display ed with “Bchn o n t” Lenox 
Cry stal, 4.25 a stem. 


Su ch delightfu l disp lay s will make a Bride’s cho ice that mu ch easier. 


Chin a, 5 th Flo o r Do wn to wn . Lo wer Lev el Gateway . 


"It’s a Bride’s World” , 4th floor Downtown Store Auditorium begins Wednesday , 
Feb. 7th. 


FREE PARKING COME AS YOU ARE SHOPPING ■ 
OUR ANNUAL 
WINTER CLEARANCE 
IS NOW REGROUPED 


We Are 
Easy To Find 


• OPEN EVERY WEDNESDAY NIGHT TILL 9 :00 P.M. 


OUR POLICY IS 
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^Sc hoe nbe rg's 
Ç 
ki RiMAaaa Villota 
SIM 0« SooHi Stfoot 


to s how the ne we s t and late s t of s ty les all from FAMOUS 


MAKERS — so out goes Fall and Winte r me rc handis e — 


all from re gular s toc k . No s pe cial purc has e . W e mus t 


mak e room for Ne w Spring Me rc handis e arriv ing daily ! 


We Are In 
Rothbone 
Villoge 


3100 ON SOUTH ST. 


Roffibone ViRoge—U iimIii's 
First Shopping Center 


• VALUES THAT CANNOT BE EQUALED ANYWHERE 
• WITH BIGGER AND BETTER VALUES THAN EVER 


o. 


ONE GROUP 
Dre s s e s * 3 ** to *14 ** 


• All Size* 
• Sly bt 
* All Fabric» 
* Al Famous Mokes 


WOMEN'S DEPARTMENT 


• ONE GROUP OF WOMEN'S WINTER 
Coats —Car Coats 
*8 “ to *7 9 “ 
VALUES FROM . 8 .00 TO 40.00 


WOMEN'S WINTER 
Sports we ar 
to *12®” 


• Sweaters • Blouses 
• Skirts 
• J ackets 
• Slacks 
• Shorts 


Values from 4.00 to $30 


All Sty les 
*AII Sizes 


Cle aranc e Table 5 0* to ”5 


• Hots 
• Hose 
• All Odds 
• Bros 
• Girdles 
& Ends 


Value s from 17.00 to $18 5 .00 


All Styles 
o All Sizes 
o All Others Reduced Too 


7 9 
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ONE GROUP OF 
BETTER WOMEN'S WINTER 
Dre s s e s and Suits 
*19»» to *59*® 


VALUES FROM 4 0.00 TO $175 .00 
Vahtos to 22.50 
INCLUDES IMPORTED & DOMESTIC KNITS 


CHILDREN'S DEPARTMENT 


ALL GIRL'S WINTER 
Dre s s e s *1“ to *4 “ 


ALL GIRL'S WINTER 


Ce nts and Car Ce nts 
*3»» to *13®* 
Sizos Infools thru 14 
Valúas from $4.00 to $14.00 
Sizes Infants thru 14 
Values to $30.00 


cV» 


•v> 
O 
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GIRL'S dr BOY'S WINTER 
OODS & ENDS CLEARANCE 5 0' to *3 “ 


• Hots 
Sportsweor 
• Skirts 
P Sweoters 
* Slocks 
Shirts 
Values to 12.00 


^ Sorry no loy owoy or charges 
at these bw-low prices 


• Priced for quick clearance. 


• We reserve the right to limit 
quantities. 


S c h o e n b e rg ’s 


“ Ready to Wear for Women Who Care 
and Children Too.” 


• Ail ITEMS SUBJECT 
TO PRIOR SALE 


• ALL SALES FINAL 


2211 WINTHROP ROAD. 
RATHBONE VIIUGE 3100 ON SOUTH ST. 


OPEN EVERY WEDNESDAY NIGHT TILL 9 :00 P.M. 
Í 
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PRICES 


EFFEaiVE 


FEB. 


7 -8 -9 -1 0 


Mid-America . . . Home of the Worid's Finest Beef! 


Th e area circled ab o v e is th e Big Flav o r 
Co u n try wh ere th e wo rld lB fin e st b eef is 
p ro d u ced ! 
Ou r o wn meat sp ecialists rid e o v er th is 
co u n try .d ay in an d d ay o u t selectin g th e b est 
o f g o v 't, g rad ed U.S.D.A. Ch o ice Beef fo r y o u . 
On ly o n e o u t o f ten o f th is to p g rad e is g o o d 


en o u g h to b e b ran d ed P.S. (Perso n ally Selected ) 
Beef. 


So serv e y o u r family mo re ten d er, mo re 
flav o rfu l b eef. . . serv e P.S. Beef. . . it's y o u r 
b est b u y an d y o u r b ig b u y fro m th e Big Flav o r 
Co u n try . Sto ck u p an d fill y o u r freezer!!! 


2 5 
M « 
Floor Pillsbury 


Flour Pillsbury 


Fine Foods Cost Less at IGA! 


5 
53* Franks 


Dried Beef Premium K: 59* 


Tastee or 


Campfire 


Skinless 
Chuck Roast 


Boneless 
USDA Choice 
PS with TVT 
lb. 


BLADE CUT 
CHUCK 


Beef Stew Boneless 


Turkey Roast 


Nemaha Grade A 
Boneless, Wasteless, 
Breast A Thhdt Only 


W .VAv 


3-4-lb. 
Av e.' lb . 89* 


^ L S lS Armour Star 
v n i i i Ro ll 


Beef Lher 
' 
Evenly Sliced 
Short Ribs r . ” 


Mote Boil Economical 
Swift's Premium 
Brown and Serve 
59* 


LB. 


Vo^eÇAA*.V-W/y».W.V.V.WAVA’AToTO A* *.V *.V, 
VV 
f 
/.• 
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«S .PA^ s 


Vee.iX S 
COCKTAIL 
SOUP 
COFFEE 


IGA Fruit 


A delightful combination 
of five delicious fruits 
No. 303 
can 


Campbell's 
Chicken Noodle, 
Chicken Rice, 
Chicken & Stars 


Fleming 
Reg. or Drip 


No. 1 
cans 


Lb. 
can 


Brownie Mix r,'.“ " 
Z 39’ Noodles EÜTwid. 
2 »^49« Downey»., 


D®!s®y Ass't, Print or 
IISSU6 White Bathroom 
2 Rolls 27* 


Kleenex Decorator 
I0W6IS Jumbo 
Roll 33* 


_ . I I 
1^ Brown Fresh Pack Vlfhofe Dills, 
Pl|D|flAf» Whole Kosher Dills, or 
Whole Polish Dills 
32-oz. 
Size 49* 


1 
Dishwashing 
JOy Detergent 
22-oz. 
Size 59* 


Sflltill6 S Sunshine 
Mb. 
Box 35* 


rd o jo lriA ^ Nabisco Choc. 
v OOKieS Pinwheels 
12V4-0Z. 
.Pkg. 49* 


Ivory Snow Oeterg«nt 
Giant 
Size 89* 


Ivory Liquid D.tergent 
22-OZ. 
Size 59* 


Ivory Flakes Det.rg.n*t 
Large 
Size 39* 


D U Z Detergent 
Giant 
Size 87* 


Roisin Brood IGA 


Fruit Rolls 


lb. 69* Poih Tenderloin Whole 


lb. 39* Pork Tenderloin Patties 


Lb. 29* Sausage Links 
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(fiA Or IGA Frozen 


SEVEN BONE 
CHUCK 
ROUND BONE 
CHUCK 


X 
> 


Ü27> Bold Detergent 
Giont Q O K 
Size 00^ 


Pkg. 29* Bonus Detergent 
Giant 
Size 87* 


G R E E N 


MON. & TUES. THRU MAR. 


WITH nO<» OR MORE ORDE 


AT LINCOLN STORES ONLY 


ORANGE 
JUICE 


The Real Thing! 


B U T T E R .M E -t lO T 
BISCUITS 


6 oz. 


cons89 


9 Vi oz. 


-p k g .19 


BUY 1, 
GET 1 
FREE! 


F r o z C n 
1 6 $100 
Ice M ilk 


M eculo w 


Gol d 


Vfi i i i l l o 


Onl y 
Ga llo n 


Mix or Mntch 


IGA Froztn Chopped 
Broccoli, Cut Com, 
Peot end Carrots 
4'<î;:79« VohootoKraft 


Potatoes Crinkle Cut, Tater Tots * 3 Pkgs. 79* Margarine 
Fleischman's 
Corn Oil 
1-Lb. 
Pkg. 39* 


Shrimp Bits 


Dosh 


Flying Jib 
Frozen 
1-Lb. 
Pkg. 99* 
Also Try Fleischmon's Soft Margarine! 


Detergent 
3 b m 79* Coscade Detergent 
45* 


Dreft Detergent 
S 8 9 * 
O i o o r “ '“ " 
Detergent 
Giant O Q g 
Size 00 
Crisco Oil Serves every cooking need 
39 


W E 
RESERVE 
THE RIGHT 
TO LIM IT 
QUANTITIES 


H TÌI» Ulte» !« Star Wtdn»$doY, rtbruonf 
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Her Cello is a Mag ic Carpet The Beauty o f Po well Co ncert Hall m St. Lo uis 
Giv es Other Cities Plenty o f Fo o d fo r Tho ug ht 


Hy CINDY JOHNSON 
Ho w wo u ld y o u lik e to tak e 
p art in a co n cert Riv en o n 
the sho res o f a Swiss lak e, 
o n the beach o f the Riv iera, 
o r in tfie Kiffel To wer o r an 
Italian p alace? Or p erhap s 
y o u wo u ld p refer bein g en ­ 
tertain ed by Ambassado rs 
an d city o fficials In the ma­ 
jo r cities o f Ku ro p e. 
T hi s 
may seem lik e merely a de­ 
lightfu l fan tasy to man y o f 
u s. bu t it will so o n be a 
dream-co me-tru e fo r M i s s 
Marsha Merrill, dau ghter o f 
Mr. an d Mrs. Ru ssell D. Mer­ 
rill. 
Marsha, a sen io r at Lin ­ 


co ln No rtheast High Scho o l, 
has been cho sen to p artici­ 
p ate in this y ear’s All Stu ­ 
den t Han d, U.S.A., Orchestra 
Cho ru s an d Jazz Gro u p sp o n - 
s o r e d by ttie Shen an do ah 
Co n serv ato ry o f Mu sic in 
Win chester, Va. The y o u n g 
mu sician s, who ran ge in age 
fro m 16 to 22, will p lay ap ­ 
p ro x imately 15 co n certs in 11 
co u n tries du rin g the t o u r 
which will lu st fro m Ju n e 15 
to Ju ly 19. 
Marsha, who has been p lay ­ 
in g the cello fo r eight y ears, 
lik e so man y o ther y o u n g­ 
sters go t her start in the 
elemen tary scho o l mu sic p ro ­ 


gram. Her first in stru men t 
was the clarin et, bu t she 
so o n chan ged to the cello be­ 
cau se o f its u n iq u e character 
an d ex p ressiv en ess. 
The distan ce facto r p ro v ed 
to be n o p ro blem when it 
came time fo r an au ditio n . 
Marsha, with the help o f her 
teacher, Mrs. Caro l Wo rk 
an d so me eq u ip men t fro m a 
lo cal radio statio n , made a 
tap e reco rdin g an d sen t it to 
the Co n serv ato ry . On Jan u ­ 
ary 17 she receiv ed n o tice 
that she had been cho sen 
fro m amo n g 1,5 0 0 ap p lican ts 
to p articip ate in the 75 -p iece 
o rchestra. 


BY ADA LOUISE HUXTABLE 
New Yo rk — The spectacular success 
o f the New Po well Sy mpho ny Hall in­ 
aug urated in St. Lo uis this week is pro b­ 
ably g o ing to lead a lo t o f peo ple to a lo t 
o f wro ng ctmcluflio ns. In a kind 
<d ardii- 
tectural Gresham’s law, the o nly rig ht 
thing wro ng ly interpreted usually h a s 
mo re bad than g o o d results. 
The immediate wro ng co nclusio n be­ 
ing jumped to is that Po well Hall repre­ 
sents the triumph o f traditio nal o v e r 
mo dem architecture. False. 
The co rrect co nclusio n here Is that a 
g o o d o ld building is better than a bad new 
o ne. Po well Hall represents the triumph, 
simply , o f suitable preserv atio n. And, 
o ne mig ht add, o f rare g o o d sense. 
This co nv ersio n o f a 1925 mo v ie pal­ 
ace represents the intellig ent re-use o f an 
o ld structure that was, and is, a sing u­ 
larly handso me and appro priate thea&i- 
cal setting . 
It has the added adv antag e o f hav ­ 
ing started with co nv entio nally satisfac­ 
to ry co nditio ns fo r g o o d aco ustics. (It is 
quite fair to co nclude that this inv o lv es 
less o f a g amble than a new desig n so lu­ 
tio n.) 
The building ’s elabo rate, unrepro duc- 
ibie Silv er Screen Versailles features are 
a fo rtuito us “ architecture tro uv e.*’ T h e 
result is a co ncert hall o f suav e eleg ance, 
beautiful so und and stunning eco no my 
(abo ut $2.5 milliio n to tal co st instead o f 
the $10 to $20 millio n required fo r a new 
building ) with a max imum o f g lamo r and 
g litter. 
As St. Lo uisans danced to Strauss 
Waltzes o n the stag e and in the g r a n d 
fo y er after the o pening co ncert under 11- 
fo o t chandeliers in a cream-white, crim­ 
so n and g o ld-leaf setting , leaders in o ther 


cities were cry ing quietly o v er thler multi- 
millio n-do Uar, super-status, super-building 
plans. 
Mo st o f tho se cities are eng ag ed in 
the absurd cy cle o f tearing do wn irre­ 
placeable o ld structures while they pro ­ 
mo te ex pensiv e new pro jects o f depress­ 
ing v acuity . Perhaps the sheer ratio nality 
and taste o f the St. Lo uis v enture may set 
so me kind o f badly needed ex ample. 
A pertinent co nclusio n that is being 
sy stematically ev aded wo uld be that we 
are putting up a lo t o f bad new build­ 
ing s in the name o f the arts. So meho w 
cultural centers turn into camels. (A cam­ 
el, it will be remembered, is a co mmit­ 
tee-desig ned ho rse.) 
The well-meant effo rts o f co mmunity 
* g ro ups lead to few artistic triumphs o r 
architectural masterpieces. They lead, in­ 
stead, to tho se big , miserably o rdinary 
new ho uses tricked up with applied art 
that fall flat o n the ey e and ear. 
They lead to co mpro mise and cau­ 
tio n (Linco ln Center), and g reat art is nev ­ 
er cautio us. They lead to pretty medi­ 
o crity o n a co lo ssal scale (the Kennedy 
Center) and pratfall bo ws to traditio n (the 
Metro po litan Opera Ho use). They pro duce 
a co mfo rtable, co nserv ativ e culture, run­ 
ning slig htly scared, in bo th packag e and 
pro duct. 
Mo st depressing o f all is the fact 
that so much po wer and prestig e stand 
behind these failures o f nerv e and sty le. 
It is no t that mo dern architecture has 
failed. It is that we hav e y et to use th e 
dramatic beauty o r unparalleled desig n 
and structural po tential o f o ur ag e. It is 
no t that we are already tired o f co ntem­ 
po rary halls. We hav e hardly ex perienced 
o ne, in the pro per creativ e sense o f the 
wo rd. 
Any discussio n o f success o r failure 
In St Lo uis leads Inev itably to the city ’s 
majo r do wnto wn renewal pro g ram. (The 


decisio n no t to PuLP®*« “ 
was mo tiv ated partly by the fact that to e 
new Busch Stadium preempts all parx - 
ing and traffic facilities —a curio us shut­ 
o ut fo r a new plan.) 
The co mpleted St. Lo uis arch, so ar­ 
ing 630 feet at the riv er’s edg e, is mag ­ 
nificent Its superscaled, stainless steel 
curv e so ars g randly eno ug h to justify any 
questio nable eng ineering ratio nale. If o f­ 
fers surprising attitudes o f co ntempo rary 
abstract g randeur f r o m almo st ev ery 
ang le, and if y o u must share in the g reat 
American to urist co mpulsio n to g et to the 
to p o f ev ery thing big , y o u can be sho t up 
in a purple capsule, like o ne o f fiv e peas 
in a po d, to see to e v iew fro m Its g ently 
sway ing apex . 
This may be to e o nly way y o u will 
see the Mississippi and its histo ric lev ee. 
The lev el o f the park created fo r the 
arch when the o ld waterfro nt with it s 
priceless cast-iro n architectural heritag e 
was bulldo zed, hides riv er and lev ee. The 
park is still deso lately unlandscaped. 
The arch stands in a curio us kind o f 
limbo called urban redev elo pment. It has 
no setting , and this is meant less in tem s 
o f planting o r v istas than in its relatio n­ 
ship to the city at its feet. 
DAC Lu n cheo n 


Hannah Dusto n Chapter 
o f the Daug hters o f th e 
American 
Co lo nists w i l l 
meet fo r a 1 o ’clo ck dessert 
luncheo n o n Saturday , Feb. 
10, at to e ho me o f Mrs. 0. E. 
King ery , 1515 Sky line Dr., 
with Miss Alta Chrisman the 
assisting ho stess. Miss Edith. 


Callender, the chapter Re­ 
g ent, will preside at the 
meeting and the pro g ram 
will be the histo ry o f Fo rt 
Omaha which will be g iv en 
by Mrs. Milto n Flack. 
Fo rt Omaha, which is 100 
y ears o ld, was marked by 
to e DAC o n Feb. 4, 1968. 


Meeting 
'The members o f Pi Lamb­ 
da Theta will meet at 4:30 
o ’clo ck o n Thursday at the 
Nebraska Unio n. 
Mrs. Do ro thy Olso n o f the 
Lincln public scho o ls, will 
speak o n the curriculum fo r 
Eng lish in the Nebraska 
scho o ls. 


CCI flits 


Ru ssell Sto v er can dies 
The sweetest way to say , "I 
lo v e y o u " is with o n e o f Ru ssell 
Sto v ers lo v ely bo x es o f can dy 
fo r y o u r v alen tin e. Yo u will fin d 
a beau tifu l v ariety to cho o se 
fro m. Remember mail o rders 
lak e ex tra time so sho p early . 
Fan cy satin hearts mak e a lo v e­ 
ly gift, 3.6 5 to 10.00. Shin in g red 
fo il hearts, bVz o s.—9 0c: 8 o z.— 
1.35; 1 lb — 2.35; VA lb. — 3.8 5. 
The Little Ambassado rs gift 
heart, 1 lb. 3 o z. 
4.00. Six 
marshmallo w heart — 6 5c. Bo x 
o f asso rted cho co lates, 
1 lb. — 
1.8 0; 2 lb. — 3.50. The gift bo x , 
IV4 lb. — 2.7 5; 2 V4 lb. — 4.00. 
Charge y o u rs. Can dy street 
flo o r. 


OPEN 10 A.M. DAILY 
THURSDAYS TTIL 9 P.M. 
To p Brass Clo stumes 


Butto ned & Belted! 


Indeed, it's beautiful to see the belt's back ag ain here o n o ur 


do uble wo o l knits. We sho w the co o t co stume with buckled 


belt and epaulets o v er a matching sho rt sleev ed dress, in 


black with brass butto ns, $6 6 . The suit co stume with dash* 


Ing side brass butto ns and white turtleneck In red o r nav y , 
$5 0 . Bo th In misses sizes. CAX« SHOP, SSCOND FLOOi. 


If y o u ccm't co m# la coH 
477-1211 cmd cho rg # ttl 


Sho p Thu rsday 9 :3 0 A.M. to 9 :0 0 P.M, 
MM. 


Enjo y Luncheo n in o ur TEA ROOM—serving ho me co o k ed fo o d s 11 a m to 
2; Tea time 2 to 4 p m 


Í 


Wedèewo o d Mano r 


Meado w Lane 


MISS CAROLYN ANN ALLINDER 


Anno uncement is made this mo rning 
by Mr. and Mrs. Carl W. AUinder o f 
Osceo la o f the engagement o f their daugh­ 
ter, Caro ly n Ann, o f Linco ln, to Do y le 
Frazier o f Shelto n, so n o f Mr. and Mrs. 
Llo y d Frazier o f Gibbo n. 
The wedding is planned fo r Saturday , 
J une 8, and the ceremo ny will be so lem­ 
nized at St. Paul Lutheran Church in 
Osceo la. 
Miss AUinder is asso ciated with an 
adv ertising agency in Linco ln. 


If y o u happen to be a duck o r an 
Eskimo , Linco ln’s gray skies, co ld tem­ 
peratures and damp residents wo uld be 
just y o ur dish o f tea. But since mo st 
suburban neighbo rs are no rmal human 
beings, the recent ups and do wns in 
weather meant o ne go o d day fo r ho use- 
cleaning; the nex t—o ne go o d day fo r 
sleeping—and the nex t—well, it’s go o d fo r 
abso lutely no thing. And there hav e been 
quite a few o f tho se recently . 
This mo rning a ray o r two o f so cial 
news might cheer any resident who is 
hav ing just o ne o f tho se day s. Mentio n 
sho uld be made o f the v isito rs at the 
Wedgewo o d Mano r ho me o f Mr. and Mrs. 
Glen Henderso n who hav e had as their 
guest, their so n Ro bert Henderso n o f 
Greeley , Co lo . The y o ung man sto pped in 
Linco ln en ro ute to Blair, Pa. 
This mo rning, Mr. and Mrs. Hender­ 
so n are entertaining Mrs. Earl J effers o f 
Valentine who wiU be their ho use guest 
thro ugh the week. 


Bridge wUl be the o rder o f the ev e­ 
ning Thursday when eight card-minded 
ladies gather at the ho me o f Mrs. Dean 
W. Tebo , but Camp Fire Girls pro bably 
wUl be the to pic o f co nv ersatio n. T he 
bridge gro up is co mpo sed o f eight Camp 
Fire leaders, Mrs. J o e Dappen, Mrs. Dar­ 
rel DeGraw, Mrs. Merwy n French, Mrs. 
Duane Hunter, Mrs. Basil Mo nkelien, 
Mrs. 
Ro bert 
Stephenso n, 
Mrs. 
Lewis 
Schamp and Mrs. Henderso n, who meet 
o nce a mo nth fo r cards. 


New o n the Wedgewo o d so cial scene 
are two y o ung gentlemen. Master Ro b­ 
ert Dean Gilland and Master Sean Lee 
Webster. Ro bert is the first bo m so n o f 
Mr. and Mrs. Dean Gilland, and he made 
his appearance at Linco ln General Ho s­ 
pital o n Thursday , J an. 25. At the mo - 
ment, Ro bert is getting acquainted with 
his grandmo ther, Mrs. Kenneth Perley o f 


su bu rbia 


Sio ux City , Io wa, who is v isiting at the 
Gilland ho me this week and we hear that 
the y o ung man so o n will meet his pa- 
ternal grandparents, Mr. and Mrs. M. C. 
Gilland o f Redwo o d Falls, Minn. 


Master Sean Webster made his initial 
appearance o n Wednesday , J an. 24th at 
St. Elizabeth Ho spital, the so n o f Mr. and 
Mrs. Dean Webster. The y o ung man’s 
family circle includes a bro ther, Sco tt; 
a sister, Shelia; and grandparents, Mr. 
and Mrs. William Do ran o f Linco ln, and 
Dr. and Mrs. 0. J . Webster o f Afrida. 


Fro m no w o n, J anuary 22 will be a 
day fo r celebratio n fo r Mr. and Mrs. 
J ames Vo rst o f Meado w Lane. The rea­ 
so n we can make such a predictio n so co n­ 
fidently is that o n that particular day 
their first child, J effrey J ames, made his 
debut at St. Elizabeth Ho spital. J effrey ’s 
v ery pro ud grandparents are Mr. and 
Mrs. Arthur Litterini o f Pittsburgh, Pa., 
and Mr. and Mrs. Arno ld Vo rst o f Clo v - 
erdale, Ohio . Incidentally , we understand 
that Mrs. Litterini has been v isiting in 
L i n c 01 n fo r the purpo se o f getting 
acquainted with her new grandso n. 


A new arriv al at the ho me o f Mr. 
and Mrs. Bruce Schlaebitz is y o ung Amy 
J o Schlaebitz, who arriv ed o n J anuary 
25. 
Ardent admirers o f their new sister are 
Pat 10; Christy , 9; and Ted, 3. 
Grandparents are Mr. and Mrs. 0. F. 
Schlaebitz, and Mr. E. R. Steinauer o f 
Omaha. 


Wednesdo y , Februo ry 1 , 196 8 
Tin* Liwfo lw Himr lH 
Attendants Namec. 


An n o u n cin g p lan s th is mo rn in g fo r a 
weddin g in late Febru ary is Miss Teresa 
Kay Erick .so n o f Lin co ln , wh o .se m arriag e 
to Mich ael K. Ren q u ist, so n o f Mr. an d 
Mrs. Earl Ren q u ist o f Ho ldreg e, will be 
so lemn ized Satu rday , Feb. 24 . 
Th e bride-to -be, wh o is th e dau g h ter o f 
Mr. an d Mrs. Lav ern Erick so n o f Ho ldreg e, 
h as ch o sen h er si.ster, Mrs. Dway n e Welsh 
o f Ho ldreg e, as h er h o n o r atten dan t fo r 
th e 3 o ’clo ck weddin g , wh ich will tak e p lace 
at th e Presby terian Ch u rch in Ho ldreg e. 
Miss Do n n a Bau g h er an d Miss An n ette 
Sch u ltz, bo th o f Lin co ln , will be th e brides­ 
maids, an d Miss Sh elly Dee Erick so n will 
atten d h er sister as flo wer g irl. 
Lig h tin g th e can dles fo r th e serv ice 
will be Mr. Ren q u ist’s sister. Miss Sh eree 
Ren q u ist, an d h is bro th er, Kim Ren q u ist, 
Ho ldreg e. 
Pat Ren q u ist, Ho ldreg e, will serv e h is 
bro th er as best man , an d th e g ro o msmen 
will be Delmer Berry , Yo rk ; an d Dan J a r­ 
v is, Ho ldreg e. Seatin g th e g u e.sts will be Jim 
Th o mp so n an d To m Creal, Lin co ln ; Greg 
Kelso an d Jim Bu rk h o lder, Ho ldreg e. To dd 
Pau lso n o f Co zad will be rin g bearer. 


Craft 
Classes 


So uth Hills newsmakers are new resi­ 
dents Mr. and Mrs. Lumier Brester who 
hav e just mo v ed into the ho me at 
Ran­ 
cho Rd. Mr. and Mrs. Brester, fo rmerly o f 
Ho wells, hav e six so ns: Ro nald, 17; Do nald 
16; Randy , 14; J im, 13; J erry , 10 and J eff, 
who is 8. Mr. Brester is asso ciated with 
the Linco ln Steel Co rp. 


Children’s craft classes in 
we av i n g, puppet-making, 
prints and callages will be 
o ffered by the City Recrea­ 
tio n Department beginning 
Saturday , Feb. 10. Classes 
will be held fo r 10 weeks 
fro m 1 o ’clo ck to 2:30 o ’clo ck 
and fro m 3 o ’clo ck to 4 :30 
o ’clo ck ev ery Saturday after­ 
no o n at Recreatio n Center 
111, 23rd and O Street. 
Registratio n fo r the classes 
may be made at the Linco ln 
Recreatio n Department, 2740 
A St. 


Slo p Winter 
Wrinkles 


Wrin k les are riv er-beds o f dry 
sk in cells cau sed by th e p lasma 
co llo ids (mo istu re carriers o f 
th e sk in ) h av in g dried o u t. A 
ten den cy to dry n ess is o ften 
h eig h ten ed In win ter, bu t if 
y o u smo o th a tro p ical o il o v er 
y o u r face an d n eck each day 
y o u will so o n fin d th at traces 
o f wrin k le-dry n ess are eased 
away an d th at y o u r co mp lex ­ 
io n h as g ain ed lin e-free lo v e­ 
lin ess. Ask y o u r dru g g ist fo r 
o il o f Olay an d befo re mak in g - 
u p , smo o th it o v er th e face, 
n eck an d h an ds to g iv e th e 
sk in a beau tifu l, y o u t h f u l 
blo o m. 


. . . Marg aret Merril. 
ABBY 
h e’s do llar lo n g , sen se sh o rt 


Ab ig a il Va n Buren 


DEAR ABBY: I am dat- 
ing a gentieman who is quite 
well-to -do , but he has a thing 
abo ut mo ney . He’s no t real­ 
ly cheap o r any thing l i k e 
that, but he alway s makes 
sure I kno w ho w much he 
spends o n me. 
Fo r instance, he gav e me 
a nice Christmas present, but 
afterwards he said, *‘Y o u 
kno w, y o ur gift co st me 
$7 5?” And if he takes me 
to dinner and a mo v ie, he 
later say s, “ Wo uld y o u be­ 
liev e that ev ening set me 
back $30?’’ 
I enjo y this man’s co m­ 
pany , Abby , but his alway s 
bringing up mo ney makes 
me feel unco mfo rtable. My 
father say s he will make a 
go o d husband. My mo ther 
say s, he wo n’t. What do y o u 
say ? 
‘ 
DIANE 
DEAR DIANE: I say that 
a man who makes y o u feel 
“ unco mfo rtable” abo ut mo n­ 
ey when he’s co urting y o u 
will make y o u feel miserable 
abo iit mo ney if y o n marry 
him. He may be lo ng o n do l­ 
lars, but he so unds sho rt o n 
sense. 


DEAR ABBY: I used to 
think that o nly unhappily 
married wo men became at­ 
tracted to o ther men. 
I lo v e my husband v ery 
much and hav e a near-per­ 
fect marriage, but fo r a y ear 
no w I hav e been fighting a 
terrible attractio n fo r ano th­ 
er man. 
When I first realized ho w 
I felt abo ut him I was so 
upset with my self I co uldn’t 
sleep. I became ex tremely 
irritable and disgusted with 
my self. Then I to ld my self 
that it was o nly natural to 
f i n d this man attractiv e, 
that he was just a friend 
and that is all I’d ev er want 
him to be. So I av o ided him 
as much as po ssible, but 
still tried to be friendly so 
no o ne wo uld no tice. 
J ust abo ut the time I 
tho ught I had my thinking 
straightened o ut, my emo ­ 
tio ns flared up again, and I 
was back where I started 
fro m. I do n’t understand my ­ 
self. I hav e no desire to ruin 
my marriage, but this is 
driv ing me crazy and I do n’t 
kno w what to do . 
I need so me suggestio ns 
as this battle with my self 
has been go ing o n to o lo ng. 
BEWILDERED 
D E A R BEWILDERED: 
Keep talking to y o urself. Sis­ 
ter. And tell y o urself that 
tUs is the stuff o f w h i c h 
bro ken marriages (and bro ­ 
ken hearts) are made. Be­ 
liev e me, it is. 


DEAR ABBY: I’m writing 
to y o u because I kno w that 
millio ns o f mo thers read 
y o ur co lumn faithfully , and 
so me o f them need to kno w 
what’s o n my mind. 
Why do n’t mo thers teach 
their daughters ho w to do a 
washing? To day at the co in 
T V.-« 
„ . . - . , „ 4 . I-------- --- 


girl. She asked me, a per­ 
fect stranger, to please help 
her with her laundry . She 
didn’t hav e the slightest idea 
ho w to go abo ut it. She didn’t 
kno w which fabrics to wash 
to gether and she was ev en 
go ing to put bleach in her 
co lo red wash! 
This girl was 21 and mar­ 
ried and seemed intelligent 


eno ugh. She said she had 
nev er ev en had to help with 
the laundry at ho me. Then 
she mo aned, ‘GEE, I miss 
the maid.” 
I am o nly 22 my self, but 
I sure felt like an ex peri­ 
enced ho usekeeper to day . I’m 
so glad my mo ther taught 
me ho w to wash. 
P.K. 
BRIDG 
dro p in th e bu ck et 
B. J a y Beck er 


So uth dealer. 
Neither side v ulnerable. 


NORTH 
A A1 08 
V QJ 5 
A A K 3 2 
4 ^J 9 6 
WEST 
EAST 
4 7 6 4 2 
4 K 93 
$4 3 
VK1 098 7 
A 98 6 5 
4 7 4 
4 K 5 3 
* A 7 2 
^ 
SOUTH 
4 QJ 5 
4^ A 6 2 
4 Q J 1 0 
d|bQ1 08 4 
The bidding: 
So uth West No rth East 
Pass 
Pass 
1 ♦ 
IV 
2 NT 
Pass 
3 NT 


Opening lead — fo ur o f 
hearts. 
This hand o ccurred in a 
team o f fo ur match. At the 
first table. West led a heart 
and East made the ex cellent 
play o f the ten o n dummy ’s 
jack. Had he co v ered th e 
jack with the king — cer­ 
tainly the mo re natural play 
to make — So uth wo uld hav e 
made the co ntract by permit­ 
ting the king to win. 
This wo uld hav e disrupted 
enemy co mmunicatio ns and 
permitted So uth to co me 
ho me ev entually with n i n e 
tricks co nsisting o f a spade, 
two hearts, fo ur diamo nds 
and two clubs. 
But when East play ed the 
ten, So uth was unable to 


av o id go ing do wn o ne. He led 
a club at trick two and lo st 
to the king, and when West 
returned ano ther heart , 
East’s suit became estab­ 
lished and he still had the 
ace o f clubs as an entry . 
At the seco nd table, the 
same co ntract was reached 
and West again led a heart, 
but here So uth made the 
hand by v irtue o f an ingen­ 
io us play at trick o ne. He 
co v ered the fo ur o f hearts 
with dummy ’s fiv e and duck­ 
ed East’s sev en. 
As a result, the co ntract 
co uld no lo nger be defeated. 
East did as well as he co uld 
when he co ntinued with a 
heart, wo n in dummy with 
the jack. 
Declarer led the nine o f 
clubs, which lo st to the king, 
and West made the best re­ 
turn o f a spade. Spurning the 
finesse, which wo uld hav e 
been fatal, declarer went up 
with the ace and led ano th­ 
er club. East to o k the ace, 
and whether he cashed the 
king o f spades at this po int 
o r later made no difference, 
since So uth by no w had nine 
iro nclad tricks. 
So the unusual play o f a 
lo w heart fro m dummy at 
trick o ne ev entually paid o ff, 
which wo uld seem to clearly 
indicate that whether a play 
is natural o r unnatural is 
is no t nearly as impo rtant 
as whether o r no t it is ef­ 
fectiv e. 
Madam Chairman 


MORNING 
City Recreatio n, co mpo sitio n class, 10 o ’clo ck, Cen­ 
ter I. 
Hav elo ck YWCA, play -scho o l, 9:30 o ’clo ck. 
AFTERNOON 
City Recreatio n, creativ e play , 1 o ’clo ck, feather 
flo wers class, 1 o ’clo ck. Center I. 
Hav elo ck YWCA, flo wer making, 1 o ’clo ck; baUet 
and tap, 3:4 5 o ’clo ck. 
EVENING 
Great Bo o ks, 7 th set, 7 :30 o ’clo ck, Bethany Library , 
Go ethe, “ Faust.” 
Linco ln Duplicate Bridge Club, 7 :30 o ’clo ck at 2738 
So uth St. 
Kappa Delta Mo thers, 7 :30 o ’clo ck at the chapter 
ho use. 
La Serto ma, 6 ;30 o ’clo ck po tluck supper at the Se- 
-Mt --1 
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vsWHY Gro w Old? 


q u estio n s, an swers 


J o sep hine Lo wma n 


g. 1 am n o t o v erweight. In 
fact 1 am o n the bo rderlin e 
o f bein g u n derweight. Ho w­ 
ev er. 1 hav e defin ite bu lges 
wiiere 1 do n o t wan t them 
an d where they sho u ld n o t 
be 
Fo r in stan ce. 1 h a v e a 
bu lge o n my tu mmy a n d 
ev en tho u gh it i.s small it is 
v e r s n o ticeable becau .se 1 
am so slim in o ther meas* 
u remen ts. 1 also hav e a little 
bu lge o n my o u ter thighlin es. 
These stan d o u t like red o n 
a grey backgro u n d fo r t h e 
same reaso n 
What am 1 su p p o .sed to do ? 
I.iv e with these alway s? I 
do n o t wan t o r n eed to lo se 
an v weiglit. 
A. This is a ty p ical ex ­ 
amp le o f ho w a wo man can 
be the co rrect weight a n d 
ev en a little u n derweight an d 
still hav e a figu re which is 
o u t o f p ro p o rtio n . Ex ercise 
is the o n ly an swer, an d fo r­ 
tu n ately , it is an effectiv e 
an .swer. 
Yo u can redistribu te y o u r 
weight with sp ecial ex ercise 
an d 
brin g y o u r 
measu re­ 
men ts in to lo v elier ratio . If 
an y o f my readers wo u ld like 
to h a V e my free slimmin g 
ex ercises fo r the 
abdo men 
o r thighs sen d a stamp ed, 
self-addressed en v elo p e with 
y o u r req u est fo r them. Ad­ 
dress to Jo sep hin e Lo wman 
in care o f this n ewsp ap er. 


g. What can I do abo u t 
an in gro wn to en ail? I hav e 
o n e which is so in flamed an d 
so re that I can hardly wear 
my sho e. It is v ery red an d 
mean lo o kin g. 
A. To av o id in gro wn to e­ 
n ails be su re that the tw s 
of y o u r sho es are n o t to o 
n arro w an d cu t y o u r to en ails 
straight acro ss the to p , n o t 
in an o v al o r ro u n ded .sliap e 
ax y o u do y o u r fin gern ails. 
WMth the co n ditio n y o u de- 
•cribe I thin k y o u sho u ld get 


ex p ert treatmen t. See a p o ­ 
diatrist o r a chiro p o dist. 


Q. Is grey hair in herited? 
A. It seems to be. In cer­ 
tain families the members 
seem to grey p rematu rely . 
In o ther families the o p p o ­ 
site is tru e altho u gh there 
are ex cep tio n s in each case. 
Illn ess an d p ro lo n ged emo ­ 
tio n al stress may also cau se 
grey in g, bu t it do es s e e m 
that the t e n d e n c y is in ­ 
herited. 


Q. Do y o u a p p r o v e 
o f 
teen -agers dy ein g their hair? 
A. 
Do n ’t hate me, my 
teen -age readers, b u t ab­ 
so lu tely n o t, fo r sev eral rea­ 
so n s! In the first p lace a 
go o d dy e jo b is ex p en siv e 
an d so is the u p keep . 
On ce y o u b e gi n dy ein g 
y o u r hair, y o u hav e to keep 
it u p o r go thro u gh an u n ­ 
attractiv e p erio d o f lettin g 
y o u r hair gro w back to its 
n atu ral co lo r. 
,4Iso , with y o u r y o u th, y o u 
do n ’t n eed that kin d o f help . 
Besides it certain ly is n o t 
go o d fo r y o u r hair. Keep it 
well gro o med. En jo y t h e 
go o d lo o ks o f y o u r y o u th an d 
sav e the “p ro p s” fo r later 
o n when they will add to y o u r 
attractiv en ess. 


Q. Why do they call the 
lin es at the o u ter co rn ers o f 
the ey e cro ws feet? 
A. Certain ly n o t becau se 
a 
wo man cro ws abo u t hav in g 
them, p ro bably becau se the 
wrin kles are shap ed like the 
fo o t o f a bird. Yo u can iro n 
these o u t to a certain ex ten t 
if y o u get them so o n en o u gh 
an d sto p the man n erisms 
which co n tribu ted to them, 
su ch as .sq u in tin g, fo r in ­ 
stan ce. 
Ap p ly a lu bricatin g cream 
an d massage alo n g each lin e 
with a ro tary mo tio n . 


DOWNTOWN 9 :30 to 5 :30. Thursday 10 to 6 . Ph. 4 32.8 5 11. GATEWAY 10 to 9 . Tuesday & Saturday 10 to 6 . Ph. 4 34 -7 4 S1. 


Do v n ltmii 9:^0-5 110. Thiirs, 10-9. Ph. 432-8 ,5 11. 


(.afcwav 10-9. Tu es. & Stl. 10-6. Ph. 434-7 45 1. 
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ANNUAL 10 DAY SALE 


7 llirii 17 
Buy 3 and Sav e! 


Acetate IVico t Faiities 


(White ihily ) 


« 4 0 1 . I . V W 0 0 0 
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Tailored Brief 


Sizes 4-7 . Reg. $1 
Sale 3 J 3J -. for 2.45 


Sizes H S i 9 Reg. 1.25 
Sale 3 pr. 3.15 


Lace Trimtiied Brief 


Sizes 4-7 Reg. 1.15 
Sale 3 pr. for 2.8 0 


Ljn|'(» nV^ 3rd floor Downtown. Mall Lev el Gatewajr, 


t 
* 
" 


hid e's Vl^o rld. . . a t m i l lers 


Auditorium Fourth Floor Downtown Store 


Wednesday , February 7 th through Saturday , February 10th 


‘‘It’s a Bride’s World” is an animated, stimulating dramatization 


of our many fine Bridal Serv ices. Featuring Bridal Fashions . . . best 


ill Gifts • • • 
Young” room interiors . • • Cooking demonstrations 


hy ex perts • • • Music for Weddings • • • Bouquets and Floral arrangements 


by Danielson . . . Honey moon trav el information . • . There 


will be Bridal Coffees, Thursday , Feb. 8 th, 7 p.m. and Saturday , 


Feb. lOtfa, 2 p.m. • • • during ^^Bridal World” for v aluable 


Door Prizes to be giv en at the Coffees . . . A panel of ex perts will discuss 


wedding planning, from the memorable selection of the ring, 


to honey moon routes and the “ home-to-come-home-to” . Come to our 


Bridal World • • • y ou’U be glad y ou did! 


Special Purchase 


Perfect For The Brides! 
MIXMASTER MIXER by 


3-Speed Push Button Blender 


Powerful, 3-.specd OSTERIZER Blender has fingertip pushbutton 


speed control. Sty led in white and brown, has Hi and Lo speeds. 


4-cup heat and cold-resistant glass container. $23. See Demon­ 


strations of Housewares in “ It’s a Bride’s World” , 4th Floor Down­ 


town Store Auditorium, Wednesday thru Saturday . Demonstrations 
will n o t begin before noon Wednesday ! 


12-Speeds on Mix Finder Dial 


Beautifully sty led of white enamel with full power at all speeds. 
Large beaters shaped to fit bowl. Mix er remov es from stand. Auto­ 
matic bowl speed control. 48 .8 8 . See Demonstrations of House­ 
wares in “ It’s a Bride’s World” , 4th Floor Downtown Store Audi­ 
torium, Wednesday thru Saturday . Demonstrations will n o t begin 
before noon Wednesday ! 


GENERAL ELECTRIC 


Delux e Automatic Toaster 


Conv enient, easy to use, front controls, with color selector for de­ 
sired toast shade. Ex tra high toast lift. Hinged crumb tray for easy 
cleaning. A “ Must” for a new Bride! 18 .8 8 . See Demonstrations of 


Ilouseuarcs in “ It’s a Bride’s W’orld” , 4th Floor Downtown Store 
Auditorium, Wednesday thru Saturday . Demonstrations wiU not 


begin before noon Wednesday ! 
i 


CORNING^WARF 


ELECTROMATICS 


Sav e work, cook beautifully at the table, wash them immaculate in secondi. fte 
^ y r e made of PYRO-CERAM® brand space-age ceramic! These are tru ly 
Bridal gifts to treasure. 
^ 


Electro matic Skillet fries, simmers, stews with co n tro lled heat. 29.95 . 


Electiwn ^c Perco lato rs brew co ffee flav o r in ev ery p o t! New 2-6 cu p size, 24.95 . 10-o iiS 
size, m9. 9o> 


ElTOlro matic Platter, co mp letely immersible, keep s fo o d ho t directly o r in serv in a 
16 size, 19.95 . See Demo n stratio n s o f Ho u sewares in “It’s a Bride’s Wo rld”, 4th 
FIoot 
to wn Stcra Au dito riu m, Wedn esday thru Satu rday , Feb. 7 th thru Feb. 10th. 


Demonstrations will not begin befo re noon Wedn esday ! 


A 


SPORT SIGNALS 


☆ ☆ ☆ 


By Hal Brown 
Spo rtf Edito r, The Sta r 


Hus k e n In Comma nd 
Military strateg ists may n ot ag ree that if v ou occu py 
a hill with two en emy camps, y ou are in comman d, bu t 
Nebraska s basketball team wou ld appear to be in com- 
rn an d of the Big Eig ht race at this poin t despite sharin g 
the top of the hill with Kan sas State an d Iowa State. 


T!*® 
stan din g s, after a mon th of warrin g , 
are fin ally beg in n in g to make some semblan ce of sen se 
an d the race Is n ow apparen tly a fou r-horse affair. 


NU coach Joe Ciprian o’s cag ers are in the comman d- 
in g position of the fou r teams - Nebraska, Kan sas State, 
Iowa State, an d Kan sas — who are cu rren tly tied in the 
loss colu mn , which is where it cou n ts, becau se of two ma­ 
jor factors. 
Sched ule Fa v ors NU 
On e of those factors is the remain in g schedu le that 
g iv es the Hu skers an d Jay hawks a slig ht edg e ov er the 
Wildcats an d Cy clon es. 


Nebraska has fou r g ames remain in g with the con tcn d- 
ers an d three of those g ames are In the NU Coliseu m where 
the Hu skers wou ld hav e to be an ev en -mon cy bet ag ain st 
an y body ex cept UCLA. 


The on ly con ten der the Hu skers mu st play on the road 


IS Kan sas with KU, K-State an d Iowa State all hav in g to 
in v ade the NU Coliseu m. 
The remain in g schedu le amon g the con ten ders is ju st 
as fav orable for Kan sas with the Jay hawks g ettin g Ne­ 
braska, Kan sas State an d Iowa State all in Lawren ce an d 
play in g on ly the Hu skers on ttie road. 


Kan sas State, also hu rt by the loss of two g u ards be­ 
cau se of g rades, has the tou g hest row to hoe, schedu le- 
wise, hav in g to meet each of the con ten ders on ce more, 
all on the road. 


Iowa State g ets Kan sas State at Ames, bu t mu st play 
at Kan sas an d Nebraska y et. 
Swing Could De c ide 
If an y of the fou r con ten ders can win its remain in g 
g ames ag ain st the other three, that likely wou ld wrap u p 
the champion ship. 


If this does n ot happen , an d It’s hig hly u n likely that 
It will, then the race qu ite likely cou ld be decided In the 
red soil cou n try of Oklahoma. Ag ain , the Hu skers are in 
comman d on that cou n t. 


The tu rn in g poin t in the Big Eig ht race cou ld tu rn 
ou t to be the Hu skers’ su ccess on the weeken d jau n t in to 
Oklahoma where they accomplished what n o other team 
in the leag u e may be able to do. 


Nebraska came back with two v ictories. Kan sas State 
came back with a 1-1 mark an d KU an d Iowa State still 
hav e to make the jou rn ey . 


With Kan sas barely g ettin g by the Okie schools in 
Lawren ce, coach Ted Owen s’ u lcers cou ld be at their worst 
March 2 an d 4 when he mu st troop in to his homelan d. 
Iowa State makes that swin g this weeken d. 
Firs t Sinc e 1 91 6 
Nebraska hasn ’t been sole own er of a con feren ce bas­ 
ketball champion ship sin ce 1916 when coach Sam Wau g h’s 
cag ers batted 1.000 in win n in g the Missou ri Valley title with 
a 12-0 mark. 


The Hu skers tied with Kan sas in 1937, with Oklahoma 
in 1949 an d with Kan sas an d Kan sas State in 1950. 


An other tie is a possibility , bu t the Hu skers are in 
comman d an d NU fan s, play ers an d coaches shou ld be 
en cou rag ed by Oklahoma coach John MacLeod’s observ a­ 
tion , “I hav en ’t seen an y on e an y better.” 


HUMPHREY STANDOUT- 
Uc htma n Ca ins 
Pla y e r Awa rd 


By VIRGIL PARKER 
Prep Sports Writer 


When a play er n ears 2,000 
poin ts for a hig h school career 
he is bou n d to be recog n ized. 
When he hits ov er 60 percen t 
of his shots an d scores 52 
cou n ters in a sin g le g ame to 
set a n ew school record, he’s 
likely to be n amed play er of 
the week. 
It is all happen in g to Jim 
Uchtman of Hu mphrey Hig h. 
Uchtman can n ed 22 of his 36 
field g oal attempts an d added 
8 -11 from the free throw lin e 
for his 52 poin t total. The rec­ 
ord he broke? His own . The 
prev iou s school hig h was 37, 
set by Uchtman last y ear as a 
ju n ior. 
Hu mplirey c o a c h Gordon 
Sv oboda is hig h on his ace. 
‘‘He’s n ot ju st a g ood shot,” 
he said, ‘‘bu t play s a lot of 
defen se for u s too. Jim ’s av ­ 
erag in g ov er 50 percen t from 
the field for the whole season , 
an d better than 75 percen t 
from the free throw lin e.” 


Sp orts 
Menu 


Wedn esday 


BOXING — Golden 
Glov es Smoker. 
Atokad. Sou th Siou x City , 8 p.m^, 
HOCKEY — Omaha at Fort Worth. 
Thu rsday 


BASKETBALL—state Colleg es: Creig h­ 
ton at Oklahoma City ; Pershin g at St. 
Ben edict’s; Hastin g s at Kearn ey . 
HOCKEY—Omaha at Hou ston . 
WRESTLING—Hay s State at Nebraska. 
NU Coliseu m. 7:30 p.m. 
Friday 
BOXING — Sou theast District Golden 
Glov es. State Fairg rou n ds. 8 p.m. 
BASKETBALL — State Colleg es: Ne­ 
braska 
Wesley an at Colorado Colleg e: 
Chadron at Peru : Briar Cliff at Wahoo 
JF K : 
Northwestern . Iowa, 
at D a n a : 
Siou x Falls at Con cordia: 
McCook JC 
at Lam ar. Colo., JC: Scottsblu ff JC at 
Northwest Commu n ity Colleg e of Wy o­ 
min g ; 
York 
JC at 
McPherson . Kan .: 
Lin coln Hig h Schools: Frem on t at Lin ­ 
coln East. E ast Gy m. 8 p.m .: Piu s X 
v s. Lin coln Hig h, Pershin g Au ditoriu m. 
8 p.m.: Beatrice at Lin coln Northeast. 
John son Gy m, 8 p.m. 
SWIMMING—Sou thern 
Illin ois 
at 
Ne­ 
braska. NU Coliseu m Pool. 2 p.m. 
GYMNASTICS—Lin coln 
Sou theast 
at 
Beatrice: 
Lin coln 
Hig h 
at 
Hastin g s; 
Omaha Bry an at Lin coln Northeast, 4 


^'W RESTUNG — Hig h School District 
Tou mameDt a t Lin coln S ou th ea^ 


The Bu lldog s, 8 4 on the 
y ear, hav e steadily improv ed 
after droppin g three of ttieir 
first fou r at the ou tset of the 
season . 
Others n omin ated for their 
ou tstan din g play in clu de: 
Bill Ha mel, Guide Ro ck—Ca me 
thro ug h with 22 po ints 
a g a inst 
Cla ss C Nelso n to lea d the Cla ss 
D Wa rrio rs to a clo se 57 -55 win. 
His wo rk o n the bo a rds wa s a n 
equa lly impo rta nt fa cto r in the 
v icto ry . 
Jo hn Seidel, Sidney — The Cla ss 
B Ma ro o ns kno cked o ff two Cla ss 
A o ppo nents o v er the weekend 
while Seidel picked up 54 po ints 
a nd 4 1 rebo unds in the two co n­ 
tests. 
Ala n Atkins, Ra lsey -Dunning — 
Co a ch Ra ndy Ha sh ca lls Atkins 
“ the co mplete ba ll pla y er,” his 
o nly returning sta rter fro m la st 
y ea r’s sta te to urney tea m. Ala n 
ha d 3 2 po ints a nd 27 rebo unds 
a g a inst Ty ro n, ha s a v era g ed 
2 2- 
15 in the two depa rtments a ll sea ­ 
so n. 
Chuck 
Wa g ner, 
No rth 
Lo up- 
Sco tia — Wa g ner pa ced the Wild­ 
ca ts to the L.V.A.A. co nference 
cha mpio nship with 4 4 po ints in the 
title g a me a g a inst Litchfield. 
Ro g er W i s e m a n , Sumner— 
Here’s a hig h sco rer who a lwa y s 
dra ws the to ug hest defensiv e a s­ 
sig nment 
a s well. 
Co a ch J i m 
Hesse sa y s tha t in ' o ne recent 
g a me, ra ted a to ssup, 
“ I g a v e 
him the o ther tea m’s to p sco rer 
to g ua rd. He held him to fo ur 
po ints while sco ring 
3 3 himself 
while hitting 16 o f 18 fro m the 
field.” Wisema n a lso led the Fo rt 
Kea rney 
co nference 
in 
sco ring 
during the fo o tba ll sea so n. 


Doa ne To Hos t Ga ls ' 
Tra c k Me e t April 2 7 


Crete — The secon d an n u al 
Doan e Colleg e Women ’s In v i­ 
tation al Track Meet has been 
schedu led for April 27, ac­ 
cordin g to Mrs. Marlen e Joy , 
director of Women ’s Phy sical 
Edu cation at Doan e Colleg e 
an d meet director. 
The meet schedu led to be at 
Simon Field on the Doan e 
campu s is san ction ed by the 
Nebraska S c h o o l Activ ities 
Association . Girls in g rades 
n in e to twelv e may partici­ 
pate, if they represen t their 
respectiv e hig h schools. 


Wed nesd oy, Feb ruory 7, T968 The fJwe nin Mimr t f 
So lich Na med Knig hts^ Fo o tb a ll Co a ch 


R v v m n i f » A R L 'IT 'O 
_____ 
________ 
By VIRGIL PARKER 
Prep Sports W riter 


Fran k Solich, who holds 
an all-time Nebraska ru sh­ 
in g record, w a s n amed 
Tu esday as the n ew head 
football coach at Lin coln 
Sou theast Hig h School. 
An n ou n cemen t of the se­ 
lection of the 23-y ear-old So­ 
lich, who has coached for 
two y ears at Omaha Holy 
Name, was made by Dr. 
Wesley Lau terbach, prin ci­ 
pal at Sou theast. 
‘‘Thou g h Fran k is rela­ 
tiv ely in ex perien ced, he has 


man y 
compen satin g 
fac­ 
tors,” Lau terbach said. “We 
hav e a rebu ildin g prog ram 
to u n dertake an d feel that 
he is the ty pe of man who 
can In still the same kin d of 
en thu siasm in football that 
ex ists in the rest of ou r ath­ 
letic prog ram.” 


Kn ig hts’ athletic director 
D a r w i n Salestrom con ­ 
firmed the rebu ildin g prob­ 
lems. On ly three lettermen 
w i l l retu rn . Thirty -eig ht 
bo y s earn ed mon og rams 
last season . Thirty -fiv e were 
sen iors. 
“Ev ery on e we talked with 


was real impressed with the 
job he did at Holy Name,” 
Salestrom said. H is first 
clu b in 1966 was 2-7, bu t fin ­ 
ished 6-2 last y ear when his 
team was ran ked No. 2 in 
the fin al Class B ratin g s. 
Solich was n amed metro­ 
politan area coach of the 
y ear for his rebu ildin g job. 
T h e Nebraska “mig hty - 
mitc,” who ran at fu llback 
for the Hu skers despite his 
162 pou n ds du rin g the 1963- 
65 campaig n s, su cceeds Bill 
Stephen son , who resig n ed as 
coach last Nov ember after 


sev en y ears as boss of the 
Kn ig hts’ football fortu n es. 
Stephen son compiled a .36- 
24-2 record du rin g his ten ­ 
u re. Sou theast was 5-4 last 
y ear. 
Solich accou n ted for 1,071 
y ards du rin g his three y ears 
at Nebraska. Du rin g his se­ 
n ior y ear he broke a 1.5- 
y car-old 
Bobby 
Rey n olds 
sin g le g ame ru shin g record 
which still stan ds, 204 y ards 
ag ain st the Air Force. 
He play ed on three bowl 
teams which had a com­ 
bin ed 29-3 record u n der Bob 
Dev an ey . 
FRANK SOLICH 
CZECH 
ICERS 
CRUSH 
U.S. 


Kansas City 
Baseballers 
Hire Me tro 


Kan sas City 
— Kan sas 
City ’s 1969 American Leag u e 
ex pan sion team n amed Char­ 
ley Metro director of play er 
procu remen t Tu esday , com­ 
pletin g a fron t office triu m- 
v erate sworn to form a win ­ 
n in g team in record time. 
Metro, 49, join ed Cedric Tal­ 
lis, ex ecu tiv e v ice presiden t, 
an d Lou Gorman , director of 
play er dev elopmen t in a n ews 
con feren ce pledg e to “field a 
win n er qu ickly .” 
Tallis, hired away by own ­ 
er Ewin g M. Kau ffman from 
the Californ ia An g els, said a 
field man ag er will n ot be 
n amed u n til late this season . 
' He refu sed to commen t on 
reports that H a n k Bau er, 
Baltimore 
Orioles man ag er 
an d on e-time man ag er of the 
old Kan sas City Athletics, 
mig ht be willin g to retu rn on 
a lon g -term con tract. Bu t Tal­ 
lis added: 
“ I don ’t believ e in lon g ­ 
term con tracts for man ag ers. 
An d I don ’t wan t an y body 
who’s g ot it made. I like ’em 
hu n g ry .” 
Gorman an d Metro, w h o 
will operate with equ al au ­ 
thority , said they will start 
n amin g a s c o u t i n 
g staff 
Wedn esday . If the leag u e al­ 
lows Kan sas City to draft 
free ag en t play ers in Ju n e, 
the clu b wiU try to work ou t 
farm clu b ag reemen ts with 
some Class A teams this y ear. 
Du bu qu e, Iowa, of the Mid­ 
west Leag u e an d Raleig h, 
N.C., of the Carolin a Leag u e 
were men tion ed as possible 
Kan sas City farm clu bs. 
Tallis said when the ex pan ­ 
sion draft is held in October, 
the clu b will con cen trate on 
obtain in g 
y o u n g e r 
play ers 
from the o t h e r American 
Leag u e teams. 
Metro termed the ex pan sion 
draft sy stem, which will al­ 
low dippin g in to min or leag u e 
rosters of established Ameri­ 
can Leag u e teams, “v e r y 
liberal.” 
He predicted it will en able 
Kan sas City an d Seattle to 
pu t tog ether the n u cleu s of a 
g ood team in two or three 
rou n ds of draftin g in stead of 
waitin g sev eral y ears. 
Metro, w h o called himself 
“probably the most en v ied 
baseball man in the whole 
cou n try ” for'win n in g his n ew 
job, was a su perscou t last 
y ear for Cin cin n ati. ^ 
An ou tfielder in his min or 
leag u e play in g day s, he man ­ 
ag ed in the min ors for 17 
y ears an d fin ished ou t of the 
first div ision on ly on ce. 


WINNING EFFORT 
Jim Hoy t of Lin coln Northeast does a on e-han d stan d en rou te to his win in the 
free ex ercise competition in a g y mn astics meet with Lin coln Hig h. (Staff Photo by 
Jim Palmer) Su mmary pag e 22. 
Fre e Throws Boos t 
De s hle r To Vic tory 


Sta te To Ge t 
Fis h, Wildlife 
Fe de ra l Gra nts 


Washin g ton (UPI) — In ter­ 
ior Secretary Stewart Udall 
said Tu esday Nebraska has 
been apportion ed $135,563 as a 
fish g ran t an d $493,8 61 as a 
wildlife restoration g ran t. 
The state fu n ds were in ­ 
clu ded in more than $15 mil­ 
lion in federal aid apportion ed 
to the 50 states for fish an d 
wildlife restoration . 
The fu n ds are u sed for ac­ 
qu isition of fish an d wildlife 
areas, habitat dev elopmen t, 
hu n tin g an d fishin g access 
sites an d research. 
Un der the prog ram, In terior 
pay s u p to 75 per cen t of the 
cost of completed state proj­ 
ects that hav e met federal re­ 
qu iremen ts. 


Gym He a d Appointe d 
Mrs. Ju liette Simpson , in ­ 
stru ctor of phy sical edu cation 
for women at the Un iv ersity 
of Nebraska, has been ap­ 
poin ted s t a t e 
g y mn astics 
chairman for the div ision of 
g irls an d women ’s sports. a| 
div ision of the American As­ 
sociation for Health, Phy sical 
Edu cation an d Recreatioil 


By VIRGIL PARKER 
Prep Sports Writer 
Deshler—The Deshler Drag ­ 
on s squ eezed ou t their 15th 
straig ht v ictory here Tu esday 
n ig ht as they edg ed n eig hbor­ 
in g Hebron , 5047 before a 
jam-packed crowd. 
It was obv iou s both clu bs 
had been 
an ticipatin g this 
lon g - awaited showdown as 
both were tig ht an d ten se 
throu g hou t. 
Accu racy at the free throw 
lin e spelled the differen ce. 
The top-rated Class C Deshler 
qu in tet can n ed 11 of 12 charity 
opportu n ities in the fin al qu ar­ 
ter to main tain its lead an d 
win . 
On the other han d, Hebron , 
on the on e-an d-on e early in 
the secon d half, failed on the 
first six su ch opportu n ities 
an d man ag ed bu t sev en of 20 
free throws for the g ame. 
Deshler coach Tom Rin e 
said, “I’d stake my life on 
Brad Brettman at the free 
throw lin e. He w on the He­ 
bron g ame last y ear the same 
way .” Brettman swished sev ­ 
en straig ht from the lin e in 
the fin al qu arter when the 


/# 
Cloud County "5 
Tops Fa irbury 
Con cordia, Kan . (JPI — Clou d 
Cou n ty ’s tall basketball crew 
swept to an easy 109-83 v ic­ 
tory ov er Fairbu ry Ju n ior Col­ 
leg e Tu esday n ig ht. 
Clou d Cou n ty ju mped to an 
early lead, was ahead 53-38 at 
the half, an d con tin u ed to pu ll 
away . 


Fairbu ry ...................................... 38 4,>— 83 
Clou d Cou n ty 
53 56—109 
Fairbu ry : Schlichtman 22. Gilmore 19, 
Short 13, E rhart 10. John son 9 , Hellerich 
6, Schoen 4. 
Clou d Cou n ty : 
Wassen bu rg 30, McCaf­ 
frey 19. Gilpin 
17, Ken n edy 16, Nelson 
11. Mitchell 6. Grady 6. Smith 4 . 


win n ers 
man ag ed bu t on e 
field g oal. 
Hebron g ain ed a three-poin t 
lead in the in itial stan za, 10-7, 
bu t Deshler man ag ed to g ain 
a 15-14 adv an tag e at the first- 
qu arter break. 
The host team kn ocked in 
fiv e more poin ts to g ain the 
g ame’s big g est marg in at 21- 
14, 
althou g h 
Hebron 
n ar­ 
rowed the g ap to 27-22 at 
halftime. 
Hebron redu ced the Desh­ 
ler lead to 37-34 at the en d of 
the third qu arter an d tied it 
at 4444 in the fin al min u te 
before Brettman hit fou r cru ­ 
cial free throws in a row to 
ice the win . 
Fifth - rated Hebron , n ow 
11-5, may hav e a chan ce for 
rev en g e 
later this 
season . 


Both clu bs are in District C-2. 
Hebron ............................. 14 
8 12 13—47 
Deshler .............. .............15 12 10 13—50 
Hebron —Lon g S. Thu msn n 6. Hen n tag 
7. John son 11, Haase 18 . 
Deshler—Brettman 22. Bu n temey er 7, 
Fin tel 9 , Preifert 8 . Kov ac 4 . 


Ame ric a ns Fa ll, 
5-1, In Hoc k e y 


Gr e n obl e , Fran ce (.4^ —- 
Czechoslov akia sn apped a tie 
early in the secon d period an d 
wen t on to cru sh the Un ited 
States 5-1 Tu esday in the open ­ 
in g match of Oly mpic hockey 
competition . 
The teams ex chan g ed g oals 
in the first period, bu t Jan 
Hav el scored after on ly two 
min u tes of the secon d period 
had e l a p s e d, pu ttin g the 
Czechs ahead to stay . 
Jaroslav Jirik added a g oal 
17 min u tes later, an d t h e 
Czechs pu t the g ame away 
with third-period g oals by 
Pejr Hejma an d Jiri Holik. 
Dou g Volmar, an en g in eer 
from Min n eapolis, spu red the 
Un ited States’ on ly g oal. It 
came at 16:22 of the first per­ 
iod an d tied the g ame 1-1. 
Larry Pleau of Boston as­ 
sisted on ttie score. 
Volmar took the pu ck away 
from rig ht win g er Josef Cer- 
n y an d backhan ded a shot 
from 20 feet ou t. 
The American s thou g ht they 
had scored an other g oal short­ 
ly after Hav el’s tally in the 
secon d period, bu t it was dis­ 
allowed. 
Pleau faked Czech g oalie 
Vlado Dzu rilla to the rig ht 
an d fired the pu ck in to Bie 
top left corn er of the cag e. 
Bu t the referee ru led t h a t 
Pleau had been offside. 
That wou ld hav e tied the 
g ame 2-2, bu t in stead t h e 
Czechs remain ed ou t fron t an d 
stay ed there. U.S. g oalie Pat 
Ru pp of Min n eapolis was the 
v ictim of the Czech on slau g ht. 
James Su chy beat Ru pp in 
the first period, lettin g g o with 
a shot to the rig ht corn er ju st 
as he was flatten ed by the 
U.S. defen semen . 
In the secon d period, Hav el 
took a pass from Fran Pos- 
pichil an d fired the pu ck ju st 
past Ru pp’s shou lder. Jirik 
beat the g oalie from in close 
ju st 14 secon ds before the en d. 
“We were ju st too hig h, too 
tig ht,” said Mu rray WilUam- 
son , the American coadi who 
play ed at the Un iv ersity of 
Min n esota in the late 1950s. 
“The Czechs are n ot that 
g ood. On a g ood n ig ht we 
cou ld beat them an d I thin k 
we will beat them the n ex t 
time we play . They arc n ot in 
a class with the Ru ssian s an d 
I believ e both Can ada an d 


. . IN OLYMPICS 


Sweden can beat them,” he 
said. 
William.son said the en tire 
t e a m was disappoin ted at 
their poor performan ce. 
“We’re a fig htin g mad team 
n ow,” he added. “We are g o­ 
in g to win ou r g ame ag ain st 
Sweden tomorrow.” 
Herb Brooks of St. Pau l. 
Min n ., who was a member of 
the 1964 team, said, “It was 
on e of the poorest g ames we 
hav e play ed du rin g the past 
mon th.” 


Horkey 
CiichoBlov tkla 5. Un ited States 1 
Ru Mia 8 . Fin lan d 0 
Can ada 6. West German y 1 


GRENOBLE. Fran ce (AP) — Stan d­ 
in g s In Grou p A of the Oly mpic hockey 
tou rn amen t: 


Sov iet Un ion 
Can ada 
....... 
Czechoslov akia 


W L T Pis. GF G4 
1 0 0 
2 
8 
A 


Un ited su tes .......... 0 1 
West German y 
Fin lan d 


GRENOBLE. 
Fran ce. (AP) 
— 
The 
schedu le for Win ter Oly mpic ev en ts on 
Feb. 8 . all times EST; 
1 a.m. — (Gren oble) — Women 's fig ­ 
u re skatin K. compu lsory fig u res (Peg g v 
Flemin g , Colorado Spiin g s. Colo., .lan et 
Ly n n , 
Rockford, 
III., 
an d 
Albertin a 
No.v es. Arlin g ton . Mass.) 
2 a.m. — (Vlllard-de-l.an a) — Men an d 
women lu g e sin g les, first two of fou r 
ru n s, (laien Williams. Old Tappan . N.J., 
Kathleen 
Roberts. 
Miles 
City , 
Mon t.. 
Sheila Johan sen . Billin g s. Mon t., Michael 
Hessel. Eu g en e. Ore.. Jam es 
Mu rray , 
Av on , Mon t.. Kim Lairtoa. Tahoe City . 
Calif., Robin Partch. St. Clou d. Min n .) 
6 a.m. 
— 
(Chamrou sse) 
— 
Men ’s 
down hill ski (WlUUm Kidd. Stowe. Vt.. 
Jere Elliott. Steamboat Sprin g s, Colo.. 
Den n is McCoy , BMiop, Cal.. Jam es Bar­ 
rows, Steamboat Sprin g s. Colo.) 
II a.m . — (Gren oble) — Hockey g rou p 
A — Cn schoslov akia v s. West German y . 
Pau l 
Lamey , Man chester. N.H., 
a n d 
Robert Hu scher, New York, Howard Clif­ 
ton . Eln ora. N.Y.. an d Michael Lu ce. 
Keen e. N.Y.) 
2:30 p.m. — 
(Gren oble) — 
Hockey 
g rou p S — Norway v s. Fran ce. 
3 p.m. — (Gren oble) — Hockey g rou p 
A — Can ada v a. Fin lan d. 


Peru Cag ers To Host 
Chad ron State Frid ay 
Peru — Peru State Colleg e 
will host Chadron State Col­ 
leg e Friday an d Satu rday in 
a pair of basketball g ames 
destin ed to play key rolls in 
the race for the Nebraska 
Colleg e Con feren ce champion ­ 
ship. 
Both Peru State an d defen d­ 
in g NCC kin g Chadron State 
n eed a pair of v ictories to 
keep pressu re on loop lead­ 
in g Way n e State. Way n e has 
a 4-1 con feren ce record, Peru 
trails by half a g ame with a 
3-1 mark, an d Chadron came 
on stron g last weeken d to 
thrash Hastin g s Colleg e twice 
an d mov e its NCC record to 
3-2. Each team play s eig ht 
con feren ce g ames. 


Doa ne Sque a k s 
Past Conc ordia 


Seward (jP) — Doan e a n d 
Con cordia fou g ht down to the 
fin al g u n before Doan e escap­ 
ed with a 67-66 basketball 
v ictory Tu esday n ig ht in a 
g ame in which six poin ts was 
the g reatest lead by either 
team. 
At the half it was Con cor­ 
dia 30-28 . Con cordia mov ed to 
a six poin t lead before Doan e 
powered back to a six poin t 
lead at 5:45 left in the g ame. 
The teams stay ed within a 
basket or two down to the fin ­ 
al secon d when Con cordia’s 
Ken t Jon es san k a fielder to 
pu ll his team within a sin g le 
poin t. Jon es paced Con cordia 
w i t h 22, while Loren Coate 
had 21 for Doan e. 
Doan e ........................................... 28 39—67 
Con cordia 
......................... 30 36—66 
Doan e: Coate 21. Owen 16, Gran t 11. 
Kru szka 8 , Gissler 6, Eg g er 3. 
Con cordia: Jon es 22. Grev e 18 . Loh- 
mey ar 12. Raabe 8 . Naber 4. Pooker 2. 


3 BIG DAYS 


We dne s da y — ^Th ursday— Frida y 


Sa me wra p-a round high pe rforma nc e 
tre a d de s ign a s the Fire s tone origina l 
e quipme nt tire s on Ne w 19 66 Ca rs . 
Tir» *ton* 
DLC-100 
NEW 
TREADS 
RETREADS ON SOUMO TIRE BODIES OR ON YOUR OWN TIRES 


Phis 37^ to57# 


eiccis« ta x , 
sa les ta x , a nd 
2 sa mesize 
tires o ff Fo ur ca c. 
WHITEWALLS or BLACKWALLS 
ANY SIZE LISTED 
7 .7 5-1 4 
7 .0 0 -1 4 
7 .7 5-1 5 6.50 -1 5 
7 .50 -1 4 
6.9 5-1 4 
6.7 0 -1 5 6.4 0 -1 5 
7 3 5-1 4 
6.50 -1 4 
7 .3 5-1 5 7 .0 0 -1 3 
La rge r Size s 2 for $28 


6.50 -1 3 
6.0 0 -1 3 


Insid e 
Parking 
FIRESTONE STORE 
Off StrMf 
Parking 
12th & "N 
f f 
OPEN 
TNURS. EVE. 
4 3 2 -1 0 8 8 
t 


1 2 T iic IJ wiH ilii Himr 
Wednesdoy , februory 7 , 19 6 8 
Santa Anita's 
Boycott Ends 
. . . RACI NG RESUMES TODAY 


Arcadia, Calif. 
— A com* 
accepted a three year term 


Pro Ba sk etb a ll 
NBA 


Railern OlthiM 


promise agreement has end* where originally they wanted 
ed a horse owners boycott of 
Santa Anita and racing 
re­ 
su mes today. 
The $100,000- 
added C ha r l e s H. St ru b 
.stak es 
- Featu ring horse of 
the year Damascu s - - ha s 
been set for Satu rday. 
A three-y ear contract un­ 
der which Santa Anita w i l l 


only two 
For tlie past Ifi years, m a­ 
jor California track s ha ve 
paid 40 per cent 
Figu red for a 75-day Santa 
Anita meeting, one per 
cent i 
«r- w^nnVViif^f 5« 
was estimated at $155,000 
D on g Atkins, 
secretary 
treasu rer of the California Di-1 wVu« ."« ; 


Slate Colleges 
tVMn# •*, 
Conmrrtt* HR 
York ,)( 81. 
Norfolk JC m 
W« >nr 91. 
MldUnrt 7« 
Mr<ook JC9 I. 
(olhy.IC6 4 
I’frw to. 
.*>tmp« ort 77 
State High Schools 
.Sirom^hu r« 81. 
< l« rk<i 57 
•lohnWitn 87. 
Cjlv 82 
< roiiihton Pr^p 
81, 
{). Hu rk # « 5 
< oiinrll RiiKH Al. 80. 
B«>1Ihvih > 37 
F.Ik hom SJ 48. 
« ) .S« rri« d H#*rt 23 
I fhllni 7.3, 
Wat« *rloo 70 
Itr^hl^T .VI, ll» *hron 47 
IlHrmnn 5.5. 
(>d*r Blu ff« 5.1 
T©r« m» « h 74. 
Sf^ll* .Sr>u th*« a 31 
i’olrildi» - *»7, 
Wvnot 40 
!/Mii« Mtl« .i4, 
Arlmjfbin 51 


Phil« (1i>tphlt 
I Bn« tfm 
i fJvfrnH 
N>w York 
rinrlnoHtl 
Raltlmor« 


ABA 


,7.12 
.07 1 
.vm 
,48.1 
.4’i8 
404 


(l^HCWMtfr 72, 
Fu im 41 
Crvlxhton 711, 
Oamond 55 
M« rtinKion tX' « s 
V4m» )d« 4« 


pay 4.1 per cent of Its share ! v ision of the Horsemen's He-1 
from parimntuel betting 
in 
pu rses was negotiated Tues­ 
day night. 
S ho r t l y after came the 
St ru b annou ncement. It was 
po.stponed last Satu rday after 
hor.semen began their entry 
box Iwycott. 
The .Stru b, for 4-year-olds 
at a mile and a qu arter .will 


V« rdlfre 51 
cr.oA a V A U E r 
Firtl R« aiiil 
Wolharh 88, 
(>d« r Rapid« 8t 
KIgin Pop# John « 8. 
Or« « ley 11 
MIf» RIVFRS 
Flrti lUani 
RoMPland 59 
Tru mlnill « 7. 
Rtadan h 2 
. . . 
. 
. 
„ 
. 
. 
< LOVKRI.KAr 
Atk in? said the Santa Anita 
r t m lu u n a 
, 
r , 
, 
. . . 
i*orrh#« lfr 81, 
Meridian .54 
contract !.s retroactive to the 
Miiu gan m , 
ohiou a m 
.MIDKTATK 44» Vr. T4M R.VET 


nev olent and Protectiv e As­ 
sociation, said contracts with 
other tracks would be nego- Adam« omrai'^iT 
Hated Independently . 


.start of the meeting and that 
all cou rt su its arising from 
the boycott will he disrni.s.sed. 
When negotiations brok e off 
be the featu red attraction bu t ; early Tbu r.sday morning, the 
will .share hilling with t he hor.semen refu sed to 
e n t e r 
Other Colleces 
$.10,n(l0-added San M a r c o s their hou ses cau sing cancel- nitm.u a n . wi«con«in m 


rirat Rou nd 
N>u man Orova ,52. 
Oodga 41 
dark aon f>7. 
flu mphray ,52 
k T. KFARSFY T(H RNKY 
4|nartarflaal« 
Ovarfon 88. 
Anfall 47 
Wilron 71. 
Amharnf i»5 
lioomla 76, 
Plaananton 57 


Handicap at the same di 
tance on the tu rf cou rse. 
Australian champion Tobln 
Rronre heads the oomineci 
for the San Marcos. 
In the agreement, 
S a n t a 
Anita boosted pu r.ses from the 
41 per cent it had annou nced 
on .Ian. 
25 
The 
hor.semen 


s -« lation of cards on Friday, Sat­ 
u rday and Tu esday. No rac­ 
ing was schedu led Su nday or 
Monday. It was estimated the 
State of California lo.st more 
than $70fi,000 in revenu e 
for 
the three days of nonracing. 
Following 
the 
agreement, 
entries were tak en Tu esday 
I 
came down from the 47 per morning for Wednesday rac 
cent they had ask ed and also! ing. 


RiKiUin College !H, 
Mastarheu aeUa 
.North Carolina IA8. 
Virginia 64 
Ihik a K). 
Maryland 64 
Davldaon 53. 
Fu rman 40 
Ark an« aa 81, 
Texaa Terh 38 
.St, Mary‘8, Kan. 84, 
Fort Haya, 
Kan 73 
F.mporla 9 1. 
Bethany, Kan 88 
Frfeitd« , Kan. 87, 
Ottawa. Kan. 6S 
Te« aa A*M 75. 
Rice 88 
Tenaa Chrt« tlan II. 
Sou thern 
Medhodlat « 4 
Baylw 74. 
Texas 58 


We« tern OlvHlon 
At lou l« 
41 
17 
.717 
San Franrlaco 
16 
21 
.610 
tAn Angelet 
13 
24 
.579 
Chicago 
18 
11 
. 11« 
.Seattle 
17 
41 
291 
San IRego 
11 
44 
241 
Tne« day'« Re« olie 
OefroU 1» , .San Diego 9.1 
New York 121, St. l/xii« 100 
lx» a Angele« 168, Cincinnati 102 
San Franclaco 126. Chicago 124, over* 
Urn« 
WediMHiday'a Oame« 
New York at Baltimore 
.San Diego va. Philadelphia at Boston 
Si Lou l« at Bo« tnn 


Beiiffid 
Wen Leat 
Pel. BcMnd 
WItsbu rgh 
16 
19 
.6.55 
Vi 
5tinne« ots 
37 
20 
.649 
11 
Indians 
n 
2» 
.491 
9 
14 
New Jersey 
X 
11 
.456 
11 
15'A 
Kentu ck y 
22 
.14 
.393 
14*« 
18'V 
Western Dlvisiee 
New Orleans 
3.5 
29 
.61« 
— 
-- 
Denver 
.11 
22 
..565 
1 
6'* 
j xDallsa 
__ 
29 
22 
.569 
4 
« ', 
1 xOak lsnd 
19 
.30 
.1M 
13 
23« « 
An« helm 
...... . 19 
.16 
.145 
16 
25 
Hou ston 
18 
.17 
.327 
17 
M 
X Late game not Inclu ded. 


n XS 
FRANCISCO CRICACfO 
O F T 
Warlfk 
3 0-0 
8 Sloan 
C, l,e« 
10-0 
2 Rohin« n 
Altle« 
1 00 
2 Waxhtn 
King 
1 4-.5 
6 flaak ru i 
.Mu lina 
9 .1-3 
21 Kainr« 
F.lli« 
0 0-0 
0 F,rck « n 
r I,e* 
13 4-4 30 Clemn« 
HeDel 
11 13*13 39 Mei,me 
Booier 
47 33-36 12« Total« 
Total« 
San Franclara 
t hiragft 


O F T 
13 7 8 33 
4 4 4 12 
7 6 7 20 
2 11 
.5 
4 1-2 
9 
3 441 10 
1 0-0 
2 
2 0 1 
4 
10 9 -9 » 
46 32-.W124, 
_____ 
M ?! 51 « ÎT“Î5Î i 
drteaiM 
M .13 14 21 14-124 Mlnneaoia 


Tae« day’i Reau lta 
Indiana 11.1. PttUhu rgh 100 
Minneiwta 112, New (Rrleang 119 
DallM at Oak land, night 
Wcdneaday*! Game« 
New Ofleang va. Onk laM at Portland. 
Ore. 
Dallaa at Denver 
PitUbu rgh at Hou atoa 
New Jeraey at Indiana 


NEW ORLEA.NS 
MINNESOTA 


Brown 
Jone« 
Rohhna 
Morind 
Moe 
Oman 
Rranan 
Mitchil 


Total« 


O F T 
3 3-3 
9 Freema 
9 8-15 24 Perry 
4 1-1 
9 Daniel« 
6 4 4 18 Hu nter 
15 7-8 38 Thorea 
2 1-3 
5 Smith 
1 5-8 
7 Inngr 
1 04) 
2 Palmer 
Ku nre 
41 17-42 119 Total« 


Fou led mJt- jtan Franclaco, Altle*. Chi* 
cago. Sloan. 
Total fou la-San Franclaco 29 , Chicago 
27 
Attendance 2.354. 


O F T 
8 6-9 22 
7 3-4 17 
• 2-7 14 
10 3-5 24 
8 04) 12 
0 4-8 
4 
8 0 2 1.3 
1 0-0 
2 
1 2-2 
4 
48 3D-3S 11» 
35 » 4 » 8 M-119 
W 19 3» 28-11» 


70 


Prep Ca g e Summa ries 


Tfciimifh 7 4, 
SK Consolidated .111 
Tecu m« eh 
. 
14 18 32-78 
RK Cnnxolidatgd 
’ 11 15 
8 16 
Tetu m« ieh (¡legory 14. Ptirchalla 
16, 
Agena 4. .Schmidt 6. Doty 20. Phillip« 8. 
flarrl« 7 fhtm« chei 2. Jon« *« 2 
SEC Morn« 9 . Keniopp 4. ( handler 8. 
Rartxmr 9 . KelMv 4. Hillyard 4, 


Kim wood 67 , 
Weeping Water 5 6 
Elmwood 
14 
15 24 14-87 
Meeping Water 
17 9 
9 
21 .5« 
Elmwood Beck 27, Fergu aon 10, Roaln- 
|owl II, loiwBon 1(1, KlrchoH 7, Clement 


Weeping Mater Wlpf 18. NIrhola 11. 
Wad* 13. Paraoa 6. VanHorn 2. Homan 8. 


Adams 9 6, Douglas 6 6 
Dou gla* 
12 
20 13 21-88 
Adam« 
19 
23 28 24 -9 6 
Dmiglaa Fergvmon 
4. C. 
Phillip« 6. 
Bergman 25. It l*hlllip« 
10. Zech 
S. 
Brink man j, .Steinhu ller 2, Malone 6 
Adam« ,lohn« on 27. C 
Van Engen 8. 
A! 
Van Engen 14. .Sc-hmidt 17. lelier I. 
Hau xon 4. Harm« 4, llan« el 6, H*cher t. 
Bowne 4. Baehr 2. You ng 2 


.lohnson 8 7 , Pawnee City 8 2 
Johnmon 
24 
18 21 * 26 87 
Pawnee 
Citv 
15 36 18 23 
82 
John« on Kohr« 19 , Michel 15, Bu rr 14, 
1.eroy Meyer 1.1, Icnren Meyer 13, Knip- 
plemeyer 11. 
Pawnee Citv Dahlgren 20. Ganrel 30, 
Bow man 20. Iliilwr Ifi. Wi« « ler 6 
Herman 55, Cedar Bluffs .51 
Herman 
9 17 14 1.5 
.55 
t edar Blu ff« 
7 
18 16 12- 53 
Herman Cameron 14. Eanen 12. Bru n- 
ton 10, Andrew« 10, Hannen 5, Hovendlck 
2. Rogert 2, 
Cedar Blu ff« Rohwer 13. Hannen II, 
Hall 
7. 
McCau ley 
10. 
VandertUca 
7. 
Etchmeler 6. 


Sh Sophs 42. Kast Sophs 17 
Sou theant 
13 7 
19 
i:a« t 
9 9 
9 19 37 
.Sou theaat-l’nger 5. Rel» helm 5, Megin- 
■la 3. Enngton 8. Anderson II, Adama 
1, Wagner 12 
Ea» t — RolDmeyer 4, Billnbach 2. Ne« « 
7. Crone 
1. 
Du nmngan 
12. Ober» 2, 
Kreimer 8, Mitchell 2. Gemmell 1. 


Kearney After First 
League Win Thursday 


Kearney -- Mired In last 
place in the Nebraska College 
Conference race, coach Way ne 
Samuelsonls 
Kearney 
State 
College cagers hope to w in 
their first conference game 
'Riursday as they host arch­ 
riv al Hastings College. 
The Antelopes host the Bron­ 
cos in a 7 :^ game in Cush­ 
ing Colisem. The junior v ar­ 
sity teams battle at 5 :30. 


Hastings Basaballars 
Open Seoson Mar. 23 


Hastings — Hastings Col­ 
lege will open its baseball sea­ 
son on March 23 at Salina, 
Kan., against Kansas Wesley ­ 
an. The schedule. 
March 23 at Kansaa Wesleyan: 15-at 
Ok lahoma Baptist: 27 at Central State 
(olicge; 28- at Friend« : 30-at Wichita 
(2>; 
April 8 al Creighton <2); 
11—at 
, , 
„ 
Peru (2); 16 Dnane f2); 29 - at Wayne 
.siromshu rg Frederick vin 5, Parmlnlar 
** Nebrask a We« leyan (2); 27— 
at Kearney (2); .19 Concordia (2i; May 
6 -Chadrwn c2); 8 - at Omaha; 9 -u —at 
Nebrask a Wesleyan Tou rnament. 


Klkhorii St. .fohn 48 , 
Omaha SH 25 
Elk hom 
. 
8 
8 10 24- 48 
Omaha 
4 
5 
8 
8 15 
Elk horn Hahn 17. Kramer 14. Barren« 
11. Kooney 4. Krone 2 
Omaha Nelson 7. Deleon 8, Nochlta 
8, Black 3. .Stearns 2. Hu ghe» 1. 


Stromsburg 8 1. Clarks 5 7 
.Stromsbu rg 
18 26 11 24 
8! 
Clark s 
10 ir> 19 i:i 
'.7 


GG Champs 
On Top Card 
At Sioux City 


Sou th Siou x City — What 
figu res to be one of the top 
fight cards of the season has 
been lined u p by Bill Kngel 
for 8:30 Wednesday night at 
the Atok ad Exhibition Hall 
here. 
The IS-bout card will be 
highlighted by a double main 
ev ent at fiv e rounds each with 
two Norfolk brothers, who are 
former Golden Glov es cham­ 
pions, taking on two Sioux 
City , Iowa, cousins. 
Light heavyweight 
D a l e 
Hixon 
will 
tak e 
on 
Siou x 
City’s Rick Bailey in one five- 
rou nder and brother Bob Hix­ 
on will test Steve Eik in a 
middleweight contest 
o ve r 
five rou nds. 
Bailey and Eik are first 
cou sins with Fak having won 
eight of his last nine fights 
and Bailey winning his last 
fou r fights this season by 
k nock ou t. 
Another top battle 
p i t s 
lightweight 
L y l e Chicolne, 
who knocked ou t Lincoln’s 
Bob Gropp a month ago in 
the Capital City , against Ira 
Miller of Omaha. 
Former 
Midwest 
Golden ^ 
Gloves champion .Nate Mer­ 
rick of Macy will tak e on Jim 
Dealey of Clear Lak e, S.D., in 
another top bou t. 
Fighters from Sou th Siou x 
City, Siou x City. Macy. Pen­ 
der, Xeligh, 
S i o u x Falls. 
Yank ton 
a n d 
Omaha 
will 
complete the card. 


Uta h Reco rd 
Salt Lak e City (FPD —Billy 
McGill 
holds 
Utah’s 
single 
game bask etball scoring rec­ 
ord with 
60 
points 
scored 
against Brigham You ng Uni­ 
versity in 19 62. 


6. Bak vr 2. K Bak er 14. Fleck 6, Thom* 
4 42 ; aiin 3, Krick sort 29 , Jonson 14 
Clark * R. Herman 8. Beck 7. Hu s- 
mann 7, G. Dou glaa 1, Zou cha 2, Tollard 
8. Su tk o 4. B. Dou flas 9 . Rick Harman II. 


LOUP-FLATTFfTOURNEY 
At Gibbon 
First Round 
Gibbon 5 8 . Loup City 48 
Gibbon 
16 
8 18 18 58 
loMip City 
12 
8 14 IA 48 
Gibbon Frailer 2. Hawk * 13. .Schnaa* 
18. Franaaen 16. McKean 5, Middleswart 
5 
Lou p 
CTtv- IfrtMUiak I 
11. 
Walty 
9 . 
Flominsk i 9 . Rirhi* 9 , Raymon 10. 
Wood Riv er 5 6, Centura 45 
Wood Rirar 
20 
18 
8 12 -58 
Centu ra 
12 
15 
8 19 -A5 
Wo<k1 Riser—CoHna 11. Callahau ti 
11. 
Rru hn 8, Zazala 1. Wilk inaon 3. T. Wilk in* 
aon 17. Thelen 4. 
Centu ra Hu lme 7. Shoop 10. Clau sen 
8. Hadenfelt 9 . Bu rry 11, Stewart 2. 


CLOVER LEAF TOURNEY 
At Milligan 
Semifinals 
Dorchester 6 1, Meridian 54 
IX>rche« ter 
12 
11 18 20 6i 
Meridian 
15 
15 15 9 -.54 
Dorrhester-*Gau « man 18. Botiolz 18. Dal* 
ton 14, Bolter 4. Castanek 4, Ka» mu s» en 
3 
Meridian G. Dree« 16. L. Dree« 12, 
Endorf 10, Marschman 9 . Bachic 5, loiu n 


Milligan 8 9, Ohiowa 5 6 
Milliftan 
. 
21 
20 28 29 —89 
Ohiowa 
14 
17 
9 15—58 
MllUian-Filipe 22. G. Havel 
18. S. 
Havel 16, J. Ru rek 13. M. Bu zek 10. 
Kassik 4. Reni|» e 3, Bru nk ow 2, Capek I. 
Ohiowa- Kmpick a 
19, 
Schropper 
11, 
ilafer 10. Nu n 7, Bornschlegl 7, MatUiiea 


GYMNASTICS 


Lincoln High 7 0, Uncoln NE 42 
» . camp. 
bell. NE: 3. Johnaon, I.H. 
Trampoli« *—1. 
Krohn. NEj 
» . 
(U*) 
Bolt. LH. and Mau ghann. IJt. 
Side 
Horae—1. 
McWilllama. LH; 
I. 
Cholk a. NE: 3. J, ElUa, LH. 
Horizontal 
Bar—I. 
Crork a. 
LH; 
» 
Howell. LH: 3. Reinhardt. LH. 
j^^;*ralle^B ^^-l. J. Tilts. LH; I. Hoyt. 


SÙ1I Rings—1. Kapk e, LH; 2. Gork a. 
LH; 3. I/» we. NE. 
Tu mbling-1. R 
ELUS. LH: 2. Hoyt. 
N’Ei 3. Johnson, LH. 


Southeast 8 8 , East 24 
Free Exercise- 1. Blythe. SE; 2. Batten, 
SE: 3. Cox. ,SE. 
Trampoline 
1, Kimball. SE; 2. Batten, 
*5E. 3. Ixistroh. SE. 
Side Hor« e—1. Yates, SE: J. Dou glas, 
SE; 3. Boren. SE. 
Hori/ontal Bar—1. Gerard, .SE: 2. Boren. 
*SK; 3. I.o« troh. SK 
I’arallel Bars- 1. Gerard, SE; 2. Jones. 
East; 3. (tici Boren and Rohling, both 
SE, 
Sü ll Rings—1. Gerard. SE; 1. McIn­ 
tosh. SE; 3, Jone« . East, 
Tu mbling—I. Bljthe, SE: 2. Batten, SE: 
3. Cox. SE. 


KAN DIFAÌO 
G 
Gambe# 
Kojis 
Williams 
Bnhill 
Kimball 
MKHIn 
Flnk el 
Riley 
Barnett 
Aeton 
Tétala 
« an IHege 
Delrrelt 
Fou led ou t~None. 
Total fou la-San Diego 21, Detroit 21. 


DF.TROIT 
F 
T 
4 5-6 13 DeBacre 
7 1*2 1,5 Disger 
8 2 4 18 Strder 
1 0-0 
2 Bing 
5 3*4 11 Mllea 
7 5*7 l9 ChpelI 
0 2-2 
2 Fataon 
2 7*8 11 Fox 
0 9 9 0 Walk er 
0 0*9 
OOove 
34 38.33 93 Telala 


Three-point goals—Moe, Hu nter. Innln 
Fer.Fou led ou t-Minnesota. Perry, Danlelf. 
Total fou ls—New Orleans 24, Minnesota 
23. 
Attendance 2.983. 
O 
F 
Ti 
5 14 13 : 
7 3 4 17 I 
4 5-8 13 
15 5-7 3.5 
I 
2 2-3 
6 
5 0*9 10 ; 
0 9 9 
0 
2 0*9 
4 
8 2-3 18 
2 0-0 
4 
8« » 9 » l» a 


INDIANA 


Netck y 
Darden 
Harding 
l.ewit 
Browa 
Rayl 
Peeplea 
Edmonda 


Tétala 


PITTRBVROH 


1Î H 
î i 5- . ” 
I I M I a a a 


O F T 
9 4 7 22 Heyman 
6 8 10 20 Washton 
7 1*2 15 Dill 
7 12-15 26 Willmt 
3 3*4 
9 Vau ghn 
4 2*3 11 Kelly 
10-0 
2 Jarvla 
4 9 -0 
I Porter 
Park a 
413M11U Tatala 


O F T 
3 5-8 12 
11 9-13 31 
» 9 1 18 
2 9 1 
4 
4 5-9 1.1 
3 1-1 
9 
4 M 
9 
0 2-4 
2 
1 9 9 
2 
37 » 3*38 108 


America's 
Fleming 
Confident 


Grenoble, France 'th —■ The 
world’s top girl figure skat­ 
ers went through their com 


ALLEY ACTION 
Mea’i » 3» Oame« . 8M Sertea 
At Helltveed — MIdweslj Barry Me« « * 
fee, KLIN, 89 0; Clem Agallar, Agallar 
Bros., 24.5: John Horn, Steven'a APCO. 
233 
Al Plata —• Goodyear; Leon Lahodny, 
Variable .Speed, 233. 
Al Teay's — Dave Everapacher, Jamca 
Elee., 231. 
Womea’s » 88 Oames, S2S Serie« 
At Plata — Roll A Hope: Pat Viti* 
hu m, Lin. Holesale FlortMa. 200: Carol 
Portache. Max 
Transport, 
208; 
K a y 
Blak e, Mr, Charles’, 202: Karen Gold* 
en. 
Neb. 
Neon. 
29 7; 
Bowling Belies: 
* 
' Barbara O'toole. Pin Mrs.. 210: Early 
pU lS O ry -figU re pr a c t i c e r o u tin e Risers 
NeWa Brandt. United Typewrit- 
for thp firgf tim p T iipa ria v 
Hp . ' ' ’• 
Hoveling, R.C. Walters, 
lUI u ie 
I i r s i lim e l u e s a a y 
o e - 212: 
Mary Talbott. Ben Simon’s, .543; 
fore competition for the O y m - 1 J oa« « 
f *>‘»* 
.^iir- 
*¡«1^ u 
• 
/ . I 
•*'y Sowk u p, 
Cook 's 
Const., 
205—.540: 


» 4 31 3» 33-120 


» T. LOCW 
NEW T(HU( 


Bridget 
.Silas 
Beaty 
Wllk ena 
Dhl 
.Snyder 
l.ehman 
Hu dson 
r*avi» 
Cdwell 
Tmlen 
Toiala 
Bt. L« « i« 
New Yerk .............. 
Fou led ou t — none, 
new York 27. 
Attendance 14.402. 


G F 
T 
8 4-4 16 Reed 
3 5-8 11 Ru ssell 
2 3-4 
7 Bellamy 
8 1.3-19 25 Barnett 
7 13 ISKomlvea 
0 3-4 
3 VArale 
0 0 0 
0 Bryant 
5 1-1 11 Frarier 
3 09 6 Jack aon 
3 0-1 
6 Bradley 
0 0-0 
0 
35 39 43188 Tetal« 


O F T 
8 1-3 17 
2 2-2 
6 
7 7-8 21 
9 3-3 21 
0 3 3 
.1 
4 1-1 
9 
1 4-7 
6 
5 5-8 15 
4 3-4 11 
5 2-3 12 


PIHsbargb 
'Three-point 
goals 
Pittsbu rgh — Heyman, Kelly 2. 
Total fou ls — Indiana 25, PitUbu rgli 25. 
Fou led ou t —- None. 
Attendance 1,469 . 


« 31-48 « 1 
23 M 28 29 -10« 
30 2» » 44-121 


Wayne Romps 
Past Midland 


Fremont 
— Way ne col­ 
lected 
its 
17 th 
basketball 
v ictory in 19 starts with a 
91-7 4 
romp 
past 
Midland 
Tuesday night. 
Leading 43-38 at the half, 
Way ne quickly fashioned a 
7 0-5 6 margin, turned back 
a mild Midland rally a n d 
coasted to the win. 
Bill 
Goodwin 
and 
Dav e 
Schneider each connected for 
20 points to lead the winners. 
Wayne 
. 
43 48-9 1 
Midland ............ 
38 36—74 
Wayne- Elfoson 14. Goodwin M. Eman­ 
u el 3. .Strathman 18. HInIz 5. Kru st 7. 
Anderson 2. Park s 2. Schneider 20. 
Midland; Malhoit 4. Clark 12. Searccy 
1. 
M. 
Draemel 17. J. 
Draemel 
16. 
Landowsk l 1, Hagatrom 4. W i l c o x 8, 
You of 11. 


Lon gest Ru n s 


New York (UPI) — Andy 
Uran in 139 and Bob Gage 
in 1949 hold the record for the 
longest run from scrimmage, 
97 y ards. 


YMCA Basketball 
CLASS D 
Holy Trinity 19 . Fir« l Presh>-terian 17: 
Walton 15. Havelock Methodist 10: Christ 
Methodist 24, Trinity Methodist 14; Firat 
Plymou th 14. Grace Methodist 8. 


MID WINTER 
BOAT SALE 
Guy Dean's 
Lakeshore Marine 


f a s t fnd of Capitol Soach L ak t 
OpoR t a.m . to 7 p.m . daily 


Winter Prices on 


Inbonrdt & Oufboardt 
Mercury & Evinrude Meters 


All Boats In Stock 


4 77-3906 


McCook Avenges 
Loss To Colby 


McCook fJh — McCook J u­ 
nior College av enged one of 
its losses by whipping Colby 
J C of Kansas, 91-64, Tuesday 
night. 
'The Kansas team claimed 
a 64-5 5 v ictory on its h o m e 
court earlier. 
McCook got a good start 
against Colby ’s ball control 
game and fashioned a 38 -18 
halftime adv antage. Colby had 
to switch to running after the 
half and McCook had no trou­ 
ble with the change in tactics. 
McCook, now 11-10, was led 
by Barry Driscoll and B i l l 
Hansen with 11 points each. 
Dennis Maley scored 16 f or 
Colby , 7 -12 for the season. 
Colby 
......................................18 48 -6 4 
McCook...................................... 38 53 —91 
Colby: 
Maley 
16, 
Lu ndgren 
lO. G. 
Smith 9 . Cromwell 6, Selby 5, Wick er 
.5. Wilson 4, VanSlck li 3. Mu llens 3, 
Ogier 2. K. Smith 1 
McCook : DriacoU 14. B. Hansen 14, 
Cary 11. Beamon 11, Acey 9 . Fox 7, 
Parson 7, Gilmore 6, Greene 5. Lynch 
2. Malcolm 2, R. Hansen 2 jSchrader 1. 


pic title begins in earnest to 
day . 
World champion 
P e ggy 
Fleming of Colorado Springs, 
Colo., a i usual looked best in 
the Intricate but unspectacu­ 
lar ex ercise which still ac­ 
counts for 60 per cent of the 
total points in international 
competition. 
Peggy ’s performance was 
not flawless, and she almost 
lost her balance twice while 
changing weight during a tight 
loop. Yet the teen-ager made 
fewer errors and had more 
self-assurance than her two 
closest riv als, Gabriele Sey - 
fero, 19, of East Germany and 
Hana Maskov a, 18 , of Czech­ 
oslov akia. 
Asked whom she considered 
her strongest competitor for 
the Oly mpic gold medal, Peg­ 
gy 
said 
“ Peggy 
Fleming” 
with a broad grin. She clear­ 
ly feels certain of v ictory . 
“ I felt real good today ,” she 
S m m S I im 
course I didn’t put 
in ev ery thing I had—Pm sav ­ 
ing that for tbe competition.” 
She wasn’t at all worried 
about the few noticeable er­ 
rors in her figures. “ No one 
is perfect,” she said cheerful­ 
ly . 
The loop, a double circle 
less than six feet in diameter 
with a twist at each end, is 
the most difficult of the v arious 
ty pes of compulsory figures, 
Peggy 
s a i d , 
“ particularly 
when y ou’re under pressure.” 


lily. 
302: 
C r u m p 
Ru th 
Peterson, 
Action 
Realit; 
Plaza Classic; 
Fern Adams, 
Memorial. 541 ; Olive Hu xzelman, Cru mp 
Memoria., 218—542; 
Shirley Bylor. 
1st 
National Bank , 201—32» ; 
Marg Propp. 
Commonwealth 
Elee., 220—578; 
F l o w 
Bowles, Inferno Clu b. 
201—549 : 
Dylis 
Mitchell. Inferno, 534; 
Yvanne Pettit. 
Piazza Bowl, 539 ; Nlta Cheever, Dema's 
Mark et, 
544; 
Mary 
Pu ttman, Kather* 
an's Beau ty Shop. 532; Cathy Harig. 
Katheran’s, 
201-211-89 1; 
Dath 
H a s s , 
Red Ram. 220— 564: Bert Myers, Red 
Ram, 218—.540; Doty Bettje, Un Car­ 
pet. 543; 
Kay Balk e. Ben's, 229 —.557: 
Maegie Warley, Link Company 209 —538. 
At Bewl-Mor — Bird: Mini Hu ck . Car­ 
dinals, .526. 
At Tony's — Bowling Belles: l.aveme 
Peak s, 21 Au to Sale« Inc., 21.1-538; Phyl- 
II» .Nlchol» . Food King IGA. 213-562. 
At Park way — Leasu re: Linda Hatcher, 
Sk yline. 200; Pearles: Betty Charleston, 
Globe lau ndry. 210. 
At Hollywood — ladies Big 12; Char­ 
lotte Selk , Equ itable Ufe of New York . 
201-548; Ollie Horton, Equ itable. 527; 
Ann Gerlach, Esqu ire Clu b, 200. 


— Indiaaa, Rayl. 


K-State-Husker 
Game Sold Out 


The Nebraska-Kansas State 
basketball game scheduled at 
the NU Coliseum Saturday has 
been pronounced a complete 
sellout, ticket manager J im 
Pittenger announced Tuesday . 


A crowd of 8 ,5 00-9,000 is ex ­ 
pected for the game which 
matches two of the t h r e e 
teams tied for the Big Eight 
conference lead with 5 -2 rec­ 
ords. 


Peru Cagers Tip 
Simpson, 80-77 


Peru 
— Peru held Simp­ 
son of Iowa scoreless the last 
4 minutes and 43 seconds to 
manage an 8 0-7 7 v ictory in 
a ragged basketball ga m e 
Tuesday night. 
The Bobcats trailed 7 7 -7 3 at 
the 4:43 mark. Pete Stewart’s 
shot from close in tied it, then 
Tim Patton’s free throw put 
the home team in front and 
Stewart added tw o f r e e 
throws with 2:18 remaining. 
'That ended the scoring. 
Simpson 
....................................... 42 35-77 
Peru 
....................................... 43 37—80 
Simpson; V. McGraw 28. Ritenou r 20, 
George 13, O’Conner 5, Northru p 7, S, 
McGraw 2. Overtu rf 2, 
Peru ; Heine 24, Johnson 
19 , Wilk ins 
10, Stewart 
11. Patton 12, Moore 4. 


MEN'S BASKETBALL 
Tuesday 's Results 
Salem Oiler« M, CrnvbtMk ar Bank 401 
Bombers 63. Secu rity Mu tu al 37; tJnl. 
varsals W. Mahtmty Dry Wall 48; Bear­ 
cat« 48. L.S.C. 4 N.B.l. 25: Jak as .19, 
Maverick s 33: Blggerstaff Plu mbing 36, 
Central C M.A. 31: S pa^ Englntarlng 
41, Mack ’s Transport 29 . 
Wednetday ’t Games 
At Culler 
Floor 1; 8:4.5—Crevices vs. Ru stlers; 
7:30-Midwest Life 
V. 
Animals: 8.1.5- 
Hammond Sports Wear v. Citizen State 
Bank : 9 :09 —Bryan Hospital v. Chu bby* 
vllle. 
Floor 2: 8:4.5—Lazy Ik es v, Sou thwest 
Comm. Centers; 7:30—Ru saell Sports v. 
The Marandtrs; 8:15—SUUi Farm Ins. 
V. Bu lldog« ; 9 :00—Sal’s s v. Barristers 
au b . 
At Pound 
Floor 1; 8:45—Telephone Co. v. Center­ 
ville; 7:39 —Bowmasters v. SatellMss 8: IS 
—Pizza Hu t Panthers v. Uncoln Barber 
College; 
9 :00-Comhu « k er 
Billarda 
v. 
Consu mers Power Pedlers. 
Floor 2: 8:45—Au gsu m’s Printing v. 
Sanitary Towel: 7:N)—Ru dy'a Body » top 
V, 
Hy 
Gain; 
8:15—Cou rt 
Jesters 
v, 
E.S.P.; 9 :09 -The Trojan’s r. A.M.P.a, 


G A LS ' VOLLEYBALL, 


BASKETBALL 
Tueiday ’i Reiults 
French Cleaners 17-14, The AMF*i 15- 
12; Sowerettes 2, LSC Addict« 0 fforfeit)! 
Millard U fler 23. First Sou thvlaw 30. 
Wednesday ’i Gamea 
Nothing « chedu led. 
Thursday ’s Games 
Fleer A—7 p.m.—Vlvtclou a VoHeyt v« , 
Gonyea’s 
Gorilla« ! 
8 
p.m. — Fairmont 
Harold's vs. Genu chI SUndardi » p.m. 
—Cu llen vs. State Farm. 
Fleer B—7 p.m.—East High vs. Magea 
Mick leites; 8 p.m.—First EUB vs. Cu l­ 
ler Comeu : 9 p.m.—Vu ltu res vs. Have­ 
lock Hawk ers. 


FEATURE RACES 


At Hialeah 
Chu ck y Erber 
E.« teban .......... 
IntentdamlesB 


.48.00 13.89 0.40 
8.00 2.40 
i.20 


York JC Stops 
Norfolk, 81-60 


York (Jh — Slim Goodman 
took charge early in t h e sec­ 
ond half and shot York J u­ 
nior College off to a big lead 
en route to an 8 1-60 basket­ 
ball decision ov er Norfolk J C 
Tuesday night. 
'The v isitors trailed only by 
36-35 
at 
the 
intermission, 
then Goodman scored sev en 
straight points and controlled 
the boards to put his Y or k 
team out of reach. 
Norfolk 
........................... 35 25-60 
York 
............................... 36 45—81 
.Norfolk : 
.Schollmeyer 
14, 
Bu tler 
23, 
Sandoz 11, Cossel 7. S k o w 3. Boone 2. 
York : Goodman 18, Olsen 15. War# 
12. 
Franz 9 , 
Mathis 
5, Dyer 5, 
S. 
Williams 4, J, Williams 2, .'Vewman 2. 
Hamm 2, F. Williams 3, Livingston 2. 
EllicRt 2. 


At Pimlico 
Robert Kope .........................0.10 S.88 2.80 
Noah’s Ark ................... 
4.00 3.18 
Warming U p ....................... 
3.88 
At Narraganiett 
Fifty East 
........................ 8.80 
4.80 2.80 
Joan The Maid ................. 
8.60 3.60 
Undercover Man ................ 
2.80 
At The Fair Grounds 
Irish Du de .......................... 4.20 
3.00 2.49 
Thack eray .......................... 
4.80 3.20 
Sir Gaybrook ....................... 
3.80 


The “ Sunday J ournal and Star” 
if the week-end connecting new» - 
link to y our daily pap« . 


IT' S THE FOOD THAT COUNTS 


1700 So. 70th 


FAMILY 
DINNERS 


1.9S ADULTS 
1.2S CNILDiEN 


PLUS OUR HIOHLY 
DIVeRSiPIBO GOURMET 


MENU PROM 8 P.M. 
NIGHTLY EXCEPT SUNDAY 


* ENTERTAINMENT 
* DANCING NIGHTLY 


FOR RESERVATIONS CALL 48 8 0 92 9 


C»mpM8 this Invineibii 
with am/ cifar at 10c tr t/ZSo 
6 0 K IN G 
E D W A R D 
Ámu ríet’t Itrg u si S u Uin g Cig u r 
l l m 
t t f l # 
S t o r e 
12 & "N 
Open 
Thv rsdoy Evening 
432-1088 


This guy can teach you 
plenty about beer. 
He drinks a lot of it. Tries 
a lot of brands. Knows what 
good beer should taste like. 
He can tell you after just one 


is brewed for him. 


sip whether a beer's got too 
much bite or too little flavor. 
We call him The Beer 
Pro. The nearest thing to a 
professional beer drinker. 


..m m -.. 


MtetM MmsAMv, 


And Storz beer is brewed 
specially for him. 
Uncap a Storz yourself. 
Be a Pro. Unless, of course, 
you insist on keeping your 
amateur standing. 


Brewed speciaify 
for The Beer Pro. 


i 
© 


Elgin Still 
'D' Kingpin 


LYNCH FALLS TO FIFTH 


By VIRGIL PARKER 
Prep Sp o rts Writer 
; Elgin co n tin u es as th e 
kin gp in in th e Class D rat­ 
in gs th is week, wh ile its 
clo sest ch allen ger, Ly n ch , 
fell to fifth a f t e r su ffer­ 
in g an u p set, 4 5-38, to Nio ­ 
b rara. 
Stratto n , Hay es C e n t e r 
an d Co dy each mo v ed u p a 
n o tch as a resu lt o f t h e 
Ly n ch lo ss. 
Callaway co n tin u ed as th e 
n u mb er six team in th e 
s t a t e , wh ile Mitch ell-Su n - 
flo wer’s stay in th e to p ten 
• p ro v ed to b e a sh o rt o n e. 
1 Su n flo wer, desp ite sco rin g 
o v er 100 p o in ts o n six sep - 
erate o ccasio n s th is y ear, 
h ad its dream o f an u n de­ 
feated seaso n sn ap p ed b y a 
*69-52 decisio n at th e h an ds 
o f Melb eta in district p lay . 
Falls City Sacred Heart 
^ a n d Ueh lin g co n tin u e as 
« memb ers o f th e select cir­ 
cle, wh ile Sp aldin g Academy 
T'an d Lo o mis jo in th e to p ten . 
’ 
It is th e first ap p earan ce 
o f th e y ear fo r Sp aldin g 
Academy , h av in g co mp iled 


a fin e 11-2 reco rd, in clu din g 
th e last ten in a ro w. 
Lo o mis, ran ked th e first 
week o f th e y ear b u t miss­ 
in g fro m th e to p ten sin ce 
th at time, retu rn s as th e 
n u mb er 10 team th is week. 
Th e o fficial reco rds sh o w 
Lo o mis with fo u r lo sses, b u t 
two o f th em are th e resu lt 
o f early seaso n win s later 
b ein g fo rfeited b ecau se o f 
th e u se o f an in eligib le p lay ­ 
er. 
Th e Lo o mis q u in tet h a s 
dro p p ed o n ly o n e o f its last 
12 games. Th e last time o u t 
th e W o l v e s decisio n ed a 
stro n g Eu stis clu b , 87-79. 
* 
To urnament play , which 
will lead to the selectio n o f 
eight teams fro m the 32 dis­ 
tricts fo r the state to urney , 
begins in less than tw o 
weeks, o n Mo nday , Feb. 19. 
After th e 32 district meets, 
eigh t regio n al clash es o f 
fo u r teams each will deter­ 
min e th e fin al eigh t to co m­ 
p ete fo r th e co v eted state 
cro wn . 
Th e Class D state to u rn a­ 
men t will b e h eld in Lin co ln , 
March 7-9. 


Nebraska 
Prep Ratinas 


By Virgil Parker 


l~Elgin (14-0) 
2—Stratto n (12-1) 
^H ay es Center (16-1) 
4—Co dy (15 -1) 
5 —Ly nch (16-1) 


Class D 
6—Callaway (13-1) 
7—Falls City S.H. (9-5 ) 
8 ~Spalding Academy (11-2) 
9 -Uehling (12-2) 
10—Lo o mis (11-4) 


Co mment—Ly nch dro ps in the ratings after a surprising lo ss 
to Nio brara. Mitchell Sunflo wer’s bubble burst to mi^e its stay 
in the to p ten a sho rt v isit. Lo o mis returns to 
the list, after 
being absent since the first week. Two o f the fo ur Lo o mis lo sses 
were by fo rfeit. 


^7 1-F alls City S.H. (9-5 ) 
1^—Adams (10-7 ) 
3—Bamesto n (6-5 ) 
4—Elmwo o d (12-3) 
5 —Yutan (14-2) 
6 —Gresham (9-4) 
7 —UehUng (12-2) 
8 —Humphrey (10-4) 
9 —Bancro ft (9-4) 
10—Elgin (14-0) 
11—Hartingto n (9-5 ) 
12—Ly nch (16-1) 
13—Guide Ro ck (10^) 
14—Bradshaw (12-3) 
15 —Clay Center (11-3) 
16—Ho rdv ille (8 -7 ) 


District Leaders 
17—Bladen (6-8 ) 
18 —Hildreth (10-4) 
19—Adams Central (7 -4) 
20—Lo o mis (11-4) 
21—Lo up City Catho lic (11-2) 
22—Callaway (13-1) 
23—Spalding Academy (11-2) 
24—Thedfo rd (9-5 ) 
25 —Indiano la (6<4) 
26 —Stratto n (12-1) 
27 —May wo o d (11-4) 
28 —Wheatland (10-1) 
29—Lo dgepo le (11-4) 
30—Sidney St. Patrick (7 -9) 
31—Co dy (15 -1) 
32—Melbeta (11-1) 


Colt Wins 
Worth Few 
Extra $$$ 


New Yo rk (4^ 
—As a re­ 
ward fo r g 0 i n g th ro u gh th e 
Natio n al Fo o tb all Leagu e sea­ 
so n u n b eaten u n til th e fin al 
game, each Baltimo re Co lt 
co llected ju st $5.4 0 mo re in 
p o stseaso n p rize mo n ey th an 
th e New Yo rk Gian ts, wh o 
wo u n d u p 7-7. 
Th e disp arity in th e sp ilt o f 
th e p lay er p o o l o f th e NFL 
ch amp io n sh ip game in Green 
Bay , Dec. 31, resu lted fro m 
th e n ew fo u r-div isio n setu p . 
Alth o u gh th e Co lts wo u n d u p 
at 11-1-2, th ey lo st th e Co ast­ 
al Div isio n title to Lo s An ge­ 
les an d th e Rams ev en tu ally 
were b eaten b y Green Bay . 
Th u s th e Co lts were rated 
th ird in th e en tire Western 
Co n feren ce, div idin g th e $7 5,- 
000 th ird p lace mo n ey with th e 
Gian ts. Each Co lt go t $691.7 0, 
each Gian t $686.30. 
Green Bay ’s Packers to o k 
an o th er step to ward in dep en ­ 
den t wealth b y receiv in g $7 ,- 
950.96 fo r each fu ll sh are fro m 
th eir Dec. 31 v icto ry o v er Dal­ 
las. It was th e th ird h igh est 
p ay o ff in leagu e h isto ry . Add­ 
ed to th e $15,000 fro m th e Su ­ 
p er Bo wl an d an ex tra day ’s 
p ay fro m th e div isio n al p lay ­ 
o ff with th e Rams p lu s an o th ­ 
er ex tra day ’s p ay fro m n ex t 
Au gu st’s C o l l e g e All-Star 
game, each Packer will get 
ab o u t $24 ,000 in additio n to 
salary . Th ere were 51 Packer 
sh ares. 
Du rin g th e n in e-y ear reign 
o f Vin ce Lo mb ardi as h ead 
co ach . Packers h av e earn ed 
an estimated $85,000 in p o st­ 
seaso n mo n ey . In th e last two 
y ears alo n e, th e ex tra mo n ey 
came to $4 7 ,7 64 .59 p lu s th ree 
ex tra-game salaries. 
DaUas 
co Uected 
$5 ,8 7 8 .90 
fo r each o f 45 lo sing shares, 
seco nd o nly to the Co wbo y s’ 
take o f $6,5 27 .8 5 last y ear. The 
all-time winning high w as 
Green Bay ’s $9,8 13.63 a y ear 
ago . 
Lo s An geles go t $%1.54 fo r 
seco n d p lace sh ared in t h e 
West an d Clev elan d $1,000 
each fo r seco n d in th e East. 
Th e R a m s h ad v o ted 52 
sh ares, Clev elan d 50. 
Th e gro ss receip ts fro m th e 
title game were $2,582,57 8, in ­ 
clu din g 12 millio n fro m tele- 
v isio n -radio . Th e n et was $1,- 
234 ,821.38 after tax es, r e n t , 
ex p en ses an d $57 5,000 fo r th e 
p lay er p en sio n fu n d 
p l u s 
$4 25,000 fo r th e co ach es an d 
clu b p erso n n el p en sio n . 
Rindt, Walkup 
Get Nominations 
To Run At indy 
In dian ap o lis (4^ — Jo ch en 
Rin dt, Au strian gran d p rix 
driv er, an d Bru ce Walku p o f 
Do wn ey , Calif., o n e o f th e 
h o ttest y o u n g driv ers in th e 
U.S. Au to Clu b , were n o mi­ 
n ated Tu esday to driv e cars 
in th e 52n d In dian ap o lis 500- 
mile race May 30. 
Mo to r Racin g Dev elo p men ts 
Ov erseas Ltd., th e o p eratio n 
o f fo rmer wo rld ro ad racin g 
Ch amp io n Jack Brab h am o f 
Sy dn ey , 
Au stralia, 
en tered 
two cars p o wered b y 8-cy lin ­ 
der rep co en gin es, o n e o f 
th em su p erch arged. Rin dt will 
driv e th e u n su p erch arged o n e. 
Th e o th er driv er was n o t 
n amed. 
Walku p was n amed to driv e 
o n e o f two cars with tu rb o - 
c h a r g e d 4 -cy lin der Offen - 
h au ser en gin es, en tered b y 
James S. Hay h o e o f Hay h o e 
Racin g En terp rises, In c., Van ­ 
co u v er, Wash . 


W hy 
wait? 
_ 
New high-spee(d Coronastat*88’ 
desk-top copier cuts your war 
in half and gives crisp,clean c ear 
copies • Takes less time so it to wers co st o f each co p y . 
AAakes 1 to 10 co p ies au to matically . Dep en dab le 
I Fo r sin gle 
co p ies, see th e eco n o mical n ew Co ro n astat 66J’' It's h igh -sp eed 
to o . Do n 't wait, call to day fo r a demo n stratio n . 


Or stop in for o demonsfroHon 


At 


LINCOLN OFFICE EQUIPMENT CO. 


1447 0 St. 
Phone 4324449 


lincoln, Ntbratkn, 68508 


5.50% 


UNCOLN’S HIGHEST GUARANTEED RATE . . . 
ANY AMOUNT . . . AUTOMATICALLY RENEWABLE 
PAID OR COMPOUNDED QUARTERLY 


STATE SECURITIES 
Cha rtered a nd Sup ervised b y Sta te Ba nk ing Dep a rtment fo r o ver 40 yersn 
ONE-HALF BLOCK SOUTH OF 13TH & 0... 477-4444... LINCOLN 


Biekley Leads 
El Rancho Club 
. . . INTO 
Defen din g ligh tweigh t ch am- 
p io n Neil B i e k l e y , h av in g 
switch ed stab les, will lead a 
th ree-man team fro m th e El 
Ran ch o Su p i^r Clu b in to th is 
w e e k ’ s So u th east District 
Go lden Glo v es To u rn amen t. 
Th e to u rn ey Is set fo r 8 p .m. 
Friday an d Satu rday n igh ts 
at th e State Fairgro u n ds. 
Biekley , figh tin g fo r th e de­ 
fu n ct 
Midwest 
Sp eedway s 
team a y ear ago . sco red a 
decisio n v icto ry o v er Mike 
McMu rry , a v eteran o f mo re 
th an 100 figh ts, in th e fin als. 
Biekley , 
h o wev er, 
tu rn ed 
do wn th e trip to Omah a an d 
th e Midwest To u rn amen t an d 
McMu rry wen t as th e So u th ­ 
east District rep resen tativ e. 
Amo n g Bicklcy ’s fo es 
t h i s 
y ear will b e f o r m e r ligh t­ 
weigh t ch amp io n Bo b Gro p p , 
p lu s Jo e Beasley o f th e Lin ­ 
co ln Jo b Co rp s an d Eddie 
Du mb ro sky o f Falls City . 
Jo in in g Biekley in th e stab le 
co ach ed b y Ted Wh ite are 
Dav e Oldfield, an o th er tran s- 


FIGHT TOURNEY 
fer fro m th e Midwest Sp eed­ 
way s camp , an d Ran dy Nel- 
so n , wh o h as b een figh tin g fo r 
Wh ite fo r th ree y ears. 
Oldfield, a y o u n ger b ro th er 
o f 
1966 
So u th east 
District 
ligh tweigh t ch amp io n D an 
Oldfield, will go in to th e to u r- 
n amen t in th e b an tamweigh t 
div isio n . 
Nelso n , 
a 
middleweigh t, 
w a s defeated b y Ro b erts 
Dairy ’s Jo h n Ku eb ler in (h e 
fin als o f th e So u th east Dis­ 
trict last sp rin g. Ku eb ler n o w 
is figh tin g as a ligh t h eav y ­ 
weigh t an d Nelso n co u ld en ­ 
ter th e rin g as eith er a mid­ 
dleweigh t o r a ligh t h eav y ­ 
weigh t. 


y « (ln tsdgy , Teb ru o ry 7, 1968 T h f l.ln fo m ■■.fr 
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Park Board To Meet 
Th e Lin co ln Parks an d Rec­ 
reatio n Bo ard will meet at 3 
p .m. Th u rsday at th e City 
Parks an d Recreatio n Office, 
2740 A, to discu ss th e p ro ­ 
p o sed cap ital imp ro v emen ts 
b u dget. 


to the 


Smooth Canadian, 


Seagram’ s VO. 


CWADIAN WHISKY-A BUND OF SFUCTFO WHlSKItS. SIX YIARS OLD. 86.8 PROOf. SIXGRAM OISIILLIRS COMPANY, N.Y.C. 


JOURNAL-STAR WANT ADS BRING RESULTS—4 7 7 -8902 


Cor Core Center 
10th & N 


Open Monday and Thursday 9-9. Other days 9-6. 


Vanderbilt First Line"' Tires. 4-Ply Nylon Cord, Guaranteed 30 Months 
5 0* 


Hurry! Thors, thro Sat. Only! 


Buy one Vanderbilt First Line* tire at regular low prices ($18.94 
plus $1.80 Federal Tax for 600 - 650x13), ond the second tire is 
yours at half price! 


SIZE : 
R EP LA C ES: 
1 
F IR ST T IR E : 
SECOND 
T IR E : 
F E D E R A L 
E X C IS E TAX 
«00 650x13 
1 
«00 6^x13 
1 
8.47 
1 
18.94 
1 
1.80 


Fits most models Corvair, Chevy II, Dart, Falcon, Fairlone, Mustono. 
Comet, Barracuda, Valiant, Olds F-85. 


1 
SECO ND 
1 
F E D E R A L 
S IZ E i 
R EP LA C ES: 
F IR ST T IR B i 
1 
T IR E : 
1 E X C ISE T A X 
735x14 
700x14 
21.94 
10.97 
2.08 
775x14 
750x14 
23.94 
11.97 
2.21 
735x15 
«40 «50x15 
22.94 
11.47 
2.04 
775x15 
670x15 
23 94 
11.97 
2.23 


Fits most models Chevrolet, Ford, Plymouth, Rombler, Studeboker. 


SIZE: 
1 
R E P LA CES: 
F IR ST T IR E : 
SECOND 
T IR E : 
^ 
F E D E R A L 
E X C IS E TA X 
825x14 
800x14 
25.94 
12.97 
2.38 
815x15 
710x15 
25.95 
12.97 
2.33 
845x15 
760x15 
27.94 
13.97 
2.53 


Fits most models Bulck, Chrysler, Dodoe, Mercury, Oldsmoblle, 
Pontiac, Thunderbird, 


Regu/ar Low Prices 
Second Tire 
9 .4 7 


• W66Í0 fOMArm TRÚr 
* 


OB« « 
am rmomAHa n S a 


VANDERBILT Passenger Tnre Guarantee 
Ev ery Van derb ilt Tir* is gu aran teed again st 
defects, ro ad hazarda and 
wcar-o u t. 
TREAD LIFE 
GUARANTEE AGAINST 
ALL FAILURES 


Ev ery Van derb ilt Tire is 
gu aran teed fo r th e life o f 
th e o rigin al tread, again st 
man u factu rin g defects an d 
wo rkman sh ip , an d again .st 
all failu res fro m ro ad h az­ 
ards. If tire faila, we will 
—at o u r o p tio n —rep air it 
at n o co st o r In ex ch an ge 
fo r a n ew tire, ch arge 
o n ly fo r th e tread u sed. 
Th e amo u n t ch arged will 
b e o n a p ro -rata ba sis 
again st th e cu rren t sell­ 
in g p rice at time o f ad­ 
ju stmen t p lu s Federal Ex ­ 
cise Tax . 


TREAD WEAR 
GUARANTEE 
Ev ery Van derb Ut Tire Is 
gu aran teed again st wear 
o u t fo r th e n u mb er o f 
mo n th s sp ecified. If tread 
wears 
o u t 
(less 
th an 
2/32”) with in th e stated 
p erio d, retu rn th e tire to 
an y au to cen ter sellin g 
Van derb ilt Tires. We will 
ex ch an ge it fo r a 
n ew 
tire, ch argin g th e cu rren t 
sellin g p rice at time o f 
adju stmen t, p lu s Federal 
Ex cise Tax . less a stated 
allo wan ce. 


"Since no Industry wide sy s­ 
tem o f standards ex ists, the 
representatio n o s to 'tarade", 
“ lino ", “ lev el" o r "quo lltv “ 
relate enly ta tae priv o ta 
standards o f the marketer 
(e.f. 
Vanderbilt 
Premium 
Gro dt). 


JUST CHARGE IT! NO MONEY DOWNl UP TO 24 MONTHS TO PAYl 


RACETRACK STYLED 
FOR HIGH PERFORMANCE 
A co mpletely new tire fo r to day 's high 
perfo rmance cars. 


GOLD'S VANDERBILT 
SUPERWIDE SPORTS 
Only 35 .44 


Plus $1.02 Federal Excise Tax 
070-14 Reversible Red or White Sidewalls 


• Guarontoedl 36 months ogalnst wear out 
• Full 4-Ply Polyester Cord Construction 
• Low husky, wide profilt. Race track style for 
high porformance 
• Up to 16 % wider than most conventional tires 
• Reversible sidewalls: Red stripe on one side— 
White stripe on the other 


SIZE: 
R EP LA C ES: 
P R IC E : 
FED 
E X C ISE TAX: 


D70-14 
«95-14 
$35.44 
$1.92 


E70-14 
735-14 
$36.44 
$2.10 


F 70-14 
775-14 
$38.44 
$2.31 


G70-14 
825-14 
$40.44 
$2.21 


G70-15 
815-15 
$40.44 
$2.47 


• Full 4-Ply Polyester Construction 
e Guaranteed 36 Months Against Wearout 


IF YOU WANT SURE START 
ALL YEAR ROUND . . . YOU 
WANT MORE THAN J UST A 
BATTERY. YOU NEED A 
DELCO ENERGIZER! 


DELCO ENERGIZER S VACUUM- 
SEALED FRESHNESS INSURES: 


• Up to 1500 m ore volts at the spark plugs! 
• Up to 16°o m ore cranking power! 


AND CHECK DELCO ENERGIZER’S 
EXCLUSIVE FEATURES: 


• New cell connectors to deliver power faster 
• Unique Delco eve tells fluid level at a glance 
• One-piece top 


Choose from E-5000. E-3000, or E-1000 series 
Prices start of $00.00 


FREE 
iflfefy ch^ck 
E D E E 
rotation 
r R E E 
evory 5000 miles 
FREE 
expert tire mounting 
FREE 
puncture repair for 
life of original trend 


M4 T lio 
S ltT 
Wedn esHoy, februory 7 , 19 68 
King Leads Antiwar Group 
In Prayer For Vietnam Dead 


fliiiGt Stfvfee 


Washmgton - The Hev. Dr. 
Martin Luther Kin g led 2,500 
members of an an tiwar reli­ 
gious group Tuesday in silen t 
prayers for the military dead 
in Vietn am on the lawn s of 
Arlin gton Nation al Cemetery. 
Standing under a clear « ky 
at the fo o l o f Ihe white sto ne 
steps leadin g to the Tomb of 
Ihe Unkno wns, King o pened 
the serv ice with the wo rds. 


Mills Supports 
Combination Bill 
On Travel, Trade 


Washin gton t/W - Hep. Wilbur 
P. Mills. I) Ark., threw hi.s 
powerful support Tuesday be­ 
ll i n d combin in g 
I’residen t 
•lohn .son ’.s proposed restrain ts 
on travel with exjKirt-import 
in cen tives to i m p r o v e the 
balan ce of paymen ts. 
Mills, chairman of the Ways 
an d Mean s Committee, sa id' 
he thin ks such a combin ation ! 
bill could be put together an d 
pas.sed by the House before 
tlie Easter recess in April. 
However, he repeated he 
itill is opposed to John son ’s 
proposal for an in come tax 
surcharge 


“ In this period of ahaoliite *11- 
en ee. let u* pray.“ 
The worshippers were mem­ 
bers of Clergy an d T.ay men 
Con cern ed about Vietn am, a 
two-year-old group that woun d 
up a two-day “ mobili/.ation ’’ 
again st the war in Vietn am 
Tuesday aftern oon at the New 
Y o r k Aven ue Presbyterian 
Church. 
Chan gin g of Guard 
As they stood with their 
heads bowed in prayer, Ihe 
silen ce of the n earby Virgin ia 
cemetery was broken on ly by 
the clickin g of heels an d com­ 
man ds of the chan gin g of the 
Army 
hon or guard 
at the 
tombs above them. 
After six 
min utes, Itahhi 
Abraham Hesehel, a philoso­ 
pher at the .lewlsh Theologi­ 
cal Semin ary In New York 
(1ty. spoke the words, “ Ell, 
EH, 
lama 
sahaehthan i” or 
“ My God, My fiod, why hast 
thou forsaken m e?“ 
This cry, the open in g words 
of Psalm 22. Is kn own to Chri.s- 
tian s as on e of Ihe .seven last 
words uttered by .Tesus on the 
Cross. 
The Most Rev. Jam es P. 
Shan n on , 
auxiliary 
Roman 
Catholic bishop of St. Paul- 
Min n eapolis, then pron oun ced 
the fin al prayer, *Tx*t us go 
in peace. Amen .” 
At the con clusion the crowd 


of worshippers, each holdin g 
a small American flag, began 
a silen t, half-mile procession 
out of the cemetery to more 
than 40 buses that had brought 
them to the gates of the ceme­ 
tery. 
The vigil of silen t prayers 
replaced a full-scale memori­ 
al .service that the organ iza­ 
tion had hoped to hold in the 
re met cry's white marble am ­ 
phitheater. 
The 
Military 
District 
of 
Washin gton 
refus(‘d 
permis- 
I sion to hold the service on the 
i groun ds t h a t it con stituted 
; “ special pleadin g.” 


Lower Rote Said 
OK For Soldiers 


Washin gton 
— The Fed­ 
eral Housin g Admin istration 
said Tue.sday re.servist.s an d 
others called to military duty 
can make reduced paymen ts 
on FHA-in sured home mort­ 
gages if their mitltary pav is 
in sufficien t to meet regular 
paymen ts. 
As explain ed to len ders by 
FHA C om m ission e r P. N. 
Rrown stein , 
a len der c a n 
agree to temporarily reduced 
paymen ts as lon g as the ser­ 
viceman agrees to in crease 
paymen ts later to pay off the 
mortgage in its regular term . 


SKMON E. KNUDSEN 
STORY AT RIGHT 


Hole I n One 
I s I ke's First 


I’alm Sprin gs, Calif. (JFi — 
Former Presiden t Dwight D. 
Eisen hower shot his first hole 
in on e Tue.sday while golfin g 
at Seven Lakes Coun try Club, 
a spokesman said. 
“This is the first on e I’ve 
ever m ade,” Gen . Eisen hower 
said to his compan ion s after 
cardin g an ace on the par-3, 
13th hole. 
His party in cluded Freem an 
Gosden , who played Amos on 
the old Amos ‘n ’ An dy radio 
shows: I^igh Battson a n d 
George Allen , retired presi­ 
den tial adviser. 
The 7 7 -year-old Eisen how­ 
e r’s score was n ot an n oun ced 
but he scored an eagle on the 
par-4 No. 8 hole an d missed 
a hole in on e on the 18 th. 


VIOLETS ARE BLUE 


Want Ads get quick results ... 
For Everyone. 


This may not be the most poetic verse ever 
composed on this familiar phrase, but it does 
make its point. Journal-Star Want Ads do get 
results. If you have something to sell, rent, 
or trade, call on the fast-acting Journal-Star 
Want Ads. 


Dailv Proof: 


liaby 
bed« , 
like 
new, 
car 
« eat. 
4M xxxx. 


“ Had real Rood results, got 
« 11 our babv articles sold!” 


XXX So, 27 —2 bedroom. First floor, 
.'ill utilities furn ished. 


*'On l\ 
placed it yesterdav— 
ren ted 
real good results!” 


GE 
p o r t a b l e 
dishwasher. 
$BS. 
4.14 xxxx. 


T had sev eral calls, go t it so ld 
—good resultsl” 


Journal-Star Want Ads 


"For results call on Want Ads" 
To Picae Your Ad, dial-477-8902 


Knml sea Becomes Ford 
Presi dent; Was At GM 


Detroit (^ S e m on E. Kn ud- 
sen , who resign ed last week 
as No. 4 man at Gen eral Mo­ 
tors after bein g passed over 
for the presiden cy, Tuesday 
was n amed presiden t of Ford 
Motor Co., GM’s m ajor com­ 
petitor. 
Makin g room for Kn udsen , 
former Presiden t Arjay Mil­ 
ler was shifted to the n ewly 
created post of vice chairman 
of Ford’s board of directors. 
Kn udsen , son of a former 
GM presiden t, also was n amed 
a director an d a member of 
the Ford executive commit­ 
tee. 
Surprise 
The surprise an n oun cemen t 
was made by Hen ry Ford II, 
chairman an d chief executive 
officer of the compan y foun d­ 
ed by his gran dfather. GM is 
t h e largest autom aker an d 
man ufacturin g compan y in the 
world. Ford ran ks secon d in 
both. 
Kn udsen when he stepped 
out at GM was an executive 
vice presiden t in charge of 
overseas an d Can adian oper­ 
ation s an d all domestic n on - 
aiitomotive an d defen se divi­ 
sion s. 
At Ford he will be chief op­ 
eratin g officer, will report di­ 
rectly to Ford an d will run 
the c 0 m p a n y in Ford’s ab­ 
sen ce. 
Gen erally con sidered t h e 
No. 4 man at GM after an 
executive 
shuffle 
last 
fall, 
Kn udsen was on e of the firm ’s 
biggest stockholders. As of last 
May he held 42,507 , worth 
more than $3.3 million at cur­ 
ren t m arket value. 
T erson al Matter* 
Kn udsen told a n ews con ­ 
feren ce, at which he appeared 
later with Ford, that the stock 
question was “ a person al m at­ 
ter.” He ackn owledged that 
he still held the same amoun t 
of shares that he had l a s t 


• 
A. 
» 
* 
Cmre nt Mov k é s 
« 
■ 
» " « 
• 
m 
TImtu tiuiSSuTk ^ 
« .» . MiM fMti w h M fm 
LINCOLN 
Co o per/Linco ln: ‘M e d i t e 
ranean Ho liday ’, 7 :05, 9 :10. 
StuaH: ‘Valley Of The Do lls’, 
1:00, 3:05, 5:15, 7 :25, 9 :30. 


V ar s i t y : ‘Firecreek’, 1:18 , 
8 :20, 5:22, 7 :24, 9 :26 . 


State: ‘Wait Until Dark,’ 1:00, 
3:00, 5:00, 7 :00, 9 :00. 


J o y o : ‘The Ambushers’, 7 :10, 
9 :10. 
Nebraska: *The Biggest Bun­ 
dle o f Them AU’, 1:00, 3:05, 
5:10, 7 :15, 9 :20. 


OMAHA 


Indian Hills: ‘Go ne With The 
Wind’, 2:00 and 8 :00. 


Dundee: ‘Far Fro m The Mad­ 
ding Cro wd', 2:00 and 8 :00. 


Co o per 70: ‘Camelo t’, 2:00 and 
8:00. 


May an d when pressed on the 
m atter said their disposition 
“would be decided later.” 
He also declin ed to say 
what his salary would he. 
It was apparen t, be said, 
that GM had “decided upon 
its organ ization al structure for 
at least the n ext four years.** 
Iron ically, Kn udsen ’s fath­ 
er, Lt. Gen . WUliam S. “Big 
Bill” Kn udsen , who headed 
GM from 1937 to 1940, had 
been a high executive of B'ord 
before join in g GM. 
Disappoin ted 
Kn udsen walked out at GM 
last Wedn esday, s a y i n g he 
was leavin g for person al rea­ 
son s. It was n o secret that 
Kn udsen had been disappoin t­ 
ed last Fall when Edward N. 
Cole was n amed GM presi­ 
derà as Jam es Roche moved 
up to chairman . 
Three other executive vice 
presiden ts also were in volved 
in the GM chan ge of com­ 
man d an d two emerged wiih 
more p o w e r than Kn udsen , 
formin g somewhat of a trium ­ 
virate 
with Roche 
as the 
firm ’s top men . 
Man y felt it was an espe­ 
cially bitter pill for Kn udsen , 
55, who n ot on ly had the tra ­ 
dition of a former GM pres­ 
iden t for a father, but has 
made a stun n in g m ark at GM 
by guidn g two division s — 
first Pon tiac an d then Chev­ 
rolet — out of sales doldrums 
in to the forefron t of the in ­ 
dustry. 
Kn udsen served as Pon tiac 
gen eral m an ager from 1956 to 
1%1 when he moved to Chevy 
an d led the division to become 
the first autom aker ever to 
surpass two million cars sold 
in on e year. 


Governor Lashes Out 
Chicago (UPD—Gov. W ar­ 
ren 
Kn owles 
of 
Wiscon sin 
lashed out at the federal gov­ 
ern m en t “for failin g to live 
up to its commitmen ts” on 
w ater pollution . 


Prehistoric Community 


JOYO: 


MUM 
merriM 
«MATT H E IM . 
TNI 


Marrm M 
m i s ÀO/Ji f/ 
COLOR 


- ALSO CARTOON - 


^A M ES. 
H ENRY 


▼UCHNieOLOM*PANMñ aiOÑ¿ 


m n m f h e p b u rn 
is a totally trap p ed g irl 
at the mercy of 
A L A N A R K IN 
ntd RICHARD CREN N A 


WANT 
WITH 
rnao-msmna 
JACK WESTON and 
HER? 
EFREM IIM B A U ST , JR. 


Í 
I 


Moscow 
— A Soviet ar- 
cheologist claims to have dis­ 
covered a prehistoric com­ 
mun ity in the Ukran e that is 
almost in tact, with fossilized 


Wb Iii^ T 
m T« 
£cicLi|i& 


R M tov rtiite ■ 
Loon gi 


to try o«r Famovt 
PRIME RIB 
Stfokf ti Sm Food 
An d Your Raverit« B« v« ra*n 
48 HiA**(F' 4p .n . t flo .M. 
4 3 5 4 3 S S 
ciosMt Sun day. 


stumps, arrow tips an d little 
axes. The articles laid un ­ 
touched for 10,000 years, said 
archeologist 
N. 
Ostrovsky, 
Tass n ews agen cy reported. 


.O '. 
8 K A T IIH I 


fo mi 
wW 
Bring thi wlidl« 
f tiify » 
tn ^ y iff 
TONIGHTi 
tdlO-IOKIO PJM. 
c hil or b n un db r 
!4 YRARS SOe 
ADULTS 7 Sc 
SKATB RiNTAL SSe 


— P E R S H I N G 
M U N I C I P A l 
'HUDITOPIUM 


434-7 421 
5 4 th & 0 Street 
ENDS TODAY! 


TONIGHT AT 7 A 9 P.M. 
Adults $1.50 - Child 50c 
THRIUTO THIS ASTONISHINQ.« 
BfftCATH-TAKmO.-; 
AMAZmQ... 


Houunr 


BÜRL iVES Is your tour-master^ 


IN TECHNICOLOR A CINEMASCOPE 
STARTS TOM'W! 


FEATURE 
7:30 A 
9:30 
COMMIE MAJOR . . . OR U.S. SERGEANT 


Ttiere'sabullit 
atono and and 
a hangman's 
noosaattha 
otharl 


SERGEANT 
Ryker 


b, 
» n cMbf n Kwibf 
~ Hzax-iNiiMi 
A UNIVERSAL PICTURE in COLOR 


Doors Opon at 12:45 
CONTINUOUS FROM 1 PJM. 


432 -1 46 5 
1 3 th & P Street 
\® ü le y 


'O ils 
20thCENTURY-FOX 
nuW/ISION* COLOR byOelUXE 


NEBRASKA 
432 -31 2 6 
'12th & P Street 
ENDS TODAY! 
Do o rs Open at 12:45 
CONTINUOUS FROM 1 PJM. 


HtoipdiiR4Reppresedsashallei 


r o b e r t y i á g n e r - r a q i j e l v v e l di - g o df i ^ 


" x i w b 
i g 
g 
e r i M R i M a e 
o r t h M n a S ” ^ / 


STARTS TOM’W! 


u i N m 
H B T m 
$ a u i H i U v m u i E 
HUNTING-FBHING-WILDLIFE 


THE ALL-NEW 
AND MOST EXCITING 
TRUE-UFEI 
edvemtueeI 
■w o cneiw~rua o o i4>w 


GORDON 
EASTMAN 


39 3-5555 8 6th 


TODAY 2 
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stereophonic soand! 
O-SELZNICKS^xxxioccr 
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i E U f 
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JÜUE CHRISTIE 


FAR FROM THE MADDING CROWD 


Stoc k Ma rk e t's 
Ga in Is Slight 


New York 
— The stock 
market squeezed out a slight 
gain on average Tuesday as 
the pace of trading continued 
to slow. 
Volumn dropped to 8.57 mil­ 
lion shares from 8.98 million 
Monday and was the smallest 
of the 12 sessions, shortened 
to four hours from the regu­ 
lar S Vz, which began J an. 22. 
Once again the slow trad­ 


i n g was attributed to extreme 
CfQition as traders and invest­ 
ors remained uneasy over 
what seemed to be a critical 
military situation in Vietnam. 
The Dow J ones industrial 
average edged up .12 to 861.25. 
A movement that small in 
the Dow would be meaningless 
were it not for the fact that 
other well-known market in­ 
dicators also rose slightly. 
Of the 1,475 issues traded 
on the New York Stock Ex­ 


change, however, losers out­ 
numbered gainers by 626 to 
593. New highs for 1967-*68 to­ 
taled 14 and new lows 28. 
For most of the morning, 
prices drifted irregularly low­ 
er. The Dow industrials were 
down as much at 2.43. The 
slight improvement which re­ 
sulted in wiping out the loss 
was 
ascribed by 
analysts 
mainly to technical considera­ 
tions. Short covering, they 
said, was import in a num­ 
ber of rercoveries. 
Til* Associated P r« * averaj? « of « 0 
stocks rose .4 to 313.» with industrials 
unchanged, 
rails 
up 
.9, 
and 
utilities 
up .1. 
The New Ycrk Stock Exchanga index 
added one cent at ^1.44. 
The 
underlying 
ferment of 
specula- 
tive activity was reflected by the fact 
that nine of the 1.S most active stocks 
rose whUe five fell and Detroit Edison 
was unchanged. 
Glen Alden. up H to M'-i, was most 
active stock on 233,700 shares. 
Mere stocks fell than rose on t h e 
American Stock Exchange but the ex­ 
change’s Index closed unchanged. Vol­ 
ume 
was 
4 
million 
shares 
compared 
with 4.39 million Monday. 


EVERYBOPrS MONEY; 


Inv e s tors Too Conc e rne d 
W ith Short Te rm Res ults 
By Merryle S. Rukcyscr 
In these excited days of 
“ go-go” economics, Gresh­ 
am’s Law is getting new and 
broader applications. 
Gresham held that “ bad 
money (in circulation) drives 
out good.” 
Thus, in these days th e 
highly speculative in and out 
trading of the so-caUed per­ 
formance mutual funds has 
caused trustees, institutional 
investors and counsellors to 
he unduly conscious of short 
term results. Excessive day- 
to-dayness tends to be cor­ 
rupting, as the average invest­ 
or should be concerned with 
long-run, not ephemeral, re­ 
sults. 
Similarly in the area of em- 
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Gresham’s 
Law 


ployment of relatively un­ 
skilled and less efficient work­ 
ers, the employer is in com­ 
petition with the dole, or tax- 
free relief payment, whiqh is 
given to non-toilers. 
Modified Procedures 
Moreover, the self support­ 
ing, cost conscious voluntary 
insurance companies h a v e 
modified their procedures to 
adjust to subsidized insurance 
competition from the federal 
government. Thus, in a cir­ 
cular letter touting medical 
insurance under Social Secur­ 
ity for those 65 and older, 
Robert M. Ball, commission­ 
er of Social Security, writes: 
“ The $4 (monthly) premium 
represents an exceelent b u y 
because you will be paying 
only half the cost of the pro­ 
tection. The government pays 
the other half. 
“ You may not be able to 
obtain this basic coverage any 
other way. For the most part, 
Blue Cross-Blue Shield and 
th e commercial insurance 
companies h a v e rewritten 
their policies for people over 
65 and over to supplement 
mddicare.” 
Regrettably, 
some volun­ 
tary insurers have pulled in 
their horns to let Uncle Sam 
bear these risks. But here’s 
where Gresham’s Law comes 
in: Voluntary companies are 
discouraged from improving 
quality of medical coverage 
for the aged and some have 
cut down on previously estab­ 
lished standards. Thus, in this 
new political clamor to level 
down the whole population, 
the provident and self sup­ 
porting elders are finding it 
difficult to maintain the status 
quo of broad protection prior 
to Medicare. The government 
is subsidizing well-to-do old­ 
sters, while imposing burden­ 
some deductible features on 
the indigent. 
The principle works in other 
directions toward equalitari- 
anism. This trend runs coun­ 
ter to the basic philosophy of 
the American economic sys­ 
tem which is based on re­ 
wards and incentives for high 
productivity and excellence. 
Leveling Down 
Such a leveling down pro­ 
cess is revealed in a pamphlet 
of the Internal Revenue Ser­ 
vice, entitled “ Rules for De­ 
ducting Entertainment a n d 
Gift Expenses.” 
The p a m p h l e t reads: 
“ Meals and lodging are de­ 
ductible only when you are 
traveling away from h o m e 
overnight on business . . . 


However, no deduction will be 
allowed for meals or lodging, 
to the extent that they are 
lavish or extravagant.” 
This overlooks that in a 
competitive society one man’s 
notion of extravagance differs 
'from t h a t of another In a 
different income b r a c k e t . 
Congress never intended that 
a tax statute should be bu­ 
reaucratically administered to 
dictate standards of living. 
Similarly, it is arbitrary to 
say that a business traveler 
can’t deduct expenses 
fo r 
meals and lodging unless he 
remains away overnight. This 
is horse and buggy bureau­ 
cratic thinking in the jet age. 
Many an executive flies a 
great distance early in th e 
morning, takes a hotel room 
for conferences, holds meet­ 
ings sometimes at lunch and 
dinner, and, if finished, elects 
to fly home and sleep in his 
own bed. It is impudent for 
bureaucracy to frown on such 
a regimen. 


(Mr. Rekerier will be » leaeed te re- 
celee 
inguirie« 
from 
rceden 
concern- 
ine their finanrlal probtemt. Letter* with 
ftamped aeli-addrcaaed esTelepea aboiild 
be aent In care of The LiBcela Star. 
Qneations ef general interest will be an* 
swered In tb* colnmn. Others, to tin 
extent time permits, will bo bandied by 
mail. I 


BANK STOCKS 
New York—Over the oounter quotations. 
Bid Asked 
Bid Ashed 
BkAmer 
62Vi 62^^ ManfHan 47% 48% 
BkN.Y. 
76% 77% MorgOty 97% » TV* 
ChemNY 52% 52% U.S.trNY 106% 108% 
IstNatCty 58% 59% 


INSURANCE STOCKS 
New York—Ova* the counter quotations. 
Bid Asked 
Bid Asked 
44% 
44% Maalndm 28% 30 
62% 63 RepNat 
21% 22% 
46 
46% RepTex 
23% 
23% StPFir* 
23% 
23% Travlers 
Homelnda 33% 
33’* 
J efferson 38% 
39V« USi'G 


AetUfe 
CnGnLf* 
GlenFaU 
GtAm 
HtfFiro 


23 
24 
28Vk 29 
25% 28 


50 
50Vá 


Pure x Work e rs 
Sta y Off Job 
De s pite Orde rs 
Omaha 
— Production 
workers at the Purex Plant 
in Omaha stayed away from 
their jobs Tuesday Russell G. 
McKenzie, plant manager, re­ 
ported. 
Operating 
engineers 
and 
maintenance men were on the 
job. The plant employes be­ 
tween 150 and 160 production 
workers. 
District J udge Paul Garrot- 
to issued an order Monday af­ 
ternoon 
enjoining the work­ 
ers from continuing their strike 
which started Saturday. 
The workers, members of 
Local 189 of the Internation­ 
al Chemical Workers Union, 
struck over wages and work­ 
ing conditions. 


Gre in Se lec te d 
Seward — Bob Grein was 
selected as president of the 
Chamber of Commerce here 
for 1968. George King w a s 
named vice president and 
J ohn Coyle was re-elected to 
serve his 20th consecutive 
term as secretary-treasurer. 


Ov e r-The -Counte r Se c uritie s 


Quotations from the NASD are representative inter-dealer prices as of approximately 
12 
Tuesday. Inter-dealer markets change throughout tiie day. Prices do not 
inclQoe retail markup, markdown, or commission. 
Bid Asked 
Bid Asked 
22 
22% 
12% 12% 
33% 34% 
25% 26% 
29 
30 
158 
168 
30 
32 
28% 29% 


STOCKS 
AmGen 
Behlen 
BlkHPLt 
Calndra 
CentTel 
CB(2RR 
CtyNtBk 
DataDoc 
emmrr 
D o u ^ 
16 
21 
Douglicmisn 
24 24% 
LNtlin 
34 
.... 
INtOm 
27 
29 
Fleming 
27% 28% 
GasSv 
16V« 16% 
GateBk 
90 
.... 
GenUnGrp 
7% 
8 
GrtNebCp 
lïs 
2'/* 
GrtPlNG 
6 
6% 
GuyaFd 
10 
10% 
- 
“ 
“ 
12% 12% 


laSoUt 
lOSTGae 
do85pf 
LOnvNeb 
LinBkSo 
LInTel 
do5%pf 
McDonald 
MagMet 


Bid Asked 
30% 30VÏS 
29% 30 
74 
4 
4% 
10% .... 
33% 34% 
82 
.... 
11% . . . . 
8% 
V/u 
MonroAut 90% 31% 
NtBkCm 
40 
Neb6%pf 
9 
NebCMiU 
13 
15% 
NebNtLf 
31 
NWPubSv 23% 24% 
OmNtBk 
32% 34% 


Bid Asked 
SpencerPk 
32% 32% 
SWlnv 
13% 14 
TrGaaPL 
23% 23% 
TrinStl 
28% 29% 
UnBAi 
220 
240 
UnlvMfg 
17% 18% 
UtGas 
9% .... 
WasMGaa 
17% 18% 
WestOmBk 10% .. 
WedPGas 
30% 30% 
do4%pf 
33 
36 
do$2.55pf 
39 
42 
YelTrana 
41% 42% 
Yonkers 
22% . 


OmStl 
PacGRob 
RotaDry 
RuStover 
ShavFd 
Sid5%pf 
57% 
e in offering : 


21% 
12% 13 
7% .. 
11% 53 
4% 
5% 
19% 
Iri(^Inv. 115212J 5SupBenLf 
n.a. 
mpEast 
n.a, 
BEGMTRATION 
•HugGaaTr 12Vi 
N u s 6 ^ 
96 
laBfpA 
56' i 
cv converitble; e in offering: n.a. no quotattona available: 
X witbout warrants: ** real estate intonsi. 


BONDS 
œP6%’7Tw 
223 .... 
d o 6 % ^ 
94 .... 
do6*Ww 
214 
.... 
do6*78x 
91 
___ 
LTATcv5%’93 
102% 
Mapo6%'84 
Sa .... 
MagMet8%’87 97 100 
N*bB6'72 
94 .... 
NCM6%’77 
96 .... 
NOmb» %’81 
84 .... 
OPPD2*77 
84 .... 
Sid5'69 
95 .... 
Whlt5%*79 
85% .... 
Wpgcv4%*78 
167 175 
Loc a lly Quote d 
Markets maintained and quoted by com­ 
pany rather than by security dealers. 
Bril' 
Imi 
Pionlns 
In offering no bid 
w witti warrants: 


A loc k 
i^ h o n g * 


NEW YORK 
gales ( 


AbexCp 1.60 
AcroeMk 2« 
Adresso 1.40 
Admiral Cp 
AlrPrd .20g 
AlrRedc 1% 
Alcan A!u I 
AllbgCp .m t 
All Did 2.40 
AllegPr 1.20 
Alld Ch 1,90 
AlliedSt 1.32 
Allis Chal 
I 
Alcoa 
IJ K) 
Amerada 
.1 
Am Airl .80 
A Brest 160 
Am Can 2.20 
AmCyan I'k 
AmElec 1.52 
AmExpt 10k 
A Rome 1.20 
A M F .90 
AMetCI 1.90 
Amer Motor 
AmNtGasI 2 
Amer Photo 
Am Smelt 3 
Am Stand I 
A Sugar 1,60 
AmT&T 2 40 
AmTob 1.80 
Am Zinc Co 
Anwtek In 1 
Ampex Cp 
Anacda 1 b 
Armco StI 3 
Armour 1.60 
ArmsCk 140 
AshlOil 1.20 
AssoTrans 1 
Assolnv 1.40 
Atchi.sn 1.60 
AtlRich 3.10 
Atlas 
Corp 
AvcoCp 1.20 
Avnetlne .50 


BabltW 1.36 
BangorP .60 
Bath 
Indust 
BeatFd 1.65 
Beckml .12d 
Beech Air 1 
BellliHII .50 
Bendix 
1.40 
Beth StI 1.60 
Black D 1.05 
Boeing 
1.20 
BoieeCas .25 
Borden 
1.20 
Borg Wr I'.i 
BostEd 2.08 
Bourns Inc 
Braniff 
25b 
Briggs 2.40a 
Bristol My 1 
Br Shoe 1.30 
Brunswk Cp 
Budd Co .80 
BulovaW .70 
Burlbid 1.20 
Burroughs 1 


CalHcIa 1.20 
CampbISp l 
Can Dry .50 
CnPac 1.4.5d 
CaroPL 1.38 
CarolTel .68 
Carrier Cp 1 
Case(J I) Co 
CaterTr 1.20 
CelaneSb 
2 
CenSoya .80 
Cerro C .27d 
Certaln-t .80 
Csi» na 
1.40 
C F I SU .80 
ChmSPl 2 .7 0 
ChaseM 2.20 
Clws CMiio 4 
ChMSPftP 1 
ChlNoWst 4 
Chi RlfcPac 
Chrysler 
2 
err Fin 1.60 
Cltiee Sv 2 
CleveEI 1.80 
CocaCoI 2.10 
Colgate 1 10 
Collins R .80 
ColIntG 1.60 
C B S 
1 40 
ComCr 1.80 
ComSlv 1.20 


(U P D - 
bds) High Lew Close Cbg. 
A A----- 
13 
29% 29% ... 
t.ll .36% 36 
36%+ % 
9» 61% 60% 60'%—1 
47 17% 17'k 17%— % 
13 34% 34'4 34%+ % 
2.3 33% 33'k 33'k - % 
140 24» i 24% 24%+ » 4 
81 15% 15% 15%+ % 
11 « 5% 64% 6.5% 
... 
60 22% 22'^ 22%+ % 
112 38% .37% .38'4i— H 
71 38 
38 
38’i+ i , 
TO 36% 35% 35%-l% 
X66 69'4 68'a « % + % 
76 84% 8.3'» 84% tl% 
214 27% 26% 27 
109 57% 56% 56*4-1 
64 49’a 49'4 49%+ % 
310 25'4 24% 25 
X62 38 
3714 3774+ % 
202 53% 50% 517*^1% 
92 5374 52% 52%— % 
296 22'4 21% 21%-1 
103 48'« 47 
47 -1% 
4.57 13% 13% 13%+ % 
41 .38 
.37% S7%— % 
780 19% 18% 19'4+ % 
X68 6914 68 
69 +1% 
74 34« 3414 34'4 
. , 
51 33'4 32% 33%+ % 
54.5 51% 50’* 51%+ 1* 
83 32% 32% 32%+ % 
I 23’* 23'4 23% 
42 45 
43 
4.3 —2’4 
lot .31% 30*4 30*i— » 4 
80 46 
4.5'4 45%— '4 
*183 47'4 46% 47 
% 
439 38% 36'4 37% » 1'4 
11.1 57'4 .56« i 57'4 *- « i 
285 38% 37% 38'.4+ % 
X9 18 
17*4 18 
+ ’ a 
18 23’4 23'4 23'4— » 4 
2.30 2844 28% 28%*^ 
40 104% 10.1% 1037« + 
176 
6'* 
6 
6<* 
. 
109 5.3'4 52% 52%— *4 
154 41*4 40'/4 40%— % 
— 
B B----- 
32 4.3 
42'4 42'4+ % 
193 52'4 50 
52%+ % 
5 r» '4 25Vi lfâ%— % 
14 59% 59 
59%+ % 
188 
5.IV4 52 
52%— % 
15 42% 42 
42%+ % 
.35 79 
78 
78*4—1 
33 47'4 46% 46lb - % 
227 32',4 31% 32 
10 47 
45% 47 +2 
197 767* 
75.1^ 76T|4. % 
86 46% 45% 48 
X97 3374 32% 32%+ % 
« 0 277* 27 
27%— 7» 
13 40% 40% 40%+ *4 
19 20% 20% 20% - % 
27 42Y* 41% 42*4 + 1 
6 567^ 56% 5634^ % 
117 707/« 
70Tt+ I. 
8 47% 46 * 46%— % 
377 16% 15*4 16 
67 22% 
22V4 22%— 14 
58 28% 28 
28'4— ’ * 
54 40*4 39% 40%+ % 
88 180'4 176'4 179 
t 3'4 
MW—-C c __ 
1 01 
44% 
4 4 74 
44 74 — 14 
.36 38'* 27*4 27*4— % 
18 3.3% 
3374 33'4 
6 4974 4874 49%+ 1% 
3.1 40*4 40 
40*4+ V» 
7 2.3% 23% 23V4 ... 
83 66 
63% 66 
+7« 
67 16 
15'a 15%+ % 
162 39'4 38'4 39 — » 4 
36 58% 57% 57%+ 
14 
8 22% 22% 22%— ' • 
141 46 
45% 45%+ % 
26 17 
16% 16%— % 
16 44% 44 
4474— % 
.36 1774 17 
17 
15 54% 53% 5474— % 
44 64>4 63% 64*+ % 
15 63% 63% 63% -% 
23 39 
» 74 n% 
... 
89 11574 11374 114%— % 
6 20% 20 
20%+ % 
C09 51 
50 
50%— % 
98 33 
32% 33 + % 
129 4874 47*4 « 1%+ % 
25 37% 37 
37V4— % 
60 129% 128% 129%+!% 
40 407, 
2W4. 40%+ % 
50 76% 75% 76%+1% 
10 42*4 41% 41%—1 
L54 4974 49'4 49%— » 4 
39 32'4 32'4 32%+ Va 
60 40V4 39 
3974+ 7a 
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New York (UPI) 
— National Aaaoci« 
atkm of Securitiee 
Dealers, Inc. 
Tuesday. 


Aberdn 
Adv Fd 
AffÜ Fd 
All Am 
Am Bus 
.4m Div 
.Am Grth 
Am Inv 
Am Mut 
Am Pac 
Asso Fd 
Aseo ln 
AXE 
HOUGHTON: 
Axe H A 8.41 9.14 
Axe H B 10.5911.51 
Axe H St 7.79 8.51 
Axe Sci 22.1124.03 
Blue Rid 13.7815.06 
Bnd Stk 
6.80 7.43 


Bid Asked 
2.94 3.21 
8.15 8.95 
8.48 9.17 
1.19 1.30 
3.44 3.73 
11.2112.25 
7.83 8.51 
36.73 36.73 
9.63 10.52 
7.22 7.22 
1.57 . 
7.55 7.55 


Bid Asked 
Select 
9.4710.18 
Var Pay 8.44 9.18 
Inv Res 
19.27 21.06 
Istel Fd 
23.57 24.30 
Ivest 
15.5216.96 
J hnstn 
20.35 20.35 
KEYSTONE 
Inv B-1 
21.18 22.10 
Med B-2 22.45 24.49 
DU B-4 
9.8110.71 
Inc K-1 
9.09 9.92 
GUI Kp2 6.54 7.15 
HGr S-1 21.13 23.05 
Inc S-2 
App S-3 
LPr S% 
Inti 
Knikr 


10.8611.83 
9.63 10.51 
7.08 7.73 
15.8717.16 
7.30 8.00 


Boat Fd 
Broad St 
BuUock 
Can Gen 
Cda Fd 
Cap Inc 
Cap Life 
Cent Shr 
CHANNOiO 
FUNDS: 
Balan 
Com St 
Grwth 
Incom 
Specl 


8.67 9.48 
14.^ 15.41 
14.8416.26 
8.61 9.41 
16.9818.37 
8.87 9.72 
6.97 7.64 
9.8810.80 


12.7013.88 
1.93 2.13 
17.4019.02 
8.01 8.75 
3.27 3.57 


Ka k Gth 11.83 12.96 
Lexing 
10.1911.14 
Lex Rea 14.96 16.35 
Life Inv 
6.94 7.58 
life Stk 
4.66 5.10 
LOOSOS 8ATLES: 
Can Int 33.37 33.37 
Cap Dv 11.99 11.99 
Mut 
14.» 14.» 
Manhtn 
10.3911.35 
Mass Fd 12.46 13.62 
MaM Gr 11.8212.92 
Masa TT 15.5617.01 
Mates 
6.17 6.17 
McDon 
12.1513.32 
Mid Am 
7.09 7.75 
Moodys 
15.6717.13 
Mdys Fd 13.4114.66 
MORTON FD6: 
Mrt Gr 13.3214.60 


Chase Fd 12.23 13.37 
Chem Fd 17.67 19.31 
3.07 3.36 
1.57 1.70 
5.36 586 
13.34 14.58 
9.8110.72 
4.89 5.32 


Citadel 
Cst Sec 
C<d Eqt 
Col Fd 
Col Grth 
CmSt Fd 
COMMONWL’TH 
FUNDS: 
Cw Cap 19.03 20.» 
Cwth In 10.0911.03 
Cw AAB 1.67 1.67 
Cw CleD 1 .» 1 .» 
Cw Inv 10.» 10.98 
CW Stk 10.1411.08 
Comp Bd ................ 
Comp Fd 
................ 
Concrd 
20.29 20.29 
Cons Inv 12.'R113.12 
Cnsum I 
5.73 6.26 
Conv See 10.3811.32 
Corp Ld 
16.0917.62 
entry 
11.9412.91 
Crown W 6.92 7.56 
deVgh M 72.7172.71 
Decatr 
12.7713.» 
Dela Fd 
15.7117.17 
Divsr Gr 14.3115.68 
Divdr in 
9.4510.» 
Divld Sh 
3.67 4.02 
Dow Th 
7.79 8.42 
Drexel 
............... 
Dreyfus 
13.9815.26 
Eatn Bal 11.1512.12 
Eatn Stk 13.63 16.98 
Eberst. 
12.» 14.09 
Emp Grp 14.00 15.22 
Energy 
15.7715.77 


Mrt Ine 
Mrt Ins 
MIF Fd 
MIF Gth 
Mut Shr 
Mut Tr 


4.34 4.7« 
7.19 7.88 
18.2619.74 
5.95 6.43 
18.43 18.43 
2.67 2.72 
Nea Mut 11.1111.41 
Nat WS 
10.» 11.34 
Nat Ind 
12.53 . . . . 
Nat Inv 
7.40 8.» 
NAT SEC SER: 
Balan 
11.1912.23 
Bond 
XMvM 
Pf Stk 
Incom 
Stock 
Grwth 
Nat Wet 


6.02 6.58 
5.23 5.72 
7,77 8.49 
6.17 6.74 
9.05 9.89 
11.» 12.87 
6.13 6.72 


Ent Fnd 
Equity 
Eqt G A 
Fairfld 
Fm Bur 


8.15 8.91 
10.37 11.21 
16.75 18.36 
14.18 13.50 
11.53 11.53 


New Eng 10.7111.58 
New Hor 24.» 24.93 
New Wld 12.9714.17 
Neast It 17.1617.16 
IM FBd 14.» 15.63 
One Wm 16.0316.» 
OpiJ l 
7.53 8.23 
Penn Sq 16.8416.84 
PhUa Fd 14.4715.» 
PUgrm 
10.4511.45 
PUot 
7.1.3 7.81 
Pine St 
11.9111.91 
Pioneer 
13.» 14.30 
Planed 
13.3314.57 
Price Tr » .70 22.70 
Providt 
5 .» 6.39 
Puritan 
11.1812.09 
PUTNAM 
FUNDS; 
CUo 
Equity 
Grth 
Inc 
Inv 


15.9517.43 
11.4815.55 
12.2213.» 
9.14 9.99 
7.39 8.08 


Fed Grth 14.4115.75 
Fid Cap 
13.5214.70 
Fid Fnd 
17.7119.15 
Fid Tmd 28.» 30.79 
FINANCIAL 
PROGRAMS: 
Dyn 
6.23 8.82 
Ind 
5 .» 5.M 
Inc 
6.85 7.50 
Fst Inv G 9.40 10.» 
Fst Inv S 10.» 11.29 
Fletchr 
16.25 .... 
Fla Grth 
7.28 7.95 
Fnd Lf 
5.13 5.61 
Fnd Mut 
8.34 9.11 
Foursq P 13.5414.80 
FRANKLIN 
CUSTODIAN: 
Fnk Cm 7.0.3 7.73 
Fnk Ut 
7.» 8.00 
Fnk In 
2.58 2.83 
Fund Am 10.8111.81 
Fund Inv 10.7511.78 
Gen Inv 
6.91 7.51 
Gen Sec 
11.» 11.85 
GROUP SEC 
Antwp 
10.0511.01 
Com St 
13.6514.94 
Ful Ad 
9.2810.17 
Grth Ind 21.73 22.38 
GryphB 
18.» 20.61 
Guard 
26.» 26.» 
Ham hda 
5.24 5.72 
Hartwel 
16.9116.91 
Horace 
14.» 15A0 
Hub Fnd 
................ 
Imp Cap 
Imp Gr 
Inc Fd 
Inc Bost 
Ind Fnd 
Ind Am 


Rep Tech 6.31 6.90 
Revere 
15.1016.» 
SCUDDER FDS: 
Int Inv 
13.» 14.23 
» .79 » .79 
16.15 16.15 
11.2111.21 
14.13 15.27 
16.27 17.78 
8.18 8.94 
11.10 12.01 
12.55 13.72 
9 .» 10.20 


Spec 
Bai 
Com 
Sec Div 
Sec Eq 
Sec InF 
Sei Am 
Sh Boe 
Sigma 
Swst Ine 
Sovr In 
15.49 
State St 
48.52 49.00 
Sted SAG 7.21 7.» 
Sted Am 12.4813.64 
^ 
8.27 9.04 
STEIN ROE FDS: 
Stein R 20.» 20.38 
Stein In 14.4114.41 
Stein St 13.6513.65 
Sterl Inv 12.7213.76 
Sup Inv 
6.53 746 


9.4210.13 
116.96 


Tchrs 
Tech Fd 
Tmpltn 
Tex Fd 
TwnC G 
TwnC I 


12.84 13.38 
9 .» 10.22 
16.24 17.75 
11.» 12.57 
5.61 6.13 
5 .» 6 .» 


Com Bd2 20 
Com Sat Cp 
Con*F.d 1.80 
Con» Fd l'a 
ConsNG 1,70 
ConsPw 1.90 
Contanr 1.40 
Cent Air . » 
ContBk 1.20 
Col Gas 1.32 
Cont Can 
2 
Cont Mot .40 
Cont QU 2 .» 
Contri 
Data 
CornPd 1.70 
CornGI 2'la 
Crane 
l.60 
CrownZ 2 20 
Crucibl 
1.20 
(judahy 
Co 
CurUsaWr l 
Cyprus 
1.40 


DanRiv 1.20 
DanaCp 2 .7 0 
Dayco 
1.60 
Deereitco 2 
DelAHd 1.60 
DelMon 1.10 
Dennaon .60 
DetEdU 1.40 
TXana S .20g 
DIehold 
.40 
Dia.Shm 1,40 
DutlllSea 1 
Dow Ch 2.20 
Dresser 
l'* 
Duke P 1.20 
DuPont 
5h 
DuqneL 1.66 


East Air .30 
EastSStl 
90 
FlKodk 1.60a 
Eaton Y l» , 
Fllec Bond 2 
EIPasoNG 1 
Eitra Corp l 
End J ohnsn 
Erle 
Lackw 
ESB ln 1.20 
KnexWire l 
Eth.vlCp .60 
Everoharp 
Cell 
1.20 


9 .» 10.83 
8.02 8.72 
13.18 14.41 
7.» 8.S6 
11.9213.03 
7.» 8.20 
Ind Tmd 14.4915.84 
Ins A Bnk S .» 5 .» 
InvC Am 14.2615.» 
Inv Boa 
13.1314.35 
INVEST GROUP 
Mut 
10.» 11.91 
Stock 
20.67 22.47 


UNITED FUNDS 
Accu 
15.5817.03 
Incom 
13.9715.27 
Sden 
9.05 9.89 
Un F Ca 
6.38 6.97 
VALUE LINE FDS 
Val iJ ie 
9 .9 110.» 
Val Inc 
6.40 7.01 
Val Spl 
8.49 9 .» 
Vangrd 
4.74 5.18 
Varied In 5.62 6.11 
Viking Gr 7.» 7.67 
Walls In 11.» 12.95 
Wsh Mut 13.1014.32 
WeU Fd 
12.5513.64 
West Ind 
Whithl 
Wndaor 
Winfld 
Wlecon 
Worth 


8.25 9.01 
14.32 15.48 
18.2619 .» 
13.97 15.27 
7.44 8.13 
5.34 5.82 


* 
48 
47% 47% - 74 
62 
45% 4.3 
43 — ■* 
112 34*4 .1.1*4 33*4— 7, 
8 55'é 5,3% 
7^ 
2.11 » '4 2774 2 8 — 74 
24 40» ! 40*4 
40*4+ % 
121 29*4 28*4 
2 9 — 74 
168 20'4 19’a 
197« — % 
11 .19*4 
39V4 39*4+ % 
» 3 
27*4 27'4 27*4 - 1, 
31 
4R'4 46 
46':? + % 
4 
20’, 20*4 20% - 7, 
7» 71'a 697a 71*4 + 1% 
8.39 1 24'a 1» 
124'4+47* 
« 8 39*4 .38*4 39'4+ 74 
10 31.3% 31.3' 4 31574— *4 
* ->2% 5^4 52*4+ % 
.37 427, 
42% ... 
19 .337, 3.314 33%+ 74 
82 24% 23'i, 24% + lV4 
67 23% 23'4 2.3*4 ... 
82 » 7, 51% » 274 ... 


Exi 


FactrM .80g 
FalrcC .50b 
FairHlr .30b 
Fairmont 1 
FarahMf .» 
FerroC 1.20 
Firestn 
1.40 
FIrstNat Str 
FlaPwr 1.44 
FMC Cp .75 
FdFalrS .90 
FordMt 2.40 
ForMK .12d 
FreeptS I', 
Fruehuf 1.70 


GamSk 1.» 
GnAccp 1.40 
GnAnilF .40 
GDynamlc 1 
GnElec 2.60 
GnFood 2.40 
Gen Inatr 2k 
GenMilla .80 
GenMot .&3d 
GenPrec 1*4 
GPubU 1.» 
Gen StI 1.20 
Gen Tel 1.40 
Gen Tire .» 
Geneac 1.40 
GaPacifc Ig 
GettvOi .lOb 
GUlette 
1.20 
Glen 
Alden 
Global Mar 
Goodrh 2.40 
Goodyr 
1.35 
GraceW 1.40 
GrandUn .60 
GrantW 1.10 
O tA P l.» a 
GtNPap 1.20 
GtNoTRwy 3 
Gt West Fia 
GreenGt .» 
Oreybd Cp 1 
Gmmma .» 
Gulf Mo 2.60 
Gulf Oil 2.60 
Gulf Wat .30 


HeclaM 1 .7 0 
Hercule .25d 
Hershey 
.90 
Hess Oil ..» 
Heublein .70 
Hewitt P .20 
HiltHott 1 .» 
Hoff 
Electa 
Homestk .80 
Honywl 1.10 
H oueU Pw .i 


IdahoP 
1% 
IdealBaele 1 
niCealB 174 
n iP w r 1.72 
Imperial Cp 
Ing Rand 2 
Inland Sti 2 


} ^ í r 5 . ¿ 
IntHarv 1 .» 
lot Ming .40 
lotNick 2 .» 
InU Packers 
Int Pap 1.35 
Int TAT 1.70 
Itek 
C(M3;i 


J ohnsM 2.20 
J ohnJ n .60a 
J cmLogn .» 
J ones L 2.70 
J ostens 
.» 
J oyMfg 1.40 


KaUer A1 1 
KanCSIn 2 
KanGB 1 .» 
KanPU 1.03 
KayserR .60 
Kellogg 1 .» 
KeUy-E 1.30 
Kennmtl . » 
Kennecott 
2 
Kerr Me 1*4 
Kiddc Co 3k 
KimbCl 2.20 
K L M 
Kopper 
Kresge 
Kroger 


.16 23% 23*4 23%+ % 
205 48% 41 
48 —1 
17 44% 
4314 44%+ 74 
40 51 
» 7 4 51 
+ 7 , 
17 .39 
37% .39 
4-1% 
.1.3 » 7 4 » 7, » 7 i - % 
65 eO*a 59*4 59% -l% 
923 26« a 25*4 26*4 
171 
1474 12% 13*4-1*4 
114 29'a 28*a 28%— % 
83 31% .31*4 .31*4 ... 
2 .377, .177, 3774+ % 
« 8 79*4 79'4 7 9'a ... 
2.1 40 
.19*4 39% ... 
24 .38'4 37% M '4+ *4 
.38 1.36*4 153*4 136*4+ 
*4 
20 30*4 3074 M% ... 
—E E----- 
1.32 37' a .36% » % - « 4 
27 21'a 21 
21 — % 
81 1» '4 133'4 13.3» 4+1'4 
4.3 29*4 29'a 29*4 
368 61 V, 391 i, 5» %_2% 
78 
197, 19'4 19'4— % 
37 33% 32*4 3.3*4+ 
>4 
6 25*4 2.3% 23%+ % 
8% 
8<a 
8%— *, 
2» 4 28*4 26%+ a , 
40% 40 
40',4— a* 
101 » *i 33 
.U3 — 7i 
47 17*4 16*4 167',— *, 
5 32% 22% 3 2 % -V4 
—p .r — - 
144 55 
53'4 .34 - 1 
175 70% 69 
69"4 + l% 
82 21*4 20% 20% -l 
8 18*4 18*4 18*4+ % 
11 3274 32'4 .32'4 
. . 
22 34% 34*4 3474— % 
114 53*4 52% 52%-l% 
11 26V4 2674 28'4 
. 
M 39% 39*4 39%— *4 
169 23 
54'a 34% - *4 
40 18 
17% 18 + % 
239 » 
49*4 4974+ % 
70 27'4 27*4 27*4 .. 
87 66% 6.3*,4 » — % 
42 .38% » 
G 


194 
4 
28 


» 


22 267, 26'4 2674+ % 
13 32% 32V4 .12*4— *, 
171 2274 22% 2274— % 
64 52*4 51% 52 
196 90% 89*/« » + % 
53 
733 
69 — ai, 
45V« - 74 


» b 
1.40 
.90 
1.50 


69 
46% 45 
40 37*4 .36% 37 
+ % 
401 773b 76'4 76*4—1*4 
19 M 
79*4 79%— % 
57 » 
27% 28 
2 0 24*4 24 
24*/« 
... 
2 » 42% 41% 42'i+ 74 
79 25'4 24% 25*4+ 74 
58 » 
37% 37%+ % 
X83 63% 62*4 63%+ % 
46 87 
84'4 » 7 4—274 
627 49 
45*4 45V« —474 
2337 14*4 13% 14*4+ % 
91 3774 37 
37 — % 
28 6574 6474 » % + 74 
142 S m S1V« 52*4+74 
123 3874 3874 » % — % 
141 24% 23% 2m 
- % 
21 » 
32% » 
27 2» 4 28 
2» 4 + % 
20 54% 53% 54%— % 
7 5274 51% 517 4-7 4 
381 18% 1774 18 + % 
15 » % 34% » — % 
120 21 
20% 20% ... 
30 3374 33% 3374+ % 
• » % » 7 4 » 7 4+ 74 
129 7374 73 
7 3 % -7 4 
665 5274 51% 52%+l% 
H H----- 
X73 54% 5374 5374-1% 
45 4074 40 
40 —1 
8 277 « 27*4 27%— % 
S4 » % 37% » 
28 28% 28V« 2S% - Va 
35 » V« M% 59*4— 74 
69 68% 68% 68 % - % 
276 15% 1474 1574+ % 
108 7274 72 
7274 + 74 
100 93 
92% 02%— % 
37^ 45 
44 
44 — % 


II 31% 31 
31%+ % 
26 17% 16% 1 6% -% 
14 61 
60% 60%+ 74 
32 27% 2674 37%+ % 
357 
874 
1% 
0% ... 
47 44% 43% 44%+ % 
357 3374 32% ^ 4 — % 
3 33% 33% 33%+ % 
314» 1% SM % 587 -57 4 
44 3574 » % 35% ... 
» 
31% 31% 31 7 4 -% 
62 107% 1M% 1M74-1 
44 1174 1074 107 4-% 
451 » % 29% 2974+ % 
169 M% 
9774 97%—1 
378 n074 108% 1W%+ % 


116 60% 59% 60%+ % 
9 84 
» % » % — % 
7 59*4 59 
50% -7 4 
a l l 51% 51 
51%+ 74 
4 2874 28*4 2874+ % 
20 M% 31% 31% + % 


314 4174 41% 417 4- % 
8 387% » % » 7 4— % 
41 26% 36 
38% ... 
6 21% 21% 21%— % 
M » *% 29% » + % 
41 44% 43% 437%— 74 
15 37% » 
36 -1 % 
*12 37% 37 
37 — % 
100 42% 41% 41%— % 
74 117% 117 
117 +1% 
81 72 
71% 7 1 % -% 
10 56% » 
56 — % 
72 » 
57 
57*/4-l 
9 3474 34% 347%— % 
11 » % 87 
87 —1% 
118 24% 23% 2 3 % -l 


LearSig .» 
LehPCm .» 
Leh Val Ind 
Lehmn 
.98d 
LOF Ci 2 .» 
UbbyM c 3k 
LiggettMy 5 
lingTm 1.33 
Litton 
274k 
Lockhd 2.20 
LoewkT .lOd 
LoneSCem 1 
LoneSG 1.12 
LorUlrd 
2% 
Lou Nash 4 
LukmsSU 1 


*108 37% 
X33 12% 
154 1174 
53 21% 
45 52V« 
28 1574 
6 72% 
294 112% 
732 72% 
64 46% 
318 » % 
31 17% 
116 27% 
1 » 4774 
11 78% 
23 3474 
-M M 


26% 
1274 
11% 
21 
51% 
15% 
72% 
1(» % 
71% 
46 
57% 
17% 
36*% 
4574 
75% 
3374 


37%+ % 
12%+ % 
11% 
. .. 
21 - % 
52, - % 
15% - % 
72%+ % 
112%+3% 
7 1% -1% 
46%+ % 
57 % -2% 
1 7 % -% 
26% ... 
46 —1% 
7 6% - % 
34%+ 74 


Pillabry 1*/, 
Pipar A 1.40 
PlttPIO 
2.60 
Polaroid .64 
ProcAG 3 40 
PubSvColo I 
P8EAG 1.60 
PuUma 2.N 


R C A 1 
Ralston .60 
Rayette 
.60 
Rayonlr 1.40 
Ra.vthoa 
.» 
Reading Cn 
Rep SU 2’a 
Revlon 1.40 
Rexall 
..» g 
R« y Met .90 
ReyTob 2.20 
RiegelPap l 
RoanST .Mb 
Robertahw I 
RochO l.lOg 
RohmH 1.60 
Rohr Cp ,M 
RoylD 1.90b 


Safewy 
1.10 
SUoaLd 2 .» 
» R e g 1.40g 
Sanders 
. » 
Sang El .40 
.Schnley 1.60 
Scherng 1 20 
Schlum 
1.20 
SCMCp .15d 
Scott Papr I 
.Sbd Cat 2.20 
Seara Roe I 
Sharon Sti I 
ShellOil 2.10 
Sheraton .50 
Simmaa 1.20 
Sinclair 2.60 
SingerC 2 .» 
SmKlin 1 .» 
SCalFxi 1.40 
SouthCo 1.00 
SoNatG 1.40 
Sou Pac 1.60 
Sthn Ry 2 .» 
SowatPS .64 
Spartan Ind 
SpeirR 
.lOd 
SquarD .70» 
SquibBc l*a 
StBrods 1.40 
Stoical 2.70 
StdOInd 2.10 
Std N J .aid 
StdOlOh 2'4 
Sterl Drug I 
StwrtW 1.65 
Stude Worth 
Snry DX 1*» 
Sunshln Min 
Sup Oil 
1.40 
SwlftCo 1 .» 


Teledy 
3*‘jk 
Tennec 
1.» 
Texaco 2 .» 
TexETr 1.20 
TxOaXr 1.42 
TexOifS .40 
Texinstr .90 
TxPLT .35b 
TexUtll 1..32 
Textron 
.70 
Thiokol 
.lOd 
Timken l.M 
TraneCo J O 
Tranaama 1 
Transitroa 
T W A 
1 
TriCcm 2.10d 
T R W 1.60 
20ttiCFx .» 


UaCarMde 3 
Un Elec 1.30 
UnOCal 1.40 
UnPacific 2 
UnTank 274 
Unlroyl 1.20 
UAircr 1.60 
UnAlrUne 1 
UaOorp .» b 
UnFrult 1.46 
UtdOas 1.70 
Unltd Shoe 2 
US Gvpeu 3 
USIndus .70 
USPipe 1.20 
US Pla .80d 
USPCP .37d 
USSmlt .25« 
USSteel 2.40 
US Tob 1 .» 
Unit UUl .80 
Upjohn 
1.60 
UtabPL 1.64 


Varian Asao 
VendoCo .60 
VlctorCp .45 
Va EPw 1 .» 


Macy A Co 
16 35 
34% 
34% -% 
M adF 3.06d 
55 
27% 
» % 
26% ... 
Magma 3.60 
6 
58 
58 
58 
... 
Magnvx .» 
88 
38% 38% 
38% ... 
MaraUin Oil 
186 
43% 
42% 
43% ... 
MarMid 1.40 
18 
32% 
32% 
32%+ % 
M anballF 2 
14 
59% 59% 59^4+ % 
Martin Ma 1 
91 2 0 
19% 
197% ... 
Maasey F 1 
133 
1 7 
16% 
16% - % 
MayDS 1 .» 
63 
38% 38% 
38%+ % 
McCkor 1 .» 
10 
24% 24% 
24%+ % 
M c^nD .40 
546 
52% 50% 
52%+2% 
McGrE 1.40 
31 
39% 
39% 39% ... 
M (« r HI J O 
62 
44% 43% 
44% ... 
McLnT .» a 
6 31% 
31 
31 — % 
MeadC 1 .» 
39 
37 
» % 
36% -% 
Merck 
1.60 
60 
77% 
76% 
77 - % 
M G M 1.20 
155 
42% 
40% 
40%— % 
MidRoUt .82 
50 
25% 
» % 
» % + % 
M M M 1.30 
76 
85 
84 
« 4% ... 
MlnnPL 1.10 
12 
» % 
2 2 
2 2 
... 
Mo Kan Tex 
60 
» % 
22% 
2 3 — 1% 
Mo Pac A 5 
1 74% 
74»% 74%+ % 
Mobil OU 
2 
» 3 
45% 44% 
45%+ 1% 
Monsan 1.60 
S142 
44*^ 
43% 
44*% 
... 
MontWard 1 
114 
24% 
» % 
24 + % 
Motorola 
1 
78 102% 101% 101%+ % 
MtFnel 1.68 
27 
» » 4 35 
35 
Mesrrei 1.24 
8 
» >4 
» % 
23%+ % 
MurpCo 1 .» 
» 
» 
» % ... 
^ 
n .n ----- 
Nat -Airl .» 
52 33% 
» *% 
33» .ê- % 
NatBisc 2.10 
142 
47% 
46% 
47%— % 
NtCash 1.20 
86 105% 102% 103%+ % 
NtDairy I'/i 
79 
37% 
36% 
36%—1 
NatDist l.m 
X36 
40 
38% 
40 +1 
Nat Gen .20 
X238 
297% 29% 
29%— % 
NatGypsm 2 
71 
47% 
46% 
47%+ % 
NtLead 3*/4b 
63 
62% 
617% 
62%+ % 
NatSteel 2<^ 
41 
46% 
46% 
46% ... 
Nev Pwr .92 
14 447% 44% 
44% -% 
Newbery . » 
52 
31% 
30% 
31 
+ % 
NEngEKl.48 
40 
28% 
27% 
28*%- % 
NiagMo 1.10 
540 20% 
20 
20% ... 
NorfAWst 8 
75 
90% » 
90%+ % 
NoAm Rk 2 
54 
37 
» H 
37 + % 
NoNtGs 2.60 
147 53% 
52 
53%+ 1% 
No Pac 2.60 
10 
51*% 51 
51 — % 
NoStPw 1 .» 
30 32% 
317% 
32%+ % 
NwstAirl .70 
49 
69% 68% 
69%+ % 
NoBane 2.10 
1 
54 
54 
54 ~ % 
0 0 ----- 
OccidPet .90 
284 iai'/2 102 
102*%+ 7% 
OgdenCp .80 
344 
45 
42% 
43 — 
Ohio Ed 1.30 
35 
27% 
27 
27%+ % 
OklaGB 1.04 
33 
24% 
24% 
24*/« — % 
OklaNG 1.12 
16 
» % 
» % 
20% ... 
OlinMt l.» g 
127 » 
35Va 
35%— % 
OmarklB 4k 
2 3 23% 
2 3 
» — % 
OrRock 1.12 
8 
29 
28% 
2» + % 
O tisElCo 2 
44 
44% 
43% 
44 +1 
OutbordM 1 
79 
» % 
28 
28%+ % 
OwenaC 1.40 
9 
68 
67% 
67% -% 
Oweam 1.35 
69 
54 
53 
52 — % 


PacGaa 1.40 
47 34% 
3« 
34% 
... 
PacLtCp 1% 
2 5 26% 
» % 
26%+ % 
PacPwr 1.20 
32 
» % 
22% 
» — % 
PcTAT IJ O 
46 
24% 
24% 
24*%— % 
Pan Am .40 
329 
20% 
20% 
20%+ % 
Panhdl 
1.60 
27 
34 
» % 
» % + % 
Parke Dvs 1 
65 
» % » % 
» >% 
... 
Penny 1.60a 
43 
60 
58% 
59%+ 1% 
PennDx . .60g 
31 
24 
» 
24 + % 
Pa Cent 2.40 
114 
58% 
57V4 
58%+ *% 
PennPL 1.52 
» 
29% 29*% 29'%- % 
PeopGs 1 .» 
38 
36 
35% 
36 
PepsiCo 
.» 
99 
39% 38*% 
3» % - 7% 
Pfizer 
1 .» 
124 
63% 
62% 
63 - % 
PhelpD 3.40 
35 
67 
66 
66 - 1 
PhllaEI 1.64 
45 
307% 
30% 
30%+ % 
Phil Mr 1.40 
35 
49% 
48% 
49%+ % 
PhilPet 2.40 
142 
58% 
57% 
58 - % 


.90 
I 
Walgrea . 
Warn Lam , 
WadiW 1.20 
WVaPP 1.90 
WaAliUa« I 
WsBane 1.30 
WUnkm 1.40 
WeetAB 1.80 
West El 1 .» 
W« rerh 1.40 
Wheel Steel 
Whlrlrt 
1.60 
White Mot 3 
WinnDx 174 
Woolworth 1 


Xerox 
1.40 
Yongsrr l.M 
ZenithR 1.20 


M 
4.3*% 42% 
4.1*4 
*4 
19 
54>x 
51 » a 54*x + 2% 
40 
« 6% 86 
«6(4- 1» 
197 222% 217% 2t9H+3 ‘« 
.38 86'x 
8$ 
« 5%+ *» 
47 
21*% 21*4 
2!l*+ A« 
58 
.34 
•33'4 
33% - *» 
25 
52 
51% 
517 » - 
----- R R----- 
182 
481$ 
4774 48'4+1 
73 
22'* 22 
22'4 
. . 
18 
84% 
63(4 
63% - % 
92 
40'a 
39V4 39*4—1 
» 4 
81% 7« '« 81*4 + 2'i 
17 
22% 
21V« 
21%-- % 
31 
4» a 42*4 
42%+ ** 
30 
77% 76'4 
76(4— *3 
X« 4 
327« 31*4 
31% -% 
78 
41» ii 40(4 
41 
+ *» 
X83 
43*1 
43 
43% - *» 
38 
» 
19% 
18*4— % 
175 
10*« 
lO'a 
10'» 
... 
14 
36 H .25% 3.5% ... 
24 
28 
27% 
2 9 + *,4 
11 
89*4 
88 
89%+ 1*4 
78 327« 
32% 
32%+ *» 
1 » 
43'a 
43 
43%+ % 


151 
» '+ 
24*% 247» + 1» 
« 1 
43% 42'» 
427» +. 7» 
268 
.37 
.25*« 
37 + 7* 
219 
49% 48',» 
« % + 7, 
.56 
.19'» 
38'» 39 + *4 
89 
3.3 
5Ka 
52*4+ « ♦ 
43 
66% 
66'h 
66%— *, 
21 
74'/* 
73*« 
74 — >4 
318 467» 
45(4 
45%—1*« 
X228 
» '» 
25 
2.5'4+ (* 
11 
48 
47*4 
47« a 
.. 
1.10 
5» 
SR*4 
587» + % 
.36 
3774 37 
.37 
. 
41 
63*« 
64% 
65 
88 
a*« 
a 
a - *4 
4 
34% 
33*4 
34V4+ *« 
X69 
76',* 
7.5'a 
76 
» a 
207 
70 
68'» 
69(« + % 
28 
49 
48 
48(» — *4 
57 
3 y i 
34% 
35 
* *« 
60 
277« 
27 
27*4: % 
2« 
43*» 
44*4 
45%+ 1*» 
188 
» 7» 
29% » 7» + Va 
.36 
487% 
48'4 
48*4 
.. 
43 
14% 
14% 
14'» — *4 
64 
22*4 
22 
22'.4+ % 
848 48*% 
46*4 
48%+ 2'a 
1 » 
» 
21% 21%— *4 
143 
43 
42*4 
42*4+ *« 
» 
» % 
34% 
35 +- •» 
X384 
61 
.59% 60*» + U 
92 
52% 
52» » 52% ... 
288 
69*% 68% 
69 — % 
33 
677% 67 
677/» +1 
173 
49% 49% 49% ... 
7 
31% 
31% 
31% ... 
448 
Al% 
59% 59%-l% 
2)4 
41% 40% 
40% - % 
91 
34V« 33% 
337/» - 14 
1 148% 146% 146%— % 
66 
» % 
28 
28 - V * 
— 
T T----- 
537 110% 106% 109%+3% 
122 
» 7» 
» % 
36% - I» 
140 
7 9Vt 78V* 
79*.4+ » n 
X.38 
2 3 
227% 22T» + V* 
16 
3774 37% 
37%+ % 
96 1137% 110% 112%+2 
201 
89% « 6% « 9%+ 2*,» 
.38 
» % 
19» * 19%+ % 
19 
5574 
55*» 
55% 
... 
» 5 
437. 
41% 
43'» + 1% 
1 5 6 187» 
18% 
1« *» — % 
28 
377% 37% 
37%+ 7» 
II 
60» » i « 0*» 60%+ % 
132 
523» 
51% 
52 — *,4 
217 
18 
17 
17%+ *» 
204 
4l'% 41% 41V*— */* 
82 
28'i 
2 8 
28'» — % 
95 
89*4 
» V* 89 - I 
» 4 
31% 
30% 
30'» ... 
— 
u .u ----- 
25« 
45% 
45*4 
43%+ % 
40 
» % 
22% 
227» + V4 
70 
55 
54% 54% - 1» 
103 
38% 37% 
38%+ % 
16 
77 
76% 
7» %+ V4 
32 
47% 46% 
47%+ % 
37 
75% 
74% 
74%—1% 
181 
51 
30% 
S0V4+ % 
46 
11% 
11% 
11%+ % 
258 
54% 53% 
53% -l% 
84 
78% 
77% 
7« + % 
50 
64 
63% 
63% -l 
60 
68% 
«7*% 68%+ 1» 
255 
46% 45% 
45%-l% 
97 30% 
29*4 
30 + V« 
2 
37% 
37% 
37% - % 
17 51« » 
50*4 
51 — *» 
1.33 65 
64 
84% + l% 
X4.52 
40*k 
40% 
40% ... 
28 
45 
44'% 44*» 
... 
4;j 
2 9 
27% 
27*/*+ % 
19 
50*4 
50*» 
50*4+ % 
14 
.30% 30% 
30% ... 
— 
v .v ----- 
57 27*4 
27 
r '» + % 
16 
» % 
» % » % ... 
58 68 
66% 68 +1 
28 
42% 43 
42%— % 
— 
W.W— 
9 
39 
38% 
38% -y* 
X4$ 
40% 40% 
40% ... 
12 
22% 22% 22%+ % 
22 
43% 43 
43%— % 
. 
59 
31Y« 
30% 30%-!% 
39 
30% 30 
30 — % 
5« 
36 
35% 
36 
+ % 
24 
41% 40% 
40%—1% 
tl38 
64% « 3% 84% + l% 
x2l 
38% 
37% 
38%+ % 
4 
19*% 18% 
18%— % 
24 
47% 
47% 
47%— % 
22 
53» » 52% 
S2%— % 
24 
» % 
.» *» 30*» + % 
118 
23 
22% 
227» . . 
— 
XT2----- 
92 » 07/* 257% 260A« + 3% 
541 
34% 
33% 
34 + 1» 
198 
51% 
51% 
51%— % 


Ma rk e ts At A Gla nc e 
New York (jv- 
Stocks—Hiifher; active trad- 
ing. 
Cotton — Lower; tradln;; 
slow 
Chicago; 
Wheat—Higher; good late 
trade. 
C'orn—Mixed; light trade. 
Oats—Mixed; light trade. 
So!ybean8—Mixed; late li­ 
quidation. 
Butcher hogs—Steady to 25 
lower; receipts 4,500; top 19.75. 
Slaughter steers — Steady; 
receipts 1,000; top 27.75. 


DOW J ONES STOCKS BONDS 
NEW YORK (UPD—Dow J ones closing 
range 
averages: 
Stocks 
Open High I.ow 
Close Chg. 
» Inds 
*.» 9.40 667 .11 6.» 4 63 661.K f 0.12 
20 Rails 
226.69 226.29 226.02 227.59 f 1.05 
15 imU 
129.54 1» ,.37 ia8.."» 6 m.2.’>- 0.4.3 
65 SkK ka 
303.» 305.72 301.78 303.69 t 0.32 
Transaction« in atocka used in averages 
Tuesday: 
Induatrlala 730,» » : 
Railroads 
92.900. UtllUle* 212..300; Total L03.» .40« , 
Rang« of prices this year: 
.19 
20 
fads. 
Rails 
. 9-1310* 
. 786.41 
Hig h 1967+8 
Low 1967-68 
Ronds : 
40 Bonds 
...................... 
10 lot Ralla 
.................... 
10 2nd Rails 
.............. 
10 utils 
............................ 
10 Indus 
Dow Jones Commodity 
(1924 » averaga aquala 
140.08. 


274.49 
20.*). 16 
Close 
76.24 
64.70 
7.*).6.5 
60.70 
63.93 
F'uturea 


15 
I ’tlls. 
140.43 
120 97 
Chg . 
+ 0.01 
-0 1 7 
- 0 .03 
J 0.04 
0 20 
Index 
100): Closed at 


N.Y. TIMES AVERAGES 
(C) N.Y. Times New, Serrlre 
New 
York Time, 
Market 
a» eragea 
for Tuesday: 
High Low Close Net Chg. 
25 Rails 
127.64 I2.» .99 127.06 + 0 .',6 
25 Industrial« 
660.60 666..58 675.67 
2 .72 
50 Stock« 
504.12 4%.28 » 1.48 ^ 1-.55 
15 MOST ACTIVE STOCKS 
NEW YORK 
(UPI) — The 15 most 
acllse stocks traded 


Glen Alden ___ 
C3iry« ler 
......... 
Benguet 
......... 
Republic Cp ..., 
Detroit Edison . 
Contrcd Data .. 
Sperry Rand ... 
Am i*noto 
— 
Gen Instrumt .. 
LitU» Ind 
Gulf A Weetero 
Gillette 
......... 
Teledyae 
....... 
Am TelATel ... 
Ocdtl Pet w 1. . 


on the New 
« (lay. 
York 


Nates 
Cleae 
Chg. 
2.33,700 
14'Í 
+ % 
230,500 
50*» 
— *'« 
144.800 
11** 
+ % 
95,300 
58 ' e 
— » » 
92,300 
26'» 
85.900 
124'» 
+ 47» 
84.800 
48'4 
+ 2'« 
78.000 
19'« 
+ •*1. 
73.300 
45% 
— 7, 
73.200 
71*11 
—I’a 
66.300 
52*4 
+ 1% 
62.700 
4.5' « 
--4'« 
55.700 
109*» 
♦ 3% 
54,!500 
51'.* 
+ '» 
54.100 
34% 
+ % 


W e d n e sd o y , fe h r u o r y 7, 79 6 8 
T I i i » f J n e o l w 
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NEW YORK STOCK SALES 


Approx final total .................... 
I..560.000 
Prevloua day .............................. 
*.960.000 
Week ago ..................................... 10,110.000 
Month ago ................................... 13,706,220 
Year ago ..................................... 
6,409.310 
Two years ago .......................... 10.563.390 
1067 to data ................................. 257,010.469 
1966 to date ................................. 234.883.M0 
Standard & Poor’s Indexes 
NEW YORK (UPI)-SUndard A Poor’« 
hourly indexes for Tuesday: 
(1941-43 eqsals 10) 
425-Iad 20-RR 55-Util SWJ ttka 
11 a.m. ........ 99.48 
42.87 
66.21 
91.79 
Noon 
............» .65 
42.» 
is:.29 
91.94 
I p.m.................» 6 2 
42.91 
66.49 
91.94 
Close 
. . . . . . 5 7 
« 3.01 
« 6.4« 
9 1.» 
Prev 
a o M 
. W.57 
42.61 
6 .» 
91.87 
GOVERNMENT SECURITIES 
TREASUBT BILLS 
NEW YORK (UPI) — Cloain« U. S. 


Omaha (./P) — Butcher hog.s 
ranged 25c, some 50c higher 
at Omaha Tuesday. Fed .steer.s 
ranged steady, heifcr.i were 
steady to .strong, some 25 
cents up. Slaughter l a m b s 
sold steady to a quarter up. 


0315115 
« nd gllL* Z’u ,nme 
.» higher; 
1-2 
200 2.10 lh.. 
19 00 19 1 ,; 
1-3 220 240 lbs. 
16.73-19 ?.'i; 
710 260 1b* 
16..50-19.0(1; 
sow* 
2.'). « lome ."»O 
hig her; 
.140+2.) lbs. l.'i no 16..70, 
Cattle: 9,000, cnlv*>* 23; alf-rr* *|p ady ; 
hellers steady to *tronc. xome 2.3 hig her 
« •ow* 
steady ; 
hig h 
choice 
and 
p rime 
1,20.) 
lb. 
steer* 
26 7.3; 
1,100 1,175 
lb*. 
26..35: choice with few p rime 26 10-26,13; 
choice 2.3.2,3-26 00; g ood and « hoice 24 , ) 
2.32.3; 
hig h choire and 
p rime 07.3 
ih 
heifer* 2!i 00: 
9.33 1,013 lb* 
2.3 75 25.R3. 
choice 24..)0-2j.riO; g ood and choice 24 00- 
24.50; 
utility 
and 
commercial 
cow* 
16,00-17.50: canner and cutter 15.00 16.on. 
few 16 25-16.30. 
Sheep ; 
1,800: slaug hter lamb* *teadv 
to 13 hig her; ewe* steadv In ationg : 
choice 
with 
*om« 
end 
p iime 
wnoled 
lamh* 
11.30-74,23; 
*ame 
g rade 
shorn 
24 23 24,30: cull, utility and g ood ewe, 
3,23-6,50, 


-V fr 7'- 


Butc he r Hogs Se ll 
Ste a dy , 2 5c Lowe r 


Chicago (I'P) — Butcher ho,ii 
prices were steady to 25 low­ 
er at the Chicago Stockyards 
Tuesday. Trade was slow and 
receipts totaled 4,500 head. 
Mixed 1-2 butchers sold at 
19.00 to 19.50 but 30 h e a d 
topped at 19.75. Mixed l-3s 
went at 18,25 to 19.00 and 2-3s 
realized 17.25 to 18.25. Mixed 
1-3 sows commanded 15.50 to 
16.75. 
Slaughter steer prices were 
steady but slaughter heifers 
were steady to 25 cents high­ 
er. Cattle receipts totaled 1,- 
000 head. Choice slaughter 
s t e e r s sold at 26.50 to 27.75 
while good sorts went at 24.25 
to 25.75. 
High choice and 
prime slaughter steers sold at 
26.25 to 26.50 with choice kinds 
bringing 25.50 to 26.23. 
W 0 0 1 e d slaughter lamb 
prices were steady and sheep 
receipts totaled 300 he a d. 
C h o i c e and prime wooled 
slaughter lambs sold at 23.50 
to 24.50. 


Chicag o i/Pi — W heat future'* 
p rices 
advanced 
up 
to 
" i 
cent a bushel on the Chica­ 
g o Board of T rade Tue.sdav 
but other g rain.s and .soy beans 
closed on an irreg ular tone. 
T rade w as m o derate to g ood 
and 
involved 
all 
facets on 
both sides of the activity . But 
p rices moved within an ex ­ 
trem ely narrow ran g e for the 
session. 
W hat p rices traded within 
a sp an of 
to F * cent.s, corn 
within 
cent, oats betw een 
’ M to ’ / cent, ry e > h to C. 
cent, and soy bean s betwcf’n ’2 
and 1 cent. 
An im p roved exp ort situa­ 
tion influenced hig her p rit es 
for soy beans, corn and w heat 
after the op ening , but the buy ­ 
ing was not .sustained and all 
p rices w eakened under p rofit 
taking . 
At the rlrt-,e, wheat wa* *i to *t 
n f 
a lent a hu*hel hig her, Man h I 1'r 
'v: niiTi > 
lower to '* hitiher, Man h 
1,1H*« 
oaf* unchang erl to '• hig her. 
March 76 rent-; r.ve tiiu-hang ed to 
» 
lower. March 
1 20'S; 
and soy he|ina % 
lower to I* hig her. March 27 .3 •- i. 
CHICAGO 
RANGE OF PRICES 
op en Hlg b 
Low 
Closo rrev. 
HIIKAT 


OTHER N.T. STOCKS 
Traded on Exchanges 
From First Neteaska Mcuritiea 


Am Cr^g 
KnebPlp *21% +*? k 
^ m e ^ 
5% +1/16 NtCtyL^ 43 
- % 
^ n lT el 
» % — 
i/h NWBkCp 54 
— % 
CutorLab 34% +1% SeaWAir 21% 
% 
Emhart 
31% — 
% UnStttY 80 
— % 
HooverB 31% + 
% UnUtU 
27% — % 


NEW YORK (ÜPD- 


Aerojet 
J O 
AlklCon .44a 
11 
17 
25% 
30 
Am Pet .65b 
160 
217» 
ArkLM) 1.70 
84 
377» 
Aaao OilAG 
100 
7*» 
Beirrcn 2.S2 
2 
41 
BrazLtPw 1 
156 
12% 
BritPet .08d 
8 
8 
Chtef Con M 
124 
« 
Clary 
Corp 
41 
18 
Compotoat 
25 
26% 
Creole 2.60a 
36 
36% 
DayMn .10b 
66 
19% 
Dixilyn Cp 
115 
35% 
Elcor Chem 
21 
587» 
EquCp .OSd 
59 
67» 
Fargo Oils 
116 
Stl5 
Fed 
Reaour 
160 
10% 
Felmont Oil 
36 
16% 
Ford Can 5 
S180 152 
Frontier Air 
51 
16% 
Gen Battery 
53 
97» 
HuakyO ,30b 
29 
20% 
Kaiser Ind 
179 
21% 
Lee Nat .18b 
11 
17% 
MohkA 2*» k 
52 
11% 
Molybdn Cp 
37 
37 
Natl 
Video 
349 
21% 
New ParkM 
182 
9*» 
PacNwTel 1 
14 
18 
Pneum Dyn 
44 
23% 
ReFoU .lOb 
3 
187» 
RyanCn Pet 
51 
15'» 
Shattuck Da 
32 
7% 
SlgnalOilA 1 
Z1160 
45% 
Std Metal 5i 
2 ; 
7% 
Statham Ins 
10 
40% 
Syntax 
.40 
Z139 
67% 
Talley In Me 
83 
70 
Technico, .40 
36 
25% 
Tri Cont wt 
1 
52 
u s Rad .62b 
25 
64*4 
U ta hlS .60 
2 
157» 
WsNuclr .20 
17 
277» 
ZaleCorp .80 
4 
4r» 


28% 29 % -7^ 


7% 
41 
7%+ % 
41 — % 


8 
8 
7% 
77/« + % 
15% 151%+ % 
25% » 
+ % 
36 
» >^ ... 


6% 
6% 
- % 


149% 149%- % 
16 
16%— % 
9% 
9*%- % 


M% 37 + % 
20% 21%+ % 
8% 
9 - % 
17% 18 
... 


7% 
7? k+ V« 
44% « 5*/*— % 
7% 
7% ... 


69% 69*/« — % 
25% 25% + % 
52 
52 - % 
64 
64%+ */« 


All sales in hundreds (00) omitted ex­ 
cept for those designated (z) which are 
andcarriedln 
full. DIVIDENDS: 
(a) ^ua e x ^ ; (b) 
paid last year: (c> payment on accnmu- 
lated dividends: (d) declared or paid so 
far this year, no regular rate: (e) cash 
plus stock: (g) annual rate i^ua stock 
dividend: (h) capital distributloa: (i) per 
cent in stock: (k) per cent In stodt paid 
last year: (x> ex-dividend. 
FRACTIONS: 
(f) 
indicates following 
figure is fraction in 32nds: (t> indicates 
following figura is fractton in 16ths. 


Peru Enrollme nt 
Inc re a s e s 8.25% 
Peru 
—Enrollment of 1,- 
075 for the second semester 
at Peru State College is an 
8.25% increase over the sec­ 
ond semester a year ago, ac­ 
cording to Dr. Neal S. Gomon, 
president of Peru State. 
The increase in day students 
to 1,005, was a 13.18% boost 
over the 1966-67 spring semes­ 
ter’s 888. Night class enroll­ 
ment declined from 105 a year 
ago to 7a 


MMnrity 
Bid Asked 
Discount 
Feb 
8’68 
................................. 4.75 
4.2.5 
Feb 
15 ..................................... 4.55 
4.25 
Feb 
2.3 ..................................... 4..5S 
4.3,5 
Feb 
29 ..................................... 4.60 
4.40 
Mar 
7 ...................................... 4.66 
4..Ì6 
Mar 
14 ..................................... 4.70 
4.60 
Mar 
21 .................................... , 4,76 
4.66 
Mar 
22 (tax bill) ................. 4.72 
4.62 
Mar 
28 .................................... 4.76 
4.66 
Mar 
31 ....................................., 4.74 
4.64 
Apr 
4 ...................................... . 4.80 
4.70 
Apr 
11 ................................... . 4.86 
4.76 
Apr 
18 ................................... . 4.92 
4.82 
Apr 
22 (tax bill) ................. . 4.94 
4.86 
Apr 
25 ................................... . 4.96 
4.80 
May 
2 ................................... . 5.02 
4.94 
May 
• ........................ . 5,04 
4.98 
May 
16 ................................... . 5.04 
4.94 
May 
2 3 ................................... . 5.04 
4.94 
May 
31 ................................... . 5.04 
4.94 
J un 
6 ................................. . 5.04 
4.94 
J un 
13 ........... ....................... , 5.06 
4.96 
J un 
20 ................................... . 5.06 
4.98 
J un 
24 ................................... . 5.16 
5.10 
J un 
27 ................................... . 5.10 
5.00 
J un 
30 ................................... . 5.10 
5.00 
J ul 
5 ....................................... . 5.18 
5.08 
J ul 
11 ..................................... . 5.18 
5.08 
J ul 
18 ..................................... . 5.18 
5.08 
J ul 
25 ..................................... . 5.18 
5.08 
J ul 
31 ..................................... . 5.14 
5.04 
Aug 
1 ....................................... 5.20 
5.14 
Aug 
8 ..................................... . 5.22 
5.17 
Aug 
31 ..................................... 5.16 
5.06 
Sep 
.30 ................................... . 5.16 
5.06 
Oct 
31 ...................................... 5.28 
5.20 
Nov 
30 ..................................... 5.18 
5.08 
Dee 
31 ..................................... 5.22 
5.12 
J an 
31*89 .............................. . 5.28 
5.22 


TBEASURT NOTES 
NEW YORK (UPI)-Cloaing U.S. Treaa- 
ury Notes for Tusdqy. Prtoes in doUars 
and 32nds. 
Bid 
Ask 
TId 
Feb 
5% 
1968 
100.2 
100.4 
.02 
Apr 
1'» 
1968 
99.13 
99.17 4.73 
May 
4% 
1968 
99.29 
99.31 
4.82 
Au« 
4% 
1968 
99.14 
99.16 5.24 
Oct 
1*» 
1968 
97.28 
98.4 
4.47 
Nov 
5% 
1968 
99.29 
99.31 
5.28 
Feb 
5% 
1969 
300.4 
100.6 
5.43 
A)» 
1'» 
1969 
96.8 
96.20 
4.53 
Oct, 
1% 
1969 
» 4.1« 
93.0 
4.60 
Apr 
1» » 1970 
93.0 
» 3.18 
4.72 
Oct 
1% 
1970 
91.18 
92.0 
4.75 
Nov 
5 
1970 
98.11 
98.15 
5.60 
Feb 
5% 
1971 
99.8 
99.12 
5.60 
Apr 
1% 
1971 
90.0 
90.16 
4.79 
May 
5% 
1971 
M.29 
99.1 
5.58 
Oct 
1% 
1971 
88.0 
89.0 
4.82 
Nov 
5% 
1971 
99.6 
99.14 
5.54 
Feb 
4% 
1972 
96.18 
96.26 
5.65 
Apr 
1% 
1972 
86.20 
87.20 
4.83 
May 
4% 
1972 
96.14 
96.22 
5.63 
Oct 
1*» 
1972 
85.12 
86.12 
4.81 
Nov 
5*'* 
197« 
100.6 
100.14 
5.73 
Feb 
5% 
1975 
100.0 
100.4 
5.67 
Subject to Fedora! taxes but not State 
taxes. 
Source 
First 
Boston 
Corp. 


TREASURT BONDS 
New York (UPI) — Closing over the 
counter U.S. Government Treasury bonda 
Tuesday. Prlcea quoted in dollara and 
32nds. 
Bid Ask Chg 
» .21 » ,23—.1 
» .8 - .1 
» .31—,I 
M.3 ... 
M.27+.1 
» .27 ... 
97.26—.1 
95.21—.1 
97.« —.1 
» .3 —.1 
M .17-.2 
9 2.» —.2 


37/ks 1K8 May 
3*/« s 1968 Aug 
» .6 
37/M 1968 Nov 
» .29 
2% a l» 3+8 De« 
» .1 
4a 
I» 9 Feb 
M.23 
2148 l» 4 + 9 J une 
» .23 
4« 
1» 9 Oct 
97.22 
2'/ia 1964+9 Dee 
95.17 
48 
Î970 Feb 
97.4 
2'4s 1965-70 Mar 
94,31 
48 
1970 Aug 
» .13 
2%8 1966-71 Mar 
92.18 
48 
1971 Aug 
» .2 
95.10—.2 
37/.8 1971 Nov 
94.8 
94.16—,2 
4a 
1972 Feb 
94.10 94.18 ... 
2%a l» 7-72 J una 
89.18 » .26—.2 
4a 
1972 Aug 
93.24 94.0 —.2 
2%8 1M7-72 Sep 
88.30 » .6 —.2 
2%al» 7-72 De« 
88.14 88.22—.2 
48 
1973 Aug 
92.12 92.20—.4 
4%s 1973 Nov 
92.16 92.24—.2 
4%a 1974 Feb 
92.6 
92.14-.4 
4%S1974 May 
92.16 92.24—.2 
37/M1974 Nov 
90.7 0 91.12—.4 
48 
19 » Feb 
» .20 87.4 —.8 
3*48 I960 Nov 
81.28 82.12-.4 
3%8 1978+3 J una 
79.0 
79.16—.4 
3% sl9 » May 
78.» 79.12—.4 
4%s 1975-» May 
» .8 
» .24—.12 5.4.5 
3*/2« 19 » Feb 
78.2« 79.12-.12 .3.07 
4%s 1987-92 Aug 
M.4 
84.20—.12 5.39 
4s 
1988-93 Feb 
82.0 
83.0 .. 
5.21 
4V« a 19» -94 May 
82.24 83.8 —.12 5.32 
3s 
19 » Feb 
78.16 79.0 —.8 4 .» 
3% fl9 » Nov 
78.28 79 .ia -.8 4.7 
Sourca First Boston Corp. 


YId 
4 .» 
5.23 
5.25 
4.81 
5.18 
4.94 
5.40 
4 .» 
5.46 
4 .» 
5.50 
5.03 
5.48 
5.51 
5.52 
5.14 
5.52 
5.17 
5.17 
5.36 
5.61 
5.62 
5.64 
5.41 
5.48 
5.43 
3.21 
5 .» 


OMAHA FEEDS AND HAY 
m w a t feeds: Bran. » 1.50: shorts, $56. 
Fead tankage: « 0% protein 51.» : meat 
scrap $10.50: bone meal, $92.50. 
Seybean 
meal: 
44% 
protein, sacked 
new process, $» . 
Linseed Oil Meal: Old ^xicese, » 1.50. 
^ I fa lfa Meal: 17% dehydrated, sacked 


^ a m 
Rolled 
Oats: 
$81) polverizad 
oats. $52.50. 


AP COMMODITY INDEX 
New York 
(AP) 
— The Associated 
Press weighted wholesale price index of 
35 commodittegi 
declined 
Tuesday 
to 
163.48. 
Previous day 183.64, week ago 164.19, 
month ago 162.» . year ago 164.48. 
1967+8 19 » 
1M5 
19 » 
High 
..................1» .40 1» .04 176.76 1 » .» 
Low 
.....................160.30 165.57 1» .20 160.56 
(1926 average equals 100) 


CHICAGO 
Hogs 4.500. Barrows and gilts steady 
to 25 lower, slow. 
No. 1-2 200-230 lb. 
19.00-19.50. 30 head 19.7.>; No. 1-3 220-24« 
Ih. 16 .30-19.00: 240-» 0 lb. 18.25-18.7.>: No. 
2-3 
260-2» 
lb. 
17.75-16.25 : 
280-300 
lb. 
17.23-17.75. 
Sowa steady to 25 higher, 
fairlv active. No. 1-3 350-400 lb. 16.00- 
16.75; 400-500 lb. 15 .30-16.25; No. 2-3 500- 
600 lb. 14.50-15.50: boars 14.00-15.00. 
Cattle 1,000, calvM none. Trading on 
slaughter ateera alow, fully steady. Hei 
era active, steady to 25 higher. 
Cows 
and bulls rather scarce, fully Meady. 
Choice 930-1250 lb. slaughter steers No. 
2-4 » .50-27.75: ndxed good and choice 
23.75-K.50: 
good 
24.25-» .75: 
standard 
and good 22.00-24.50: high choice and 
prime heifera 900-1050 lb. No. 3-4 » .23- 
» .50: 
choice 
850-1050 lb. 
25.30-» .23: 
mixed good and choica 24.50-23.50: good 
23.00-24.50: utility and commotdal cows 
16.00-17.50: 
high 
yielding 
utility 
17.75- 
18.00: 
canners and cutters 14.73-17.00; 
utility and commercial bulls » .30-23.25. 
Sheep 300. Wooled slaughter lambs and 
ewes moderately active, steady. 
Wooled 
slaughter lambs choic« and prime 90-110 
lb. 23.50-24.30: mixed good and choice 
80-100 lb. 
22.50-23.30; wooled slaughter 
ewes cull to go<xl 4.00+.30. 


Hr. josEora 
Boga 4.500: barrows and gilt« steady 
to 
25 
higher: 
1-3 
200-260 
lb. 
18.00- 
19.00: » h e a d 19.25; sows steady. In­ 
stances 2 5 lower: 1-3 14.75-16.25. 
CatUe 3.500: calves 50: steers a n d 
heifers steady to strong, spots 25 high­ 
er; cows steady: (+ioice and p r i m e 
steers » .30; choice 23.50-» .25: good and 
choica 22.00-25.50; choice heifera 24.75- 
25.25, one load 25.50: good and choice 
21.50-24.50: cows 14.50-17,50. 
Sheep 500) all claasea steady: choice 
few mim« 
wooled 
lambs 
23.00-24.00, 
few 24.25. 
_______ 


SIOUX CITT 
Bogs 7,0» ) barrows and gilta strong 
to 25 higher; 1-3 l» -240 ib. 18.75-19.25; 
sows steady to strong, instances 25 high­ 
er: 1-3 14.75-16.25. 
Cattle 6 fi0 0 ; no calves: steers, heif­ 
ers and (xma 
steady: 
ch<rtce. 
f e w 
prime 
steera 
» .35-» .50; 
choice 
25.50- 
» .23: 
good 
and 
choice 
22.50-23.50; 
prime hellers » ,33; choice and wnroe 
25.60-» .» : choica 24.50-25.» : g o o d and 
choice 22.M-24.» : cows 15.00-17.» , few 
to 17.» . 
Sheep 1.0» ) slaughter l a m b s 50-75 
higher: <^io« and prim« wooled lambs 
23.75-24.50. 


M.ir 
1.4fi% 1 49*. 
11« ** 1.49*» 
1 49 
Mil? 
I..')1*S 
1.32'* 
1.51*. 
Î...2 
1 M 'i 
Ì .llv 
l..)0'« 
1.36'.* 
1.49*« 
1.50% 
1 .VI « 
1 S<>p 
1 53'« 
1..53'* 
1..52% 
1.5:!% 1 33’ * 
Dec 
1.5BV« 
1.59 
I.. 377» 
1.39 
1 .MP* 
CORN 
.Mar 
1,13 
1.19 
1.18'» 
1.18"« 1.18 * 
May 
1.2:1 '¡1 1.23'» 
1.22*» 
1.22’« 1.22 « 
Jlv 
i.as'« 
1 26'* 
1.25*4 
1.25*« 
1.2.3 . 
.Sep 
1.271« 
1 28 '. 
1.27% 1.27% 
1.27 « 
Doc 
1.28 
1.28'* 1.27% 1.27’ s 
1.27- * 
0.4T» 
.Mar 
.76 
.76*« 
.74 
.76 
.78 
May 
.7;t% 
.74 
.7:t*» 
.73*« 
.7 3', 
Jlv 
.71*4 
.71*'* 
.71% 
.71'*« 
.71’ , 
.Srp 
1 Doc 
.73*4 
.74'* 
.73*4 
.71V* 
.74 
.71'* 
.73'3 
1 
UVE 
Mar 
1.20'» 
1.21 
1.20'» 
1 20» « 
1.20*« 
May 
1.22'-« 1.22*4 1.22 '3 
1.22'3 
1.22' , 
Jlv 
1.23'» 
1.23'» 
1.23% 
1.2.1*« 1.23', 
.Sop 
1.24'a 
l,24'/a 
1.24'a 
1.24'3 
1 25 
Doc 
1.29 
1.:» 
1.28'» 
1.2813 1 28*4 
SOYBF.ANS 
Mar 
2.73% 
2.74' •« 2.7.1’« 2.73% 2.73% 
May 
2.76 ■*« 2.77^. 
2.76-3» 2.77 
2.76 1 
Jlv 
2.78'« 2.79'« 
2.78*« 
2.78'» 
2.7R> >. 
•Aug 
2.77'j 2.78*» 
2.77'» 2.77'3 
2.77',« 
.Sop 
2,7 4'. 
2.73 
2.74' « 2.74'.* 2.74'* 
Nov 
2.71% 
2.72% 2.71% 2.72 
2,72 
Jan 
2.75% 
2.757» 
2.75% 2.75*» 
2.7.)' » 
SOYBEAN OIL 
Mar 
8.77 
8.78 
8.75 
8.75B 8.77 
M e/ 
8.86 
8.91 
8.85 
8.85 
8 M 
Jiy 
« .!)« 
9.02 
8.97 
8.99 
8.99 
Aug 
9.00 
9.03 
9.00 
9.00B 
8.99 B 
Sep 
9.04 
9.04 
9.01 
9.01 
9,01 
Oct 
8.93 
8.93 
8.93 
8.93B 
8.97 B 
Dec 
8.97 
8.98 
8.9S 
8.95B 
8.97 B 
SOYBEAN MEAL 
Mar 
74.35 
74.45 
7 4.2 5 74.40 
74.35 
May 
74.95 
75.10 
74.80 
75.10 
74.95 
Jlv 
75.80 
76.05 
75.70 
76.00 
75.8,5 
Aug 
75.80 
76.00 
75.75 
76.00B 7.) no B 
Sep 
Oft 
7:1,95 
74 20 
7:1.95 
74.90B 
74.20 
74.70 
73.90 
Doc 
73.90 
73.95 
73.85 
73.90B 73.6,3 R 
Jan 
73.90B 73.65 B 
BBid. 


BEEF FUTURES 
Chicago (AP) — Futures trading on 
the Chicago Mercantile Exchange Tues- 


Sales Open Hlgb Low Ctose 
Live Beef Cattle 
.544 » .50 » .65 » .50 
246 25.87 » .9 0 » .82 
120 » .60 » .62 » .37 
0 


Feb 
Ap r 
J un 
J ul 
(OLD) 
J ul 
(NEW) 
Aug 
Sep 
Oct 
Nov 
Deo 


» .60 
» .87B 
» ,57 
26.02N 


1 25.75 » .75 » .75 
» .75 


133 » .87 25.» » 82 
17 M .» » . » » .87A 
35 » .9 5 » .05 » .9 5 
0 
24 » . » » . » » .9 0 


25.» 
» .9 7 
26.02 
» .» .N 
» . » 


Ca rlot Me a t Ma rk e t 
Omaha (AP) (USDA) — Only Unaited 
sales steer beef fully . » tea ^. 
heifer 
steady. 
Steer beef choice 600-8» lbs. 
41.75-42.» : 
selected 
42.30. 
Heifer 
beef 
—Choice 5» -7» lbs. 41.» . 
C!hlcago — Trade rather slow, steer 
and heifor beef steady to 50 
higher, 
advance on choice, cow beef 
steady, 
lamb l.M -2.» higher, fresh pork loins 
8-17 lbs. 50-l.M higher. Steer beef — 
Choice 5 » -8» , 42.50-43.M; 8» -9 » . 41.50- 
42.M. 
Heifer 
beef 
— 
Owlce 
500-700, 
42.» -42.30. 
Cow beef — Utility 
33 .(^ 
34 50: 
canner and cutter 33.50. Lamb 
i!ch d ce 
w d 
prime 
35-45. 
50^-51.50: 
45-55, 49.50-50.50 ; 55-65, 47.50-48 50. Fsesh 
Pork Chits — Loins — 14 lbs. dowa. 
45.50-46 .00 ; 14-17, 45.» -46 .» ; 17-M. 43.aO. 
Boston butts — 4-8, no sales repo^d. 
Hams — 10-12, 39.W: 12-14. 38.00-38.» : 
14-18, 
36.50-37.» : 
» 
lbs. 
up 
31.a0. 
Bellies—10-14. 32.» ; 14-18. 29 .» . 
PRODUCE 
CHICAGE E(Mi FUTURES 
Prev. 
Sales Open High Low 
Mar. 
J ul. 
Sep . 
Oct. 
Nov. 


0 
0 
86 
8 
4 


37.» 
38.25 
37.» 


38.95 
38.50 
38.43 


37.85 
38.» 
37.» 


Close Close 
32.85 32.85 
35.» 35.» 
38.» 37.85 
38.50 36.» 
38.45 38.05 


LINCOLN 
Eggs: Grade A large » -32; A medium 
23''¿ -32: current receipts 19: clean cur­ 
rent receipt*. 20. 
Ponltry; Prices unchanged: hens 3-5, 
mostly 4; old roosters and stags 2 -4. 
mostly 3. 


OMAHA 
Milk: 
Grade 
A 
milk 
testin; 
butterfat; Class 1 $5.65 cwt.: 
$4.19; Class 3 $4.04. 
Batter: 
92 
score 
la 
paper 
cartons 
67%c: M scor« 65c. 


Qg 
3.5% 
Class 2 


The “ Sunday J ournal and Star” 
delivered at your door has six 
sections of interesting, timely fea­ 
tures. You’ll like the sports sec­ 
tion known 
as 
“ Sports Red” , 
whether you are a Husker fan, 
or hunter. 


STATE 
Eggs: Grade A large » -32. mosUy 24: 
A nu^um 20-29, mosUy 22: A small 
12-18; B large 16-17: undergrade« 14-17: 
pullets 14; Current receipts 15-20, mostly 
18; clean current receipts 19-20. mosUy 
20. 
Ponltry: Hens 3-5. mostly 4; old roosters 
and stags 3-4, mostly 3. 


CHICAGO 
Poultry: 
Boasters 24-» ; 
special 
fed 
White Rock fryers 19-22'a. 
Cheese: Processed loaf 49'¿ -54'a; brick 
52-36'a: 
single 
daisies 
3l-53',4: 
Swi.*s 
80-lM Ib. blocks: Grade A SS+3. B 56+1. 
Butter: Irregular: 93 score 66 : 92 score 
66: » « core 63%; 89 score 61%. 
Eggs: 
Irregular: 
white large eiRras 
28; mixed large extras 28: mediums 27: 
standards 25'a. 


V 


alt 
Lincoln 


LINCOLN GRAIN 
Tuesday, Feb. 6 
Average truck delivered price at 
Lincoln elevators cellected by 
Grain Exchange. 
Wheat: No. 1. $1.46. 
Corni No. 2 yallow. $1.05: No. 2 white. 
$1.15. 
Oats: No. 2 white. 3« lbs.. 69c. 
Bye: Bu., 80c. 
Barley: No. 2. 92c. 
Milo: No. 2. Cwt., $1.77, 
Soybcana: No. 1. I2.SL 


OMAHUk 
Wheat: No. 1 dark hard 1.62%-1.62*/4: 
No. 2 dark hard 1.62'/]; No. 1 hard 
1.62-l.62*/4; No. 2 hard 1.59%. 
Corn: No. 2 ycltow hard 1.14%: No. 2 
yellow hard 1.11%-1.13%; No. 4 yellow 
hard 1.05%; No. 5 yellow hard I.IOV« ; 
sample yellow 98%*1.03%. 
Sorghnm: No. 2 yellow 2.04. 


KANKAS CITT 
Wheat: 35 cars: %-l'4 lower: No. 3 
hard and dark hard 1.63*4-1.64%; No. 3. 
1.59'/4; 
No. 
2 red wheat 
1.56-1.61%n: 
No. 3. 1.54-1.60-3in. 
Cora: 17 cars: unchanged to % higher: 
No. 2 white l.» -1.31n: No. 3. 1.15-1 30n; 
No. 
2 yellow A mixed 1.19V4-l.» >.2n: 
No. 3, 1.16-1.20%. 
Oala: None: % higher: No. f white 
80Va+4%n: No. 3. 79>/4-» %n. 


CHICAGO 
2 hard l.S9n: 
No. 2 soft 


1.167/an I No. • 


Wheat; No. 
red l.Sln. 
Corn: 
No. 2 yellow 
yellow 
1.» . 
Oats: No. 2 heavy white 827*0. 
Soybeans: No. 1 yeUow 2.72%n. 
Soybean oil: 8.92n. 
The ft Cha rge s 
Face Two From 
Tra ining School 


Kearney 
— Auto theft 
diarges have been filed here 
against two fugitives ^fom the 
Boys Training S c h o o l at 
Kearney 
who 
were appre­ 
hended near Winner, S.D., 
Monday and held for Buffalo 
County authorities. 
Sheriff Dale Sautter s a i d 
County Attorney Andrew Mc­ 
Mullen filed the auto theft 
charges against Lyle Capel­ 
lán, 16, of Ravenna; and Daryl 
Todd, 15, of Loup City. 
Capellán and Todd w e r e 
among five boys who escaped 
from the school Saturday. The 
other three were apprehended 
earlier. 


Ferguson Chos en 
Benkelman — Harold Fer­ 
guson was elected president 
of the Chamber of Commerce 
here. He succeeds J ay J anou- 
sek. Other officers named in­ 
clude Orval J ohnson, v i c e 
president; Dr. Don Hudson, 
secretary, and Lee Gallatin, 
treasurer. 


COMMODITY 
FUTURES 


DO YOU WANT 
INFORMATION? 


Ca ll or sto p in for c urre nt 
in fo rm a tio n 
a nd la te s t 
re porte d p rice s— 
imme dia te ly available from 
our e le c tronic equipment. 
UIIIISOIV 
BROS. & CO. 
KSTAaLISHEO 1« 74 


M em b ers o f 
N e w Yo rk Sto ck Exch a n g e 
Ch ica g o So a rd o t Tra d e 
other p rin c ip a l e xch a n g e s 


128 N. 13tb St 
Lincoln 68508 
432-4222 


a 


T h o L t n c o l n S l i a r 
W pdnpsdoy 
frh n in ry 7. 19 68 
Rockefeller's Name Entered 
In Wisconsin Primary Race 


m et Service 


Deaths And Funerals 


J 


Madison. 
s,.insin 
nffn ials do» nlod Fuosday that 
(io\, \ols(» n \ H.h koirilrr i 
a candidaîo l.*r }.ro-.donf and 
another 
Ne\\ 
Vci K» r 
Son 
Hohort V K(’rn» MÌv. 
n- t 
1 10 
|.oiH 1 4 »■;= < 
qut n lly. 
» ortiln-d îIh’ 
TV 'l 's n iT: o i '1 o }*l.u o 
\\ 
..1 - r. 
} 10- .doi-lI »1 
11.aj 
l'.allo! 
.n d 
loít 
n r lN S r an «' 
I' 
I istori u ith Ih r qov oin or í<n 
Iho Hopiihli» an « uni« si w on 


0»>% o! 
-U' tlio 
V r ' 
Kí’ti 


nirharri M. M\nn. ílie favor- 
fio. l.o\ 
HrorRO Hollines oí 
Mió liiean. <tos 
Honaid Hea- 
caii «d í a I I f o r n i ai Sen. 
( liarlos H 
l*erey of Illinois, 
jinri llaiolri Slassen. 
former 
ROS 01 ñor of neíRlihoríng Mln- 
nrsola who is alreariy eam- 
paicniiiR harri in Wlseonsin on 
a poa< o plallorm ssiflioul Midii- 
ioR I11IH h aífontion 
Y i \ oto 
a unaninioiir for 
, 
. .u ilidato 
«‘Xt o|)í 
ÍH1 
¡ , j ; 
( t;{ 
afi.l 
H u Kohdlor 
^ í 


\ 
1.1 
U i .1 .a v ¡n ■ 
n ow p n 


mary law. de.siRned to in.siire' 
wide open eonlests, the panel 
IS rerpiired to li.st all poten­ 
tial oandidatos “ Ronerally ad -; 
voi ated or reooRni/ed in the ‘ 
national new.s media ” 
(In Nebraska, the secretary | 
of state is empowered to put ; 
the names of all potential can- Dl'FFKK 


BITKOW - Kmil Hans Carl, 67, 
iiOO N. ¡ifilh, (lied Tuesday. Re­ 
tired CR&Q employe. Born (Jrand 
Island, fanroln resident 19 year.s. 
Member 
SI. 
Paul's 
Mel hod 1st. 
Brotherhood of Railway Carmen 
of America, Veleran.s of BurlinK- 
fon I.ine.s. Survivors wife, Alma; 
si.n, Stanley I.,. Fairbury; dauiih- 
ler. Noia I). Fogo, Des Moines, 
I ow a ; 
sister, 
Frieda Baasch, 
(irand l.sland, Alma M artin, Sy­ 
racuse, N 
two grandchildren. 
Roper it .Sons* 4;fOO O. 


F.mil A., fifi. 1261 .S. 


Radio, TV Programs 


8 
KMTV 
WOW 


Channels Seen In Lincoln 
S 
OmahM 
Omaha 
KCOV 


KFTV 
KfMJN 
I Ini ole 


Omaha 
Uacala 


MORNING TV 


r.ullrlin Board 
Niinris« ' sniH stcr 
( .ut» M*n p.ul' 
lod;o 
\.ir 1» 
T.ur» @ 
0 ‘ 
Moinin« News 
g 


l I arm. Ham h 
T’ 
Vt f.ll I» .,, 


7dfO 
I •‘»■n» Miort < ourse 
^ I anil lopics N('ln.» ska 
(pTl Mil rohiolot'v \t\S I ' 
( p i Man's I.i\inu Bodv I', 
i PU CiilOflO ‘ ‘‘Id Kaimaioo 
I dm .itmnal lA 
MVS 1' 
Winii r <M'mpii s 
l u 
|| VVIi.d'sNi« 
Wed 
|l I n s m ie e 
II 
II I nrhsh 
I hu 
Bit P iiiurr Men 


S im lal Secunli W ed 
llnmeslead 
1 h u ' 
M id..\ineriea ' I I ’ 
II Mi str rogcrs 
Child. 
Paris ( anini; > Wed 
Snap .ludument 
Mcr% (iriltin shioi 
( artoon t a r n i \ a l M W T 
Rom per Room 
IT Art W ed ■ 
|! l-il. 
I hu.l i M 
0 f | MR News Report 
0 K Art Wed* 
• :30 C ^ O ( om enlration Quiz. 
Donna Reed 
i MW 1 1 1 
|F .\morieans TluC 
IF. Plai es New s ' F ri' 
Accent; Rita Shaw 


§ 


1. Bus\ Knitter ■ I 'l l > 
I P ins. Id . 'Wed I 
I I.il. 
I liu ' 
1(1.<Kl C ^ O Pcrsonalilv 
Quiz 
8 


,\nds 'M oll,Fri: 
Art: BiMky <Wed' 
O Martha Kitchen (Thu) 
Q Templalton Came 
® And> of Mayberry 
Kid.'» ® F . t urrent Problems (Tu) 
1(1; 10 m F . Art W ed • 


i:;oo 


1(1:?() f 0 F Math I lui Fri > 
lUii.'t 
News: Sanders 
I0;:M) C ^ ie l H ollyw ood Scfuares 
0 Diek \ an Dyke Show 
f i| 
How’s Mom In-I.aw 
RB.T.'i 85 f Talking ( Ireus iMuu' 
F. F.xplorers (Wedt 
F, Language f 'Hiu» 
0 L I.il. ' K i m 
10:.**0 fflK ( hallenge (Wi'd) 
!():.'>.') ffiF. Quest Best iMon) 
® F . (ieographv ('Htiii 
||;()fl Q f i ] .leopardy: Fleming 
e 
0 ( E ) ■ ,ove of Lite 
Drama 
Q Bewitched Comedy 
© F , French Chef (Frit 
11:1.’» ^ IC .Social .Seeurltv (T hin 
11:2.'» 
CBS News: Trout 
ness Quiz 
h For 1 'morrow 
Isle Quiz. 
F. Keononiles (M.F» 
K Observing F.ye (Thu) 
i 


p r.iiiding Light—Di a 
I NBC NiMintlmc News 


(li(li)tc.s recognized in the na­ 
tional ncw.s media on the pri­ 
mary election ballot.) 
;\nyone Ii.Med may withdraw 
by iilin.i! an affidavit 
“ .stat­ 
ing without (jualification that 
; he i--, not and does not intend 
I to hei'ome a ( andidate.” Hock- 
; efelli r has said he would do 
so I’eicy IS cxpecte<l to, 
; 
The debate on Horkefeller’.s 
real intentions wa.s short. 
“ There is no doubt, despite 
his denials, that Roekefeller 
is a candidate,'* 
said 
State 
Sen. Fred \. Hisser, Demo­ 
cratic minority leader. 
“ He 
just feels his best device is to 
wait out the 
primaries 
and 
then jump Into the race.” 
Hepuhlican.s on the panel 
responded that Kennedy h.id 
equally impre.s.sive “ noncandi­ 
date” credentials. They pro­ 
posed that he he listed too. 
They might have prevailed 
had jilane 
trouble 
not pre­ 
vented 
Republican 
National 
Committeeman It o b e r t I... 
Pierce 
from 
attending 
the 
meeting. They lost, 5-4, in a 
p;irty-Iine vote A tie would 
liave tossed 
the decision 
to 
t h c 
nonpartisan 
chairman, 
Ccorge Currie, former chief 
justice of the Wisconsin Su­ 
preme Court. 
The 
Democrat.s 
conceded 
that Kennedy might like to be 
a candidate in different cir­ 
cumstances. 
“ The (1 i f f e r e n c e,” said 
Democratic National Commit­ 
teeman. “ is that Kennedy has 
an incumbent ahead of him 
and Rockefeller does not.” 
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mcnis heard 
by 
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R 
(.rant 
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I'honias 
J. 
McMaiuis. 
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P a t r ol 
lases. Jail ca.xc.s. traffi« ' tiials and all 
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J u d ge 
Utch.ird (). John.xon. 
t'ily ('axes 
DRUNK AND DRIV ING — (injury ac­ 
cident) 
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iKiran. 
4000 
No. 
pleaded not (juilty. trial by stipulation. 
tiiuHt SHK) 
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Mnhael W. 
Har­ 
wood, 22HI W, tun'd $ 100 and costs. 
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- 
» i n j u r y 
a» culcnt) Leroy M. Hansen, 4000 Corn- 
busker Hwy.. iin» 'd $.t.> and costs; (ac- 
1 cident) 
Dennis 
R. 
llariH'r. 
4140 
Vine. 
lined $.10 and co.sts 
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2ilrd, died Tuesday, University of 
Nebraska police officer. Born in 
Bee, form er Crete resident. Lin- 
roln n sident 1.5 years. Member 
First 
Baptist 
Survivors 
wife. 
M argtierife; son, Harold K. at 
Itome; daughters, Nancy. Lincoln, 
.loyce, ill h(m e: sister, Airs. Ruh- 
.scil (M artha Walin, Sfaplehur.st; 
l)rotheirs. 
I,eonard. 
Staplohurst; 
Frnesf, Surprise. Hoper k Son**, 
4.i()0 O. 


FAIR 
Mr.x. Kthel, 85, 1140 Sum­ 
ner, died Sunday, 
.Service» ; .T p ni. Thursday. First- 
Plymouth C-ongregalional, 20th 
k 
I). Dr. T'ord Forsyth. Lincoln Me- 
morinl Warilow*» , 1225 L. 


FLANAGAN C’pl. David D., 21. 
Lincoln, killed in action 
n e a r 
Quang Tri. 
Vietnam, Jan. 27. 
Wadlow’» , 1225 L. 


GRAVFLI.F 
Mr.s. Claude (M ar­ 
jorie» . .51, ai5 A. dU'd Monday 
in auto accident near Raymond. 
Roper & Son» ’. 4.100 O. 


HAMLIN — .lohn 
W., 
80, 
6519 
Morrill, died Tuesday. M ember 
Havelock Chri.stian Church. Sur­ 
vivors: daughters, 
Mrs. 
Henry 
(Alta» Perkinton, Mr.s. Irene Co­ 
vili. Mrs. Georgia 
R(M)lh, 
Mrs. 
F.tta Aughc, Mrs. F.mma Alles, 
Mrs. William (Diamond» Howard, 
all of Lincoln. Mrs. Vernon (Fay» 
Fwing, Denver. Colo., Mrs. Wil­ 
liam (Wilma» Dycus, Carlsbad, 
N M,. 
Mrs. 
Rolx'rt 
(Marilyn) 
Fisher, Toledo, Ohio, Mr.s. Myrtle 
Bivans; brother, 
Frank. 
Iowa; 
sisters, Mrs. William David.son, 
San Diego, Calif., Mrs. Carrie 
LockwtKKi, 
Toledo. 
Dhio, 
Mrs. 
Frances Kllen; 54 grandchildren, 
11 great grandchildren. 
Umberg- 
er’» 48th & Vine. 


PHIPPS — Donald Jam es. .52, 12:ì4 
S 21st. dic'd Tue.sday. Employe 
Lincoln .State Hospital. 
B or n 
Litchfield. 
Lincoln 
resident 
18 
years. 
Member 
Cheney 
ilUB. 
.Survivors: mother, Tilla Ruchs, 
Lincoln: brother. Ray, Lincoln; 
sisters, Mrs. Leona Miller. Oma­ 
ha; several nieces and nephews. 
Service*: 11 a.m . Thursday. Rop­ 
er’s & Son*’ Chapel, 4300 O. 


OQUIST—M rs. Anna J. (widow of 
late Alex), 81, of 2545 N St., died 
Monday. 
Services: 
1 
p.m. Thursday at 
I'm berger’s, 48tli and Vtiie. Dr. 
Henry C. Beatty. M emorials to 
(Trace 
Methodist 
Church, 
27th 
and H. W'yuka. 


ROOT-LcRoy 
E.. 71. 4:16'a 
F. 
died 
Monday, 
Retired 
painter. 
Born Osawkie. Kan. World War 
I veteran. Survivors, 
stepsons, 
Frank 
Jones. Tacom a. 'Wash., 
Harley Jones, St. Paul, Minn.; 
stepdaughters, 
Mrs. 
B on n i e 
Chalk. Mrs. Juanita Lutz both of 
St. Paul Minn., Mrs. Lucilie Mc­ 
Cormick, Mrs. Geraldine Wolf 
gang both of Lincoln. 
Metcalf’s 
245 N. 27th. 


ROSKNBERGER—Jam es 
Gerry', 
19. 2828 Stratford, died Tue.sday 
as result of auto accident Satur­ 
day at lird and Sheridan. G rad­ 
uate S(» utheast High SchiKil. stu­ 
dent 
University 
of 
Nebraska. 
Born Omaha. Lincoln resident 14 
years. 
M ember 
St. 
Alptthew’s 
Episcopal 
C h u r c h . Survivors: 


parents, Mr. and Mr*. Gerald G. 
Rosenbcrger; brother, Robert E,. 
Lincoln; 
sister, 
Mrs. 
Thomas 
(Nancy) Ern» t, Sidney; grand­ 
m others. Mrs. C. E. Edmond, 
L i n c ol n , Mrs. Alice Devlin, 
(irand Hills, Calif. Roper k Sons’, 
4100 (). M emorials, St. Mathcw.s 
Episcopal, University of N ebras­ 
ka Foundation. 


RUSSELL - M rs. M ary, 95. 4220 
Clifford Dr., died Monday. 
Services: 
2 
p.m. 
Wednesday, 
May k Tim m ’s, Auburn. Burial 
Nem aha. 


SEGABIANO-Adelaido. 84, 
Ma­ 
donna Home, died Tuesday. Born 
Mexico. M ember Catholic Church. 
Survivors: 
son, 
Jess, 
Lincoln, 
Ifodgman-Splain-Roberts’. 4040 A. 


.SM ITH-Evadna M.. .52, died in 
(Tainesville. Ga. Form er Lincoln 
resident. Services pending in Lin­ 
coln. Ilodgman • Splain • Roberts’ 
4040 A. 


SMITH Miss Sally Sharon. 18,1220 
Oak, died Monday in auto acci­ 
dent near Raymond. 
Services: 
1 
p.m. 
Wednesday, 
Umberger’s. 48th k Vine. T h e 
Rev. Glen R Eppens. Fairview. 


TROFHOLZ-Cyril A. (Sook) Jr., 
41. Omaha, died Monday, Vice 
president Kings Food Host Co. 
USA. With Kings two years, Lin­ 
coln, three years Omaha. G rad­ 
uate Colorado State, 1951. Form er 
teacher, athletic coach, Holbrook. 
Schuyler, 
prior 
to 
as.s<x:lation 
with Kings. M ember First Meth- 
odi.st Church, Omaha. Survivors: 
wife, Betty; .sons, John. William, 
at home; daughter, Laurie, at 
home; parents, Mrs. Agnes 'Trof- 
holz, Lincoln, Mr. Cyril A. Sr., 
Omaha; brothers, Ronald, North 
•Platte, Harlan. Gainsvllle, Fla.; 
sister, 
Mrs. 
Bardeene 
Glandt, 
Neligh. 
Services: 10 a.m . Thursday. First 
Methodist Church. 72nd and Cass. 
Omaha. G raveside services anti 
burial, 2 p.m. Thur.sday, Lincoln 
Memorial Park, Lincoln. 
Rocd- 
er’s, 4912 Ames Ave., Omaha. 


TRAVIS — Mrs. Clara E.. 79. 5515 
South, died Tuesday. Born Rock- 
port, Lincoln resident 20 years, 
m em ber of 
Lincoln 
Rebeccas. 
Survivors: 
son, 
Floyd 
Wilson, 
Lincoln: 
brother, 
John 
Lillie, 
Omaha: si.ster, Mrs. Altheia Jack ­ 
son, Beatrice; two grandchildren. 
Services: 2 p.m. Friday Wadlow’s 
1225 L. Dr. D arrel Berg, Lincoln 
Memorial. 


WOODWARD — Woodrow W.. 50, 
2949 No. 53rd St., died Mon- 
day. 
Services: 2 p.m. Thursday, Ro­ 
per k Sons’, 4300 O. The Rev. 
Curtis W. Barnett. Lincoln Me­ 
morial. 


» xamln^d anS nfWaiOPfl St tfta Offlct HI 
the 
tw>partmenl »*f Puhlu- 
In.xtitution» , 
r.n» ln# *« rin)r 
Department. 
IJmxiln, 
.Ne 
hra» ka i and may 
he examined at the 
Ha» tingt Builder» * Bureau, Ha.xtinax. Ne 
hraxka; 
Grand 
Ixland 
Plan 
servtre, 
Grand 
Ixland. 
Nehraxka; 
Lincoln 
and 
Omaha 
BulWer» ' 
Exrhangex; 
P. 
W 
Dodxe 
C>» rporalion. 
Omaha, 
NebraBka 
Raoh 
bidder 
miixt 
« uhmit 
with hi» 
hid a cert (Tied rherk or bid Imnd in an 
amount e» iutl to five (.i) percent of hi.» 
bid.The character and amount of » ecurlty 
to he » uhmltted hy the Co.itractor for 
performance of the ( ontract ix » tatcd 
in the proposed ('ontrart 
fJociimenU. 
No bidder may withdraw hi» hid for 
at least thirty (301 da.vs after the whcd 
uled closin* time for rereiirt of bids 
The Department 
of Public Institution* 
reserves the right 
to reiect any or all 
bids and to waive Informalities when 
the Department cofislde*-., such acKon 
nerea.sary to the best interest» of the 
State of Nebraska. 
Department of Public Institutions 
Donald W. Duncan 
Director 


$54,480 Federal 
Funds Added To 
Columbus Pro|ect 


Columbus 
(U PI) 
— 
Rep. 
Robert Denney, R-Neb., T ues­ 
day 
announced 
federal 
ap­ 
proval of an added $54,480 for 
a w aste treatm ent plant here. 
The Departm ent of Interior 
told Denney’s office that the 
extra 
funds 
were 
approved 
because of an increase in con­ 
struction costs following orig­ 
inal approval. 
The new money brings to 
$29‘2,210 the am ount of federal 
assistance for the project. 
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(WHTDRS N» )IK 
Radio program» 
lot the enure wi t'k aie carrlod in tbe 
Kun(ta> smI MuniJay moraSag paper*. 
Foltowtng Meting sftov.s etatkon rail 
letter» , peetOon on dial, network, and 
town.) 
IXK'AL RADIO 
KF.\B (1110 N H O —Omaha 
KFOR (1240 ABO 
lincobi 
KLIN (1400) 
Litu'oln 
KLMSi 1480 MBS 
Uncoln 
KLOL (1530 D 
Lincoln 
WOW (590;CBS 
Omaha 


FM RADIO 
KFAB-FM (90 Omc» —Omaha 
KFMQ-FM (95.3mc —lincoln 
KOWH-FM (94 Im ct—Omaha 
KWHG-FM (102 7mc)—Uncolii 
KWBE-FM (92.9 m c —B eatrice 
WOW-FM (92.3nic» ~4)iBaha 


Special Features 
WEDNESDAY 
12:05 I owa, ( u u n t r y Time: 
p.m. KLOL. Bill Duuglas 
4:00 Lee Thumas Show: KL.MS 
p.m. Pop Favorites 
10:0« The Jazz Hours: KFMQ 
p.m. Woody Herm an perform s 
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AND 
HMTT UV 
Fred 
; I' 
Flevk. 
17, 
i;U« 
» ', 
pleailpd gudt.v. 
I litu'd $ HH) 
D l.sn HBING THK 
PF.ACK J oh n 
| G 
Hi'inike. 
Jd. 
7U)l 
Jovcr. 
pleaded 
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Paul Si heii iii;» n. .l.i, 3» 'U' 
O. 
I'leade» ! 
guilt» . 
4.enloni'ed 
to 
lU 
duvs 
in t ount.v Jai! 


IHSTKKT K H RT 
FELONY 
HI HGUARX . 
H A B in Al. 
UlUMlN \1. 
Jamcii VVallacr Barln'f. 23. ot 2214 1 . 
i charged 
with 
breaking 
and 
entering 
lla\eliH’k 
Meals 
at 
0212 
Platte 
liec 
39. 
I9h7. 
and 
with 
being 
a 
habitual 
ciiminal. 
haiing 
been 
coinict» Hl 
pie 
viousil.v 
of 
a 
fek'n> 
offen.se'. 
pleaded 
not giiilty Jan. 29. changed plea to guilt.v 
on (m int 
I, iMunty attorney disnn.ss« 'd 
Ui'unt 3. Sentencing deferied b> 
Judge 
H erlm t 
A 
Ronin 
jienduvg 
presenlem-e 
ui'estigation. 


NEW ('OKPOn.VTIONS 
Minden 
.\gen» *.\. 
Inc.. 
Minden; 
t'la\ 
ton 
3 
Morey. 
Andrew 
U. 
Ho\e Ji. 
and Ka.Miiond A an Norman, all ot Min­ 
den; SUX'.iK)','. 
Baf.lett 
Mtg 
to.. 
Bartlett; 
A H 
I let eher and t'lai'ence Fletcher. b*'th ol 
Bartlett; $ U'.0» R). 
M J t'altk* to , Kennedy; AAiiliam S 
Dill ot Valentine. $ U'.OOt). 


REAL L3*T.VTK TR.VNSFERS 
t Approximate 
aale 
price 
taken 
from 
r» *\enue Mamp.s. Transfers ot $ 10.(X)0 or 
mote ' 
la)is M, 
Pagenkopf tii 
Action 
Really 
t o . 
Inc , 1. 2. 
B 4 Kastborough Ad­ 
dition. $ 10..70-i 
fharle* F 
.Ia» x» t>son Jr. to t'lillon K 
Hillega**. L 18. B b VAood.xcre.'.t .Addi 
lion. $ jj,0t)0. 


FIKI ( Al.lgt 
8 o7 a m . 38o4 tj. wet down 
s om e 
smoldering junk, no damage 
11 id a.m . 1127 S. Ihlh. aid. 
2 11 pm ., ,72nd and LaSalle, 
gr a s s 
fire, no damage 
7 10 p.m , tijth and Digan. aid. 
, 
7.14 r m„ oaUi aud iajgaiu a n t 


Farm Managers 
To Hear Clark 


The president of the Am eri­ 
can Society of Farm 
M ana­ 
gers 
and * Rural 
Appraisers 
will address the Nebraska So­ 
ciety at its 
annual 
m eeting 
here Thursday and Friday. 
Marvin 
C l ar k of Paloa, 
Kan . AAill speak to Nebraska 
m em bers at a Friday lunch­ 
eon at the Nebraska Center 
tor Continuing Education. 
Dr. l.eoii 
Chesnin 
of 
the 
Cnivorsity of 
Nebraska 
Ag­ 
ronomy Departm ent wall dis­ 
cuss ’■ Micronutrient and Trace 
Elem ent Dev elopm ent and Its 
Uses in F arm ing.” 
In addition, a panel will dis­ 
cuss “ Determ ining Cash Ren­ 
tals” Other topics to be cov ­ 
ered include “ What Lenders 
Look for in Land Borrowers” 
and “ Financing Short 
Term 
.Agriculture.” 


OUT-OF-TOWN 
BLAIR — Meril I.ynnc. 10; Laura 
Anne, eight; Jeannette Marie, six 
Yevettc Kathleen, one: daughters 
of Mr. and Mrs. Paul K. Blair 
Jr.. Valparaiso: died Monday in 
Valparaiso fire. Three (zldest at­ 
tended Valparaiso Public School. 
Survivors: parents: brothers Ter- 
r>'. Pat both at home; grandpar­ 
ents Mr. and Mrs. Janies L, M ar­ 
tin. Valparaiso, Mr, 
and 
Mrs. 
Paul K. B lair Sr.. Shoreham, Vt. 
Kucera-Rozanek, Valparaiso. 


CONNER - - Luvem Polk, Los An­ 
geles, Calif., died Monday. Born 
Lincoln, 
daughter of the late 
O. B. Polk. Lincoln lawyer. Sur­ 
vivors: 
husband, 
Paul; 
aunt, 
Donzella Polk. Lincoln; cousins, 
M arguerite Polk Tapley, Orpheus 
Polk, all of Lincoln. 


HARRIS—Frederick C., 55, Colum­ 
bus, died Friday. 
Services; 2 p.m. Tuesday, Fed­ 
erated Church, Columbus. Burial 
and 
m ilitary 
services, 
O’Kay 
Cem etery northwest of Monroe. 
Gass’, Columbus. 


PRITCHARD — Mrs. O. Gordon 
(Essebelle Rohm an), 78, Delray 
Beach, Fla., died Jan. 31. 
Graveside s e r v i c e s : 9 a.m . 
Wednesday, Wyuka. Fr. Jam es 
Stilwell. Roper & Sons’. 4300 0. 


SCHRAM—Jacob L., 72, Gretna, 
died Monday. Sarpy County Com­ 
m issioner since 1938. Served Sar­ 
py County 
S c h ool Board 23 
years: 
president Gretna Rural 
Fire Dept. 18 years; president 
and chairm an of board G retna 
State Bank since 1963. Commis­ 
sioned adm iral of the Nebraska 
Navy in 1963. Farm ed south of 
G retna 43 years, retired 1963. 
Survivors: wife, F reda; daugh­ 
ter, 
Mrs. 
Wally 
(M ary 
Kay) 
Schecf, G retna; brothers, John 
and Louis, Papillion, Philip, G ret­ 
na; sisters, M rs. George Perling- 
er. Paxton, 
Mrs. 
Roy 
L ov e , 
Greenwood, Mrs. Tillie Roth, P a­ 
pillion; two grandchildren. 
Services: 10 a.m . Friday, St. P at­ 
rick’s, Papillion. Rosary; 8 p.m. 
Thursday, 
Kahler’s, 
Papillion. 
Burial Calvary*, Omaha. Honor­ 
ary pallbearers: 
Sarpy County 
officials. 


ftEMLER — Georgiamva O. (wid­ 
ow of Em il), 77, Seward, died 
Monday. 
Serrlces: 
2 
p.m. 
Wednesday, 
Wood Bros.* Seward. The Rev. 
Raymond Nuetzman. Wyuka. 


SMITH — E d m u n d J., 67. of 
Geneva, died Sunday. 
Services: 11 a.m. Wednesday at 
the K ritner-Fanner F u n e r a l 


I Home, Geneva. Burial; Geneva. 


iwOHL — .August C.. 74, Crete, 
died Tuesday. Farm er in Lancas­ 
ter County. 
Survivors: 
sisters, 
Mrs. Dora Jeffries. Crete, Anna 
Ebner, Lincoln: several nieces 
aiKi nephcAvs. 
Services: 2 p.m. Friday. Kuncel 
Chapel Crete. Pastor William .A. 
Rumple. Burial Lutheran Kram ­ 
er. 
Hot Compressor 
Cause Of Alarm 


Lincoln Fire Departm ent of­ 
ficials decided that a hot com ­ 
pressor motor w as the reason 
for an alarm late Tuesday 
night. 
Fire offif'ials said the motor 
itself was dam aged but notb- 


LEGAL NOTICE 


.VDVERTISEMENT FOR BIDS 
Sealed 
pioposals 
ior 
tuipishmg 
all 
equipment, tools, material.» , latiors. sKills. 
and 
transportation 
necessary and inci­ 
dental to Razing the G.vmnasium Build­ 
ing at the Boys’ Training School, Kear­ 
ney. Nebraska, will be received at the 
Otflce of the Department of Public In­ 
stitutions l» >cated on tlie grounds of the 
Lincoln 
State 
Hospital. 
Lincoln. 
Ne­ 
braska. until 2:00 p.m. on February 20. 
1968. and will then be publicly opened 
and read 
Proposals sent by niail shall be ad­ 
dressed to: DEP.ARTMENT OF PUBLIC 
INSTITUTIONS, BOX 4728. STATE CAPI­ 
TOL. LINCOLN. NEBRASKA. 68&09. 
, « I 
T 
r 
' 
l 
i 
i 
K 
Proposals delivered in person shall be 
ing else in the I niv eisity UlUD 
delivered to the o f f i c e o f 
the d e ­ 
p a r t m e n t 
OF 
PUBLIC 
iN srrru- 
TIONS. 
FOLSOM 
.AND V.AN 
DORN 
st r eets. LLNCOLN, NEBRASaiA. 
.Ml bids shall be nude on the printed 


was reported hurt. 


k 


Journal-Star Want Ads 
Bring Results — 477-890*2 


I 


forms 
attached to 
and 
made a 
part 
of 
the 
proposed 
Contract 
Documents. 
The » aid Coauast Dociiannls 


NOTICE OF HEARING 
LINCOLN CTTY- 
LANCA.STER COUNTY 
PLANNING COMMISSION 
Notice is hereby given thot the 
Lincoln-City 
Lancaster 
County 
Planning Commission will hold a 
public 
hearing 
on 
W'f'dnc.sday, 
February 14. 1968 at 3:3« P.M. in 
the Council Chamlx'r of City Hall. 
Lincoln N ebraska on the follow­ 
ing; 
1. Gateway Western Estates, a 
plat described as follows: Be­ 
ginning at a point fVi« .2.T south 
of the NW corner of the SF.'i 
of Sec. 16-9-6; assuming the 
west line of said SE* 4 to be 
due north; thence S.89'’49’21’’ 
east for a distance of 318’; 
thence north 0 0r3i)’’ east foi 
a distance of H27..55’; tncricu 
S 89 47’.16’’ ea.sffor a distance 
of 48.55’; 
thence 
S.0'04’03’’ 
west for a distance of 627.35’; 
thence S.89 '49’21” east for a 
di.stance 
of 
1060.73’; 
thence 
S.0“14’21” east for a distance 
of 651’ to the northerly line 
of the proposed road; thence 
S.89°49’2 r ’ 
east 
along 
said 
northerly right of way line for 
a distance of 867.,36’ to the 
westerly right of way line of 
Rd. # 342; thence S.O 14’21’’ 
east along said right of way 
line for a distance of 50’; 
thence N.89'’49 '2r’ Avest for a 
distance 
of 
867.37’; 
thence 
S(0 14’21’’ ea.st for a distance 
of 632.76’; thence N.89M5’38” 
AA'est for a distance of 501.5' 
to the easterly right of way 
line of the proposed road; 
thence southwesterly along a 
curve to the right whose ra ­ 
dius is 201.26’ W'ith a delta 
angle of 60°33'50’’ for an arc 
length of 212.74’: tlicncc south- 
Avesterly along a curve to the 
left whose delta angle is 59 32’ 
with a radius of 144.16’ for an 
arc length of 129.75’; thence 
S.0°52'29” west for a distance 
of .130.71’ to a point on the 
northerly right of way line of 
road # 479 ; thence N.89M5’38’’ 
west 
along 
said 
northerly 
right of way line for a dis­ 
tance of 60’; thence N.0*52’29” 
east for a distance of 330.69’; 
thence northeasterly along a 
curve to the right whose delta 
angle is 59° 32’ witli a radius 
of 204.16’ for an arc lengtli 
of 212.07’; thence N.60°24’29” 
east for a distance of 1.18’ to 
a point of curve; thence north­ 
erly along 
a curve to the left 
AA'hose delta angle is 60®38’50” 
with a radius l'41.26’ for an 
arc length of 149.23’; thence 
N.89“35’38” we*t for a dis­ 
tance 
of 636.74’ ; 
t h e n c e 
S.0“24’22” west for a distance 
of 
77’; 
thence 
N.89°35’38’’ 
west for a di.stance of 563.50’ 
to the west line of the S E ii 
Sec. 16; thence N.0°00,00” east 
along said west line for a 
distance 
of 
1404.26' 
to 
the 
point of beginning, located 6 
mi. east of Denton at the in­ 
tersection of Rds, 479 & 342. 
2. Application of Jam es Strauss 
for a special perm it to amend 
the community unit plan on 
portions of the land within 
the plat of Wellington Greens. 
70th & South. 
3. Application of Cot-Nor, Inc. 
for a change of zone from 
A-2 
Single 
Fam ly 
Dwelling 
to G Local Business on the 
W>2 Lot 9. all of Lots 7 & 8, 
Blk. 9, 2nd Addition to Norm­ 
al, located on South St,,, ap­ 
prox. 55th, 
4. Application of Clarence 
W. 
Hendricks for a change of 
zone 
from 
B 
Two 
Family 
Dwelling to “I” Commercial 
on Lots 1 & 2, Blk. 93, Uni­ 
versity Place, located on the 
SW corner of 47th and Hunt­ 
ington. 
5. Application of Wm. H. Ashley 
for a change of zone from 
AA Rural & Public use to 
H-2 Highway Commercial on 
the following described prop­ 
erty; A parcel of land in the 
NW»4 of Sec. 33-11-7; Begin­ 
ning at a point 50’ east of 
the NW com er of said NWV» 
of Sec. 33; thence south par­ 
allel to and 50’ distant from 
the west line of said NWV4 of 
Sec. 33, a distance of 259’; 
thence northeasterly in a di­ 
rect line to a point in the 
north line of said NWVi of 
Sec. 33, 2020’ east of the point 
of beginning; thence west on 
the north line of said NW*4 of 
Sec. 33 to the point of begin­ 
ning, located on H w i\ 77 at 
Salt Creek. 
6. Application of City 
Council 
to am end the text of the zon­ 
ing ordinance perm itting two 
signs for uses perm itted by 
special perm it. 
7. Application of Roger L. .Ander­ 
son & M aurice M. Carlton, Jr. 
for a change of zone from B 
T avo family 
DAvelling to “ I ” 
Com mercial on Lots 16 thru 
19, Blk. 32, Havelock, located 
on the north side of Ballard, 
btw. 61st & 62nd. 
8. Application of Roger L. Ander­ 
son for a change of zone from 
C-4 Fam ily Dwelling to “ I” 
Commercial 
on 
Lots 
1,2.3, 
Blk. 17, Havelock, located on 
the SW corner of 64th and 
Platte. 
9. Application 
of City 
Council 
to amend the text of the zon­ 
ing ordinance to perm it the 
sale of cars in the “ I” and 
“ i r ’ Commercial Districts. 
10. Application of M. D. Hughes 
for a change of zone from B 
Two Fam ily Dwelling to D 
Multiple Dwelling on the S 4 
of Lots 11 & 12, Blk. 98. Uni­ 
versity Place, located on the 
NW corner of 51st & Walker. 
11. .Application of City Council for 
a change of zone from G Local 
Business to G-1 Planned Com­ 
m ercial on Lots 191 & 192 l.T. 
in the SE>4 Sec. of 32-10-7, lo­ 
cated at 48th and Van Dorn. 
D. E. Brogden, 
Planning Director 


JowriNil O lii St« * 
Want Ads 
Your tfiw-cnat Want Ad apurar* 
dallr M th* Uneoln Star (Mornmo 
and (ht LMeoln Joam al (Cventnit) 
or th* gttnday Jotimal and St« r at 
th* (onowlnc ctah rat« *; 


DAYS 


1 
- IS 
Ti-is 
.90 
1 zo” 
I« -aO 
14 1 I.$ 2 


4 
796 


21-B 


7 
^10 
4.06 1 4'40‘ 
4.2Ö~ 
S,« 7 
6.af)_ 
5.44 
7.2« 
rÖO 
15 11.85 « ,M | ’9lÖ "Ici.Ödr 
"m » 
1 8 1 2 1« 7 6« 
10 50 "11.40" 
‘ 31-M ~~r7'T lls I 8.6« riL76 Fla.» " 


Thtat tow-co4* rate* » pplr to Wan» . 
Ad* (rom withln tht Statt o t Nebraaka 
whlch a rt placNNl for conaecuUvt day* 
and a rt pald for ndthln 10 day* afltr 
th« * *d expirta o t la caactltd, Daily 
rate for adt front outflde Statt of 
Ntforaaka I« 49 centa per iinc. 
Rate* on rcnuett for » teelRiay aerv- 
ict mornin« <Mily or evenina only. 
TO PLACE ADS 
M 
47 7 4m 


Menumtiitt, i« fw*t*r1« s 
3 
2 lots Wyuka tpm ptoiy. Newer edi 
tion. 
Rpa.sonahlP, 
4:!21320. 
I'l 
Card off Tlranki 
4 
In mpmory of my hu.xhand Riidolpti 
.Shprmok & gratefully avknowlcdging 
& fhanking you for voui kind 
p x - 
prpssion of sympathy, Mrs, Fried) 
Shermok 
4» 
Daughters. 
« 
l^untrnl Diroctor* 
6 
WADLOW’S MORTUARY 
1225 L. .Spacious Parking lait. 432-65.35^ 
'h o d g m a n -s p l a in 
Cr ROBERTS 
MORTUARY 
488 0934 
4040 A 
?8 
METCALF 
FUNERAL HOME 
27th & Que 
432-.559t 
2* 
ROPER & SONS 
M ortuaries 
S CONVENIENT LOCATIONS 
4300 E ast * 0 ” 
432-1225 
6037 Havelock 
46S-2&3120 
Umberger's 


Am bulances or Funerals 
48 & VINE, LINCOLN, & 
HALLAM. WAVERLY and al*o 
Umberger’a 
serving 
BROWN’S 
Clientele 
11 


ln*trvctie*A 


Uit & faand 
7 
White 
airplane bag. 
$ 3 
reward. 
489-4052. 
-16 


PersonalinterssL 


PTtBwal»______________ 
f 
Attention all entertainers & combos. 
Have TV contract for talent show. 
If 
interested 
34t-7547. Omaha. 
No 
collect calls. _ 
IZ 
Attention — Mimeographing letter.» , 
news flyers, club letters, church bul- 
letins. 477-.S496. ___________________^ 
Accident? Expert in weaving, barns, 
moths, tears. Mrs. Aldrup. 488-2523. 
___________________________________ 
15 
Auto Insurance for drivers under ii. 
Monthly payments. See Eno’s for in­ 
surance. Eno Insurance Agency, 501 
Anderson BIdg. 432-3241. 488-9604. 
2» 
Buying 
watches, 
guns, 
coins, 
war 
souvenirs. 
P a yi n g 
high 
prices. 
J3 2 4723. 
12 
Care of your loved ones in my ome. 
Reasonable. 477-2946. _______________8 
Care of bed patient, my home, long 
experience. 477 5412. ______________ -0 
Can loan up to $ 7,000 to qualified 
parties. 432-5332__________________ 5* 
February special! 11x14 family group 
portrait. $ 1 per person total cost. 
Lisle Ramsey Studio. 489-4800. 
12 
Licensed nursery s c h o o l 
m ornings for 3-4 year olds, 
experienced teacher. 
For 
information call 435-7%7. 


_ 
•* 
Loving care for the senile and elderly. 
Experienced. References. 477-5412. 7* 
McField Cleaning, tailor weaving, al- 
teraUons. repairing. 1028 P. 432 5441. 
________________________ 9 
Rummage. I0am-9pm, Feb. 7. 333 No. 
14.________________________________-J 
Want to rent or share cxp« ;n>es with 
airplane owner for its use. Reliable 
A 
reasonable plane. 431 2.341 eves. 
______ 
U 
Wanted: 
Entertainment 
for 
Otoe 
County 
F’air, 
Syracuse. 
.Aug. 
22, 
7pm. 
60 
to 
90 
minutes. 
Varietv, 
local, Orville 
Koch. Dunbar, Neb. 
13 
—iRconra Tax Sorvic« — 
A. iirH agelberger. 2725 So. 16. 9am- 
8p.m. 423-8026. ___________________ ^ 
Edward 
Williams. 
Experienced 
k 
qualified tax consultant. 6418 Ayles- 
WOTth. 434-5015.___________________ » 
INCOME TAX 
Business Control Company. Available 
year round. Your, home! 
business. 
489-2020. 
-6j; 
Jam es R. Veach. 118 So. 11. Across 
east from Gold's. 477-5314, 488-667G. 
______________ 
r 
PERSONALIZED TAX RETURNS 
Individual or small business, you r 
home. 488-2875. Frank Selk. 
_______ U 
W arren E. Staats Income Tax Service. 
Notary Public. 2338 No. 67. 434-2078. 
-2* 


10 
Play Guitar for Enjoyment. Relaxa­ 
tion. 
Lessons. 
Call 
(Bob) 
432-9507 
eves._____________________________W 
Qualified instructor wants beginning 
piano 
students. 
Eastridge 
a r e a . 
488-5730. 
10 
Business Senrices 


Business Services 
12 
APPLIANCES REPAIR 
Household appliances, air conditioner 
k refrigeration repair. General ap- 
pliance. 477-7360. 
_________________ 
21 
___________ 
BASEMENT____________ 
Able, all cement work, walls, relaid, 
retaining walls. References. 435-6192. 
12 
Able, experienced fonndation repair, 
retaining 
walls, 
small 
J obs 
wel- 
come. 434 3829.___________________ 
1» 
BUILDING k REMODELING 
Plan With Pauleys 
To get the most from your remodel­ 
ing dollar. Free estimates & planning 
service. No money down, supervised 
construction. Satisfaction guaranteed. 
ROOM ADDITIONS 
KITCHENS 
BASEMENTS 
ATTACHED GARAGES 
7C 
PAULEY LUM BER CO. 
945 So. 27___________________ 
435-7913 
CARPENTER WORK 
Carpenter work of all kinds. Call af- 
tor 3pm. 466-4864. ________________ 
^ 
All kinds carpenter 
w or k . Insured 
help. 36 moTith payments. 432-2152. 
^ 
Remodeling, repairs or new work. 
Large or small jobs. 466-9232. 
3* 
_________ 
CEMENT WORK__________ 
All 
kinds cement work 
and base­ 
ment repair. Free 
e s t i m at e *. 
435-2749.____________________ 
15 
_______ 
CUSTODIAN SERVICE_______ 
Fritz, your Mr. Oean 
Call 
k get 
results. 488-1682, 423-9312._________ 
15 
DRY V^LLINO 
hrofessionai 
dry 
waUing, 
complete 
finishing & texturihg. Small renaod- 
eling by skilled craftsman. Reason- 
able. Call Gary or Ron. 4^-3« 9 , 
15 
_________ 
HOME SERVICE 
________ 
Attics, basement« , k garage cleaning. 
Any hauling, free estimates. 423-4216. 
______ 
3* 
Houae-Brite—Expert 
interior 
cleea- 
ing. 
free 
estimate» . 
Guaranteed 
work. 4» » 2(>63.____________________ 
12 
Window & Door Repair 
AH makes. 
All .Aluminum Window 
Co., 1101 No, 30. (30th t Y). 432-1118. 
_______________________ 
____________ 
LAWN CARE 
_________ 
Yard work, dght hauling 
k odd J obs. 
24 
Cheap. 466-2671. 
ODD lOBS 


Truekin» ;, Haufinii 


Winter special, 
painting, 
home 
re­ 
pairs. hauling, misc. Special rates. 
477-4571. 
?!. 
___________ 
PLASTERING___________ 
Call 
for 
Hudson 
for plastering 
w 
dry wall finish. 477-6339. 466-1572. -13 
Patched 
plastering. 
ceiH ^s 
tex- 
tured. free estímate, work fuarar.- 
teed. 489-4924, 488-7326. 
13 


Bwsinets Servicti 
Plastering, patrhlng. fexftired • • J'" 
» tucio foundation rrpaum g. 
rr« « 
tímate*. 466 0.500. 
ROOl ING 
New 
roof» 
insialled, » 'Id 
c' 
M ired 
Prompt » erviee. re., on.. 
_ 
477 7728. 
For R (V )Fl\r, or .S^ini. eajl 
HINMAN BROTHKÍLS. 1>» 
432 4275 
3.35 So, 9 
Roofing, siduip. gutter* and re pa i* 
Free estimates. Guaranteed 
Hr. • 
er. 477-6217. 
» H V R riv r.G 
Preelslon machine » aw flHne 
^ 
guaranteed. 
Robertnon. 
32,31 
*66 5855. 
Everything » harp 
Nel» en » ShjirP'O; 
ine Sí-rvite» . 215,5 So 9 43' 2.t40. 
TR E E r e m o v a l 
GiMi» me'» 
Tree Sen ic'*- 
mates. Licen.sed A Insured. 466-09,o. 


Árme Tree Removal, trtmmini; Fuih 
ln.*ured. 
L i c e n s e d . Experien» ■ rt 
men. Lowest prices. Free estlmafe* 
4,35-7557. 4.35-6149. 
Rav's Tree .SenIce. tlcensed, U)» urrd. 
trimming, 
removal, 
winter 
rate*. 
475 1484. ______________ 


té 
Compare fh ia-II up. tra sh , general 
hauling. Estimates anytime. 4,35 4t.o2. 


Garages, 
atfie*. 
basements 
e'r.in d 
out ii «1!^ small haulm« 434 4778. 
.1 
Have triuk, 
will 
haul 
Ml 
>*»» _ 
.Sun., after 4 30pm wcckda.v 
Fi' 
estimate* 
Reasonable. 4..40.'I9 
Large truok 
Hubbi*h, nttos, h.i* - 
ments. 
477-6207. 
morning*. 
e\e-\ 
S;irti'. 
I.ight hauling, h.a.sement A attic cic 
ine. Yard work. 1.12-1790. 
13 
t r u c k hauling. Reasonable rate*. 
After 12:30 weekdays, all day Sat. 
k S x.fi. 434-6IW6. 
15 
Dee-q Moklltq 
IT 
Alterations, button hol» *s. gowns, spe- 
etal design» , zipper» . 434-18# ). 
M 
Altoration*. 
dressmaking, northea't 
_ar» ;a. 466 6310. 
■ ’ 
Sewing, 
wedding 
dress, 
alteration, 
draperies, at home, 2501 West A. 
43.5-Kh-,.______________ 
19 
— 
— 


Able to gi» c free o.stlmatcs, painting 
& decorating, wall paper sale 50^ ^ 
off. 477^339^ 46_6-1572, _____ 
-13 
Always cheaper. Free e.sflmales. P a­ 
pering, 
painting, 
steaming. 
N a pu e 
Bros., 489 3549. ______________ 
II 
Interior and exterior. 10 years cxp<‘ri- 
ence. neat fa.st work 435 2374. 
3* 
Paperhanglng. Experienced. Painting, 
interior & exterior. Plaster repair. 
Reasonable, 
prompt, reliahte. Ref 
r eiK'*s Yost. 466-2672^ 434-l« i7 
25 
Wanted Papering A painting. WinVr 
rates. 
Insurance 
covered, 
177-286!. 
•13 


Painting, PoiMring 


Mobile Homes: 


Trailtr Homts 
7A 
Adams Street Homes Sales 
3220 Adams 
Where 
we 
are 
also 
» hopiiing 
the 
country over for better » hopping the 
homes for you. Shop in heated trail- 
ers. Open 7 days a week. 
1^ 
Adam s Street frailer Sale.i 
Haa all sizes used trailers from $ 1,000 
A up. 
18 
3220 ADAMS S T ._ 
CAPITOL CITY 
Mobile Homes Sales 
GREAT LAKE» -VA 4 DYKE 
2703 West " 0 “ 
432^0736 
7 
Acclaimed Nation's Best Seller 
NEW MOON 
New A Used. Buy A Sell 
Trade for Equities 
ARROW TRAILER SALES 
125 West “ O’* OPEN EVES. 432-60,35 
________ 
4 f 
House for sale or will lake mobi'e 
home In on trade on equity. 4.35-5873. 
_______________ 
22c 
.NEW 12x65. 2 or 3 hedrnoms $ 5403. 
BILL CARROLL 
Home Sales 
2701 NO. 27 
4.:.i-R521 
13c 
Office trailer. lOx.30, 3 otlice.s A *-■* 
bath. 
Heating 
A 
air 
» onditioninc. 
$ l.,50n. 477-7102. 8am-5pm. ________ 15 
,$$$ 
SAVE 
$$$ 
It will pay you to drive to Omaha 
A see our large di.splay ol mobile 
homes. 
A. C. NELSEN CO. 
2018 HAR.NEY Omaha, Neb. 
Frontier. Star. Detroiters 
A- other 
new A used units. Lowest prices, small 
down payment, ea.sy terms. W’e de- 
liver anywhere in United states. Mid­ 
west’s oldest k largest dealer. 344-4540. 
^ 
See Our 1968 Hom ette 
12x60 .with cariiet throughout. Front 
kitchen. 2 bedrooms, e.ve-levcl oven, 
room for washer A dryer side hy 
side, reverse aisle. 
Priced 
rea.son- 
able. Oiien eves. We finance, 
-16 
BOB CARROLL 
2545 Cornhu.skor Hiway_ 
466-2888 
~RELO CATABLlf HOMES' 
You expect the ex'’eptional 
f r om 
Safeway . . . and you get it! 
1978 living in 1968. On display now 
GARTNER SUBURBAN HOMES 
1201 West O across from West Gate. 
9c 
SKYLINE & NATIONAL 
on .Sale 
c.iPiTOL crrv 
Mobile Home Sales 
2703 
We.st 
"O” 
432-0736 
^ 
We Need 
I'sed Mobile Homes, priced $ 2,(» 0- 
$ 2,500. Will buy or tiade. 
26 
Capitol City 
Mobile Home Sales 
2703 We.st O 
_____________ 
Wamted to buy—10x60 or 12x60 mobile 
home. 4.35-1526.___________________-16 
WE PAY TOP DOLLAR 
For used trailers any age or size. 
Or trade new 12 wides irom $ 39.93. 
NU-TREND MOBILE HOMES 
47th A 
Hamilton, 
O m a h a . Neb., 
558-7020. ___________________________^1« 
8x32 
Holiday 
Rambler, 
¡» crmanent 
home — travel, excellent condition. 
431-3700. 
13 
1968 NOMAD'S 
TRAVEL TRAILERS 
ON DISPLAY NOW 
AT THE 
MOBILE HOME RANCH 
540 West 0 St. Lincoln, Neb. 
Open 9-8 
435-7033 
■Oc 
1966 Skyline, 10x54. Carpeted living 
room, 
front 
kitchen, 
2 
bedrooms. 
Washer. Rea.sonable. ^434-34^. 
13c 
*63 Wolverine, 10x52, setup, winter­ 
ized. Take over payments. 434-7817. 
[2 
1964 Chickasha—lOx.50 expando. Fully 
carpeted, central air, new furniture. 
Extras. 477-5843. ________________ 
1964 Great 
Lakes, 
lOx.55, expanded 
living A bedroom, air conditioner, 
automatic 
washer. 
Clare 
Brothers 
Trailer Court. 27th A Cornhusker. 
466-1.581. ______________ 
12 
1961 Great Lake 10x53. 2 iK'drooni.s. 
Private owner. Excellent condith'n. 
Extra.s. 4:12-1349.__________________ ^ 
1956 Lincraft, 8x25. clean. Carl Gil- 
stad. 2545 Cornhusker. 
15 


Dog$, Rabbin, Pots 
25 
Absolutely the finest in expert poodle 
styling at Paradise Pooldle Parlor. 
Lincoln’s oldest established grooming 
parlor. AKC cockers. Pekingese, Spitz 
•A mixed puppies of all kinds. Guaran­ 
teed singing canaries, baby parakeets. 
BICKFORD’S PET 
PA R,\D ISE 
921 No. 48 
434-2044 
1611 O 
432-2044 
2,8c 
AAA-l GROOMER 
LAWRE.NCE OF CAUFORNIA 
Specialists 
in 
pet 
grooming. 
All 
breeds. .Money back guarantee. FOR 
APPOINTMENT. 
423-2810. 
23 
Accomplished poodle trimming, styl­ 
ing, trained 
professionals. 
B l a c k 
miniature stud. 
488-4796. ________ r\_ 
Advise boarding your dog where it 
receives loving care. 488-4796. 
10 
AKC Ctolden Retriever stud service. 
477-6852 after 6pm.___________ 
15 
AKC toy silver female poodle, $ 100. 
466-7113. ________________________ 
15 
AKC" ’registered Black 
Labrador, 
m ale. 5H mos. old. Partially trained. 
Reasonable. 466-5865. ___________ 
8 
AKC Pekingese puppies. Black, white, 
particolored. 934-7710 Cortland. 
8 
AKC 
Miniature Schnauzer 
puppies, 
champion sired. 434-7934. 
l* 
AKC Poodle grooming $ 3 A 4. 434-1682. 
11 
AKC Pug puppies, females & m ales. 
3 mos. 466-2106.________________ _ j% 
AKC Vizsla puppies, excellent hunt- 
ers. Jerry Bates. Ashland. 944-7174. 
944-3366. 
-11 


* 


P o f i , K a H tliy ^ f f i 
AKC-PekltUMse 
p iiPPi^s. 
•« bl« 
col- 
« ^ed. 434-7777. 
10 
AKC r« « latered 
0« rm an 
Shep hwd 
p op « . S weeks. lte« *onable, C« ll « Í 
ter « p m, 
435-1669, 
anytime 
week 
end« .________________ 
-li 
AKC Miniature Silver Poodles, house- 
broken. 
« 11 « hots, female, lo mos,. 
liaht 
« liver. 
Male 13 
mos., dark 
siHer. 466 9163. 
-15 
ANTTA'i POODLE GROOMING 
« 4 A IS weekday« It eve« . AKC « tad 
486-2910. 
If 
AKC Calm terrier. Brtaht, lovable. 
2^^ mo. Female. .Shots. 4.3S-2793. 
13 
AKC 
registered 
Doberman 
Pinsch­ 
ers, males. 488-82.16. 
16 
^ lack toy p oodles for sale. 432-1694. 
IS 
Board your p et where veterinarian tt 
constantly « a p e r v l s l n g . Phone 
4.14-1382. 
2» 
Bassett iHip « , 3 mos. i m ale. 1 fe 
male. 799-3615. 
12 
Black Labrador, mu« t sell, 1 year 
old. 799-2818.______________________ 
9 
Collie» —The best In family comp an­ 
ions. Royal Dake Kennels. 435-llW. 
ts 
Free 
p up p ies, 
3, 
« mall. 
S 
weeks 
old. 488-5872. 
7 
German 
Shep herd 
p up s, 
registered 
male. 262-3354. 
11 


fanntri MaHktf l*fac« 
f y 
510 Massey-Harrls combine, air-con^- 
tioned. rice tires, LP or « asoline, 
good. New 17^ ft. Jeffory field cul­ 
tivator, dual loaders, Arts-Way mix­ 
ers. 18 ft. 18 In. culverts. 9.00-ai tires, 
tubes 
b rims. 2 50 gal, aide tanks 
with 
tool 
box. 
Vern 
Anderson, 
Route 5. 466-4804. 
-13 
’65 Chevy 409 irrigation engine. 900 
hours. 1200 ft. Bin. gated p ip e. Call 
Crete 826-8786, eves. 
13 


Merchandise 


A n tiilv N a n d G ifts 
27A 
Antiques — Buy, sell. Large « electlmi. 
^ l|g e ^ Store. 
2406 
I. 
432-843, 


German Shep herd p up s. 2 white, 3 
gray, S black with light markings, 
786-5516 eves, weekends. 
11 
Must sell Brittany Sp aniel, p artial­ 
ly trained for hunting. 488 9546. 9 
Peta boarded, veterinarian sup ervised. 
489-1713._________________ 
_ y 
Registered 
female CoIUe, hou.sebro- 
ken. good to children, good watch­ 
dog, reas(A)ab1e to good home. Eves., 
477-7827 __________________________ 
-15 
Schnauzer p up p y, 3 mos, old, male. 
Shots. 434-4379 after 5p m. 
-12 
Trop ical fish b assorted aquariums, 
reasonable. 1420 No. 14. 432-5994 be- 
fop p 4p m or after 6p m. 
15 
Truka's Beagles stud service, grown 
stock; show or breeding also Valen 
tine 
p up p ies. 
434-8057. 
16 
^ UP FOR ADOPTION 
Black AKC Toy p oodle p up s. Excel 
lent. .1072 S. 
11 
2 p urebred German Shep herd p up - 
p les. 488-8389. 
14 
T week old German Shep herd p up ­ 
p ies, p riced reasonably. Call eves. 
b Suns., 489-2284. 
12 
3 male AKC Pekingese p up p ies, good 
natnred. excellent blood line, 6 weeks 
old. 477-5051 after 5 
b weekends. 10 


Farmers Market 


F arm ars M a iiif t M a c t 
27 


"ANTlQUES”-.Sp rague. Neb. 
"THROUGH THE YEARS” 
Op en 2 to 9 Wed., SaLs. 
1* 
Uncoln J32-6038 days. 477-1881 eves. 
Centennial Antique Shop , 3W7 Normal 
Blvd. Shop 488 3792, home 488-0348. 
1* 
Wagon wheels, buggy shaves, iron 
kettles, walking p lows. 4.15-1791. 
11 


M tic o R a n M a t f o r f a t a 
2 1 
Wc have a limited stock of central 
sir conditioners at last years p rices. 
BRYANT 
AIR 
CONDITIONINO 
* 
HEATING, 6317 
Havelock. 434-3198. 
8c 
A in. p lywood boards, (new), « evëraî 
sizes, low p rices. 4123 So. 46. 
T 
36 In. gas range, twin baby atrollen 
435-8504. 
11 
65000 BTU gas stove, roll away bed, 
ap t. 
stove, 
men’s 
camel 
colored 
sp ort Jacket size 38, 934-7778, Cori- 
laid. 
____ 
n 
2 
wheel 
encloM>d 
trailer. 
Hotp oint 
refrigerator. DeZllvisa sp ray outfit. 
434-0114. 
-15 


F ki t i t . i ilatle 4ri h iH r a w i a n 
27 
ACT NOW 
Rep eat 
Ship ment 
of 
KimbaQ Con­ 
soles. ONLY 9650. 
7 
Dahlstrom Kimball Music Center 
2790 South St. 
423-4594 
Alamo basn guitar A amp ., best offer, 
432-7A55. 


Watt Fomtilfiifa 
APPLIANCES 


Sjiorting Equipment 
27B 
Antique, 
modern 
rifles, 
shotguns. 
Parts, ammunition. 489-6188 after 6:.10 
p m. 
12 
ALT, NEW FOR ’68 
Wheel Camp ers 
Griffin’s House of Boats 
1200 West "O” 
4.12-8060 
YOUR CHRYSLER MARINE 
DEALER 
9c 
OPEN SUN. AhTERNOONS 
APACHE CAMPER CENTER 
New b Used camp ers. Phone 7288, 
1114 Plalnview, Seward, Neb, 
4* 
GUNS—Buy-^Sell-Trade 
THÈ SPOT 
II at Cornhusker 
477-9432 
iSe 
Guns for sale — Several collector’s 
¿terns. In_^ood condition. 435-8118. 15 
J & M Travel Trailers 
WINNEBAGO 
4807-11 
Dudley 
Lincoln 


Minnows, 
waxworms. 
ice 
fishlnf 
equip ment, 
whole.<sale 
A 
r e t a i l , 
Southslde 
Coop , 
Emerald, 
Neb, 
435-1611. 
22 
WA?HTED-USED GUNS 
Midwest’s largest sup p liers of hunt 
ing and shooting sup p lies needs used 
guns. Top trade-in allowance or cash. 
WF..STERN GUN A SUPPLY 0 0 . 
56 A Colfax—Uncoln 
Op en 8am-6p m. Mon.-Sat., 
Only 2 telescop ing, all metal insulat­ 
ed Hi-Lo trailers. Call 488-7566 after 
10am Sat. A Sun. After 4 weekdays. 
4720 Lowell. 
.13 


BALDWIN 
PIANO 
OF YOUR CHOICE 
Only $12 Per Month 
RENT FIRST! 
IT COSTS NO MORE 
WALT 
MUSIC STORE 
OUR 61CT YEAR 
1140 "O " 
4.12-4421 
4c* 


RECONDITIONED IN OUR OW*N 
SHOP AND WARRANTED 
Dryers 
Hotp oint 
. 
1 96 
Whirlp ool gat 
I 50 
Automatic Washers 
Frigldalre 
.................................... 
Westlnghooae 
................................. 
G.E. 
........... 
Ranges 
Ap t. size electric . ................ 
30” gas range 
......................... 
Refrigerators 
Frigldalre with across top freezer 9 70 
Wringer Washers 
G.E. wringer 
Kenmore wringer- like new .. 
Maytag wringer square tub ,. 
Television Sets 
, Airline 23 I n , .............................. 
W; zenith color, remote control 
G.E. 21 in. console 


9 60 
9 50 
9 60 


9 50 
9 49 


HtfR W o n f ti W om tR 
(AalaHed letali 
APPLICATIONS 
NOW BEING TAKEN 
WAITRESS POSITION 
A.SHCRAFT RESTAURANT 
5 day week. $1.20 p er hour, good 
working 
conditlon.s, 
congenial 
co- 
workers. Please ap p ly In p erson. 7 
488-9942 
.1823 NORMAL 
APPLY AT ONCE 
Thinking about changing Jobs? 
Af 
ter five faithful years, our waitress 
Is quitting, so we need a good one, 
.Some p ersonable young gal, over 21. 
who ap p relcates good wages, p leas­ 
ant working conditions — a steady 
Job. 
Ap p ly In p erson 
at CASEY’S TAV- 
T-.RN. 
H15 P S t__________________ 
7 
• * Hen Simon’s need an elevator op e^- 
6 "J* ator 
to work a six day week. 
Ap - 
f WJ p ly 
Personnel I>i« narlmon(. 
IZi'. 
"O” . 
9 85 
9223 


Dep artment, 
121.5, 
16 


N ifp W o n tfd W a m tn 
4 1 
ftetariei f« » ii 
Wanted top flight esecutive secre­ 
tary, must be exp erienced, encrge 
tic b cap able of assuming office 
management resfKinsihillties. Exiwrt 
typ ing b sjielling reciuirvd. Salary 
o|ien. Call 432-7523 or after 5p m, 
489 4012, 
11 
Waltn*ss 
or 
kitchen 
heip , 
8 .lOarn 
5p m, 
Mon.-Fri. 
Ap p ly 
in 
|)crs» n. 
Patio Restaurairt. 48th b Fremont 
12 
WAITFIESS 
Must be exp erienred. hours 
8am 2p m. 
6 day week, Also p art time night wait- 
ress. Good wages, p lease ap p ly in 
p er.son, Skylane Cafe, 56(H) Cornhinker 
ir. 
WAITRESS R E L I A B L E . NIGHT 
SHUT 4.1,5 90.56 
lO 


Wednesdoy, Pebruory 
7, 1968 
Tin* f J itf o lw U ta r W 


H tip W an fttf M tn 
SO H tlp W o n ftd M tn 
51 Room« , S Ittp in g 
62 
fOolarlai Je tai 
| 
« ¿« mmlsslAa, leb» , italM. Eta» 
n g, p 
No ' trsnslent« . Cle» n, 
F K I f ^ l K I C P D 
WANTE,?» 2 MEN 
warm. 4.'!2 2BN). 488 2205 
16 
i- l N V Jl I N C .l_r\ 
Age 20 In 45, neat ap |waran<e, for 
Ml SO 15 
— 
Esp erlencetl highway engineer 
with foil time work. .18 hours a week ; 
» x PERSHING mV/TOR HOTEI. 
n.S in civil .nein,.c in e tn li.-nd hwh. '''" T T MK 
nl'l-m iT IM T V 
AI.1., H 
, | * / ( i U 


n 420 .So. 17 Clos« In, lavatory In room, 
► I gentlemen, 
2* 


way .section. Salary op« >n. 
Bop p b Sailer it Assnriates Inc. 
793.1 Clayton Road, .St. I.nuls, Mo. 
PAfi 1020, area ctale 314 
9 


COME BEAT 
OUR DRUMS 
You can’t beat our p rices on famous 
Ap ollo drum sets. 
3 
p iece set » 9.95. Regular 9139.95. 
5 
p iece doub!» tom » et, only » 9 9 
with cymbals. 
Choice from 13 aets. 
We 
also 
sell 
Ludwig, 
Slingerland. 
Sonor, P r e m i e r . Rogers. Leedy, 
Gretsch drum s; combo organs, amp s., 
b 
microp hones. 
SOUND CITY 
12 
144 So. 9 
4.32-7305 


_ 
CASHIER 
9 .15l'*htel Cornhusker, eve. hours. If no i* 
tm iE R U S E D 'W s START AT 9 
train. 
Ap p ly 
................. 
7p Sonnel 
Office. 
lel 
2 Y 0 U N C r G I R U S 


F.xp erlenecd 
sheet 
metal 
mechanic. 
Eull time emp loyment 
Don 
Rich 
lei A.. .Sew.ard. Phone 4141. 
16 
Exp erienced 
refrigeration 
mechanic. 
Eull time. Don Uichters, S e w 'a r d , 
Phone 4111 
1C 
JOIN THE 
M ANAG EM ENT 
TEAM 
Do you enkiy working with p eop le? 
WAITRESS 
dust he exiM'rienced. Mon Erl . 8am-| '''*' 
ambitious for 
early 
sue 
30p m. Ap p ly in p eiMoii to Mike 
HFO’S intensivo M.inaccmcnt 
•lace, 707 t,. 
-Hi Training Program help s you become 


CHRISTENSEN'S 
nth & “M" 
432-5,165 
ilteige antique satin 
lined d"rap es. 
489-4642. 
.12 
Bargains at Liming’s 
We buy. sell or trade. 
2330 " 0 ” Street 
I4e 
Change of floor settings, gives sav- 
ings of up to 
on certain p ieces. 
.See them at Interiors Diversified, 
1» 0 .South. 
lie 
B&B Used Furniture * Ap p liances 
Use our 30 day layaway'p ian. 
Available. 
Financing 
216 Se. n th 
1 1 
477-8484 


Clean, efficient b dep endable wm- 
mi.s.sary help er to assist in p rei>ara- 
tion b p ackaging food for automat­ 
ic catering service, fringe benefits. 
4.12-8,100, 
16 : 


To do p art time p leasant tclep hcuie 
work. Phono 4.12 98Z5, 
7 


Comi>etent bookkeep er for law office. 
State age, exp erience. Journal-Star 
Box 551. 
25 


Het». WonfeJ 
Domtitic 4tA 
Bahyslttlng 
for 
habv 
girl in 
mv 
home, 18-20 hours tier week, 37th 
b N. 477-4933. 
1.5 
C(K>K 
Exiiefienced 
full 
Ume^ 
K x ^ i^ ’y^^ter for 10 mos, old boy. My 
rcllent working 
condiUons. 
434-6371. I)”'"* 
-£ *‘11112’’ 
^ 
for 
ap p ointment. 
erem-es, 
477-5077 
or Thurs, 
after 
Tues. 
8 
Conk — Westview Nursing Home. $300 „ . 
... 
, „ 
to live in. *315 live outside. 
G ood I **i» ^VsHter. full time, my home. Riley 
xvorklng conditions. 4.3.5-3609. 
8 1 Nehool, 4.14-80,59 
12 
Cook 
needed 
for 
4,15-6532. 432-6095. 
sorority 
house. 


C U « E OUT ON ELFXTRIC p ort­ 
able 
sewing machines, 
all 
makes, 
from I9..50 to $19.50 while thev last. 
RELIABLE. 2.30 No. 10 . 475 2683. -Ic* 
CX>RNHUSKER 
HIWAY 
AUCTION 
CO. 
2545 CORNHUSKER HIWAY 
Sale Every Sunday AfterncxHi 2p m 
We buy, aell or trade. No sale too 
small to sell. Call 466-1844 for Bill. 
WILLIAM WEONER. AUCTIONEER 
17c 
Chairs, ottoman, rocker, dinettv, re- 
ciiner, stools, crib. Tables, Roloway. 
432-9156. 
-29 


CASH 
for good used up right p ianos, 
grands and » p ineta. 
25c 
Gourlay Bros. Piano Co. 
915 "Q” Street 
432-1636 
For sale Fender Stratocaster guitar 
4e Fender Princeton reverb amp . 
Call after 6:30p m. 432-0060. 
-9 


ELNA 
op en 
arm 
dcluze 
zig-zag, 
$5.95 down, 2 years old. 
11 p ay­ 
ments of $3.95. 
NBXXJHl deluxe p ortable, 2 sp eed, 
light, $3.99 down, early 1967 model. 
11 p ayments of $5.78. 434-6909 any­ 
time. 
10 


Alfalfa 
A 
488-1789. 
brrnne. 
Stored 
Uuide. 
U 
ASC Financing on Martin gas tight 
silos. 100% ASC financing on manv 
high moisture grain ult« . 
Produc­ 
tion Sales Co., Distributor, P.O. Box 
29168 , Lincoln, Neb. 68329. 
-9 


Texan DP-1 12 gauge reloader with 
few sup p lies, $43, 434-6715. 
-16 
’Two double barrel shotguns, one 12 
gauge, 
one 
16 
gauge. 
$M 
each. 
Eves. 489-3994. 
16 


"A .” John Deere, new rubber $ .193 
1963 Ford, 2000 
1895 
860 Ford, 
reconditioned 
....... 1595 
640 Ford, 
excellent 
condition 
1195 
8N Fowl, overhauled b rep ainted 
595 
MF loader, 220 hack hoe 
3895 
BEILTINE FORD TRACTOR 
641 West South 
477-6958 14 


AUCTION EVERY WEDNESDAY 
CATTLE. HOGS b SHEEP 
NEBRASKA LIVESTOCK SAI.ES 
Burlington Stockyards 
435-2938 Ac 
AUCTION SERVICE 
Farm sales. Livestock sales. All typ e 
sales. Our exp erience will help you. 
Virgil b Dayton Layman 
Ph. 432-5822 
----- 
466-4554 4* 
DID YOU KNOW you can buy a 
Chief 38 ft. 6 ln.x60 ft. steel farm 
building 
for 
aa 
little 
as 
$2250? 
Building haa 10 ft. sidewalls A a 
12 ft.xl6ft. sliding door. For more 
information see us. Crete Construc­ 
tion A Engineering. 
Norman 
HeQ- 
busch, Crete. Phono 826-3M3. 
8 
FOR LAND’S SAKE LIME 
Agr. Lime Delivered it Sp read. 
VandersUce Lime 488-8042 
28 
FOR HAY & FORAGE 
equip ment, 
take advantage 
of the 
ADVANCED DEUVERY DIVIDEND 
being offered. See us. 
9c 
Reddish Bros. Inc. 
601 WEST VAN DORN 
477-3944 
FORTY YEARS AUCTIONEERING 
FICKE & FICKE 
600 Anderson Bldg.. Lincoln 435-6433 
25c 


Guitars. 
Ukulele, 
Mandolin. 
Acces­ 
sories. Bob’s Music Store, 2328 "O.” 
Op en evenings._______________ 
-4* 


1968 NOMAD'S 
TRAVEL TRAILERS 
ON DISPLAY NOW 
AT THE 
MOBILE HOME RANCH 
540 West 0 St. Lincoln, Neb 
Op en 9-8 
435-7033 
•9c 
1959 Vt ton International idckup with 
cab high camp er, excellent condi­ 
tion. 489-4745. 
11 
1966 Ozark Hylander p ickup camp er, 
self 
contained, 
other 
extras, 
fur­ 
nace. 
See at 7121 Colby or call 
466-9163. 
-15 


Booti, Motori, Acetiforitt 27C 
All shap es & sizes 
NEW & USED BOATS 
Griffin’s House of Boats 
8200 West "O ” 
432-« )60 
YOUR CHRYSLER MARINB 
DEALER 
9c 
OPEN SUN. AFTERNOONS 
BOATS & MOTORS 
BIG DISCOUNTS 
SURPLUS CENTER 
1000 WEST "O ” 
8c 


F or sale: Registered Hamp shire bred 
sows b gilts for Feb., Mar. b Atu*. 
farrowing. Also 40 registered op en 
gilts ready to breed. Trip le vac­ 
cinated. Richard Steliing, Orchard, 
Neb. 
17 
Good 
p urebred 
shorthorn 
bul l . 
Priced 
to 
selL 
Ed Nelsc» . 
Mal­ 
colm. 
A 
Good 2nd cutting alfalfa. 55c a bale. 
Phone Filley 662-2901. 
10 
HEAVY DUTY LOADERS 
FOR IH. John Deere, AC, Ford 
Comp lete including hoses b coup lers 
BECKLER’S 
6900 Cornhusker 
434-6381 
13c 
HORSE OWNERS 
Make our 
store headquarters f o r 
your horse sup p lies. 
Feed 
Purina 
Horse 
Chow or 
Purina 
Omolene. 
Saddles, bridles, halters. lariats, etc. 
HILL HATCHERY. 6000 No. 56. 
434-7494. 
3c* 
NEW & USED SADDLES 
Horse 
Equip ment—Buy 
or 
Sell 
» 4 No. 14 NEBRASKA MOTORS CO17 
Owatonna No. 95 mixer mills, imme­ 
diate delivery, free demonstrations. 
Lothrop 
Hatchery, Crete. 
8M-3656. 
7 
Poland China 
boar. 
Call 
Clatonia. 
Neb., 989-4473. 
16 


Evinrude Skeeters 
Now on disp lay at 
JERRYCO MOTORS INC. 
(Form erly Randolp h Motora) . 
21st b N-432-5348 
Large Winter Discounts on Boats 
8c Motors 
25c 


Lowrey 
Holiday 
organ. 
condlUon. 489-4011. 
excellent 
13 
PIANOS 
Used up right« . . . many makes ttS 
to $165. 3 small up rights—Wurlitzer, 
Cable, and Werner. Plano rentals . . . 
no time limit. 
7c 
Gourlay Bros. Piano Co. 
915 "O” Street 
432-1631 


FEB. CLEARANCE SALE 
-NEW FURNITURE— 
-A T DISCOUNT- 
Warehouse Sale Wed. 
Wed. Feb. 7, Thurs. Feb. 8 
Discount Warehouse 1630 0 
___ 
7c 
Frigidaire 
refrigerator, 
cross 
top 
freezer, reasonable, 1.152 So. 35. 13 


Pianos-Organs 
STTEINWAY 
HAMMOND 
BA'ERETr 
CABLE-NELSON 
Your choice of the finest instrument 
in every p rice range. 
FREE LESSONS-FREE MUSIC 
DIETZ; 
MUSIC HOUSE 
1208 "O” St., Lincoln. Neb. 
Ic* 


GOLD'S EXCHANGE 
16th & “0 ” Streets 
TVW FLOORS OF QUALITY BUD­ 
GET PRICED 
NEW 
FURNITURE. 
NEW b USED APPLIANCES. 
MONDAY AND THURSDAY 
UNTIL 9PM 
SHOP 9:30-5:30 
Tc 
Kenmore 
automatic washer, v e r y 
good condition. $33 
Free deliverv 
489-6437. 
-12 


Piano for sale. 488-6221. 
■13 
Sonor drum set. Excellent condition 
423-2401. 1924 Prosp ect.__________ 
12 
Spinet Pianos 
Factory Authorized Sale 
SAVE 
$200 


NEW MERCURY 
125 HP ENGINES 
New Evinrudes—GT 115 hp available 
See The ’68 Boats 
Sp ecial Discounts 
No Paym ents *U11 Summer 
Sp ecial Storage Package 
Guy Dean's 
Lakeshore Marina 
E ast End of Cap itol Beach Lake 
477-3906 
_ _ _ _ _ 
» c 
8 ft. Hydrop lane. 3 p oint ccmstruc- 
tion, fiberglass. Powered by 15 horse 
Mercury. 488-2523. 
$ 


Miscelloneoos for Solo 
ADMIRAL—ZENITH—RCA-SALE 
Color console TV $388. Portable $349. 
Portable B/W S78 used TV’s $» up . 
ACE TV 
24c 
» 00 "O” 
Op en til 7:30p m 
American 
Flyer 
train, 
2 
engines, 
23 cars. $75. Atlas sewing machine. 
$150. Floor lamp . $15. 434-2066. 16 


PRICED TO SELL 
1 p ermanent registered Palomino quar­ 
ter horse m are. 
Winner 
of 
many 
trop hies b ribbons. After 6p m, 489-4229. 
IS 
Prairie hay for sale. 782-3556 Bennet. 
Will deliver. 
11 
Purebred white Polled Shorthorn bull. 
18 mos. oW. 789-M29. 
-13 
Quality 
Yorkshire 
gilts 
to 
farrow 
soon. Perform ance tested. Malcolm 
796-2733. 
26 
Registered 
Yorkshire 
Boar. 
SPF 
accredited. 
IVi 
yr. 
Fall 
boars, 
op en gilts. 
Norman Bulling. Dav- 
ey 
785-2798. 
9 
SPF Hamp shire boars, ready for ser­ 
vice on sows or gilts. Priced to 
sell. 250 gallon Wilson bulk tank, 
good 
condition. 
938-3227. 
938-3222. 
Dou g l a s . _____________________ 
4* 
Registered Palomino m are. Great for 
kids. 4» -6274. 
* 
15 
Stainless steel DeLaval bulk tank. 
300 gal. Used 1 year, stiU under 
warranty. 
220 
electricity 
hookup . 
$1500. CaU 224-3737, Up land, Neb. 
10 
SWANSON IMPLEMENT 
“Your John Deere Dealer” 
4600 Cornhusker 
434-3527 
9c 
See TAYLOR & MARTIN 
for FARM AUCTIONS 
FREMONT, NEB. 
721-4500 
4c* 
TAKE ADVANTAGE of winter dis­ 
count p rices on Chief drying bins & 
grain bins. Save as much as 40% by 
ordering now. For more information 
contact 
Norman 
Hellbusch. 
Crete 
Construcnon 
b Engineering. Crete. 
Phone 826-3883. 
8 
USED LUMBER 
Like new. All sizes dimension lumber 
25 ft. W & A truss rafters. 466-9288. 
28 
Used Owatonna No. 85 mixer null 
(]aU Western 433-4400. 
^ 


ARE YOU TIRED 
of drab walls? Come in & get your 
DuPont Lucite 
p aint today, mixed esp ecially for you. 
lOO’s of colors to choose from. No 
odor, no drip , dries in 30 minutes. 
HOAGLAND’S 
2431 NO. 48 
466-2355 
10c 
At Statler’s—Order wild Wrd feed, 
sunflower seeds. Feeders. 466-4288. 


Automatic 
Water 
Softener, 
rebuilt, 
warranty. Choice of several. Hud­ 
son's. 488-5672. 
7* 


off list p rice on a brand new 
full 88 note Sp inet Piano. 
Sale lasts only while sup p ly 
lasts! 
McCabe 
Piano & Organ Co. 
Gateway Shop p ing Center 
Lincoln. Neb. 
7c 
The “BOSS” is away 
SALE 
Pianos 
Can’t list the p rice. 
Organs 
the boss might see It— 
Guitars 
but come on in and 
Amp s 
we will make you a 
real good deal. 
McCabe 
Piano & Organ Co. 
Gateway S Center 
Lincoln. Neb. 
7c 


CREDIT OFFICE 
Mature woman to a.xsi.st our credit 
manager. .Should have some exp er­ 
ience 
in 
a 
cre<Ut 
office. 
M us t 
know 
how 
to 
typ e, 
no 
.shorthand 
required, .‘(end detailed resume with 
.salary requirements in confidence to 
J ournal Star Itox .572^ _____________ 
16 
DINNFR (XK>K, ap p ly in p erson, to 
Mrs. 
CaU. no 
p hone calls 
p lease. 
Clayton House Restaurant. 10th 
b O. 
1 0 
EXI’FJtlENCKD BILI.ING CLERK 
Woman to op erate billing-p osting m a­ 
chine. Mon.-Fri. l-5p m. Other hours 
could p ossibly be arranged. In rep ly 
state age. References It exp erience. 
Journal-Star Box .568. 
-15 
EXECUTIVE 
SECRETARY 
Lincoln execuUve needs a neat, top 
flight secretary. This is a p rivate 
secretary’s 
p osition 
in 
the 
fullest 
sense of the word. Excellent salary 
b working conditions, sump tuous p ri­ 
vate office, many benefits. Do not 
ap p ly unless you have the necessary 
typ ing b shorthand skills. This is 
one of the best secretary’s Jobs in 
Lincoln. Call Mr. Cook for p ersonal 
Interview, 475-4204. 
13 


Bahy.siticr, my home, eves., 2 boys. 
432-7412. 
12 


an executive quickly. None selling In­ 
terviewing 
is 
major 
p art 
of 
Job. 
Ago 
21 28. 
high 
school 
graduate. 
Straight salary with Increases based 
on tx'rformances Advanccnjcnt op iwr 
tunity secuntv, emp lovee benefits. 13 
HOUSEHOLD 
FINANCE CORP. 
113 No. n 


i.-> 
Htlp Wonftd Mtn tr Wemtn 52 
» rie sn . wsrm . 
comfort 
<n« lsrlM| In tel 
' 
h a t h , bus. gentleman 
I 41.5 1869 
( arctakcr, middle ai - d coup le, small 
------- v q,-iv ' rnmiahed 


(615 h 
For graduate student or old 
er 
woman. 
I’leav; n i, 
quiet 
room 
p lus home p rivileges, buses. 412-4814, 
Grill <’« oks b Hack up Cooks Want 
ed 
Kxfterienre p referred hut noi 
neces.snrv. 
Will 
train. 
Ap p ly 
at 
Nickerson 
Farm s. 
Waverly, 
Neh 
786 300.5. 
.j/l6i2 O ‘ìleep lBg rriom. all fumished. 
■ ’ U.ith. 
p rivate 
entran» e. 
dose 
In. 
lAvailahle loday, $7 a week 
iStc 
¡l« t.5 H 
Twin hed>i. refrigerator, 
t . 
.. 
.. 
telep hone, p rivate entrant e, 
genth- 
Posltlon avallahle March 1. Sep d re- 
men 421 8770 
i i 2 oir:( 
fi* 
•utile « f training b exp ertem e, also 
. . . 
^ i 
refercnces b exriected sslarv to Joor 
^ 
Lxcep tionalty fiirnishcd. 
nal Star Box 547. 
« nxim 
for 
di .rrlm lnaline 
hu'.ine- -i. 


MEDICAL 
TECHNOLOGIST 


23 


Babysitter, 
my 
home, 
p art 
time. 
3 rnorninga^lO-L.mp rn. 489-41-I8. 
16 
Child care' 7;.10 .5 30 Mon. Frt 
Live 
in or out. Unwed mother welcome. 
27th 
b 
Hnidrege 
area. 
S a l a r y 
_oj)^^ 43.5-8^1. _ 
7 
DciH-ndahle 
haby.sHter. 
Frercraldy 
niy 
home 
or 
immediate 
vicinity. 
D ays. 434 42!*8. 
1.5 
Hilgert Nursing Home needs cook. 
2,348 « U C . 466-14.34 after 4. 
-10 
Housekcci» er~PrcferabIy retired busi 
nes.swoman. 
References 
required. 
432-1109 for details. 
________ 
1.1 
Motherless home, housckeep cr-sitter, 
21-40. Live in, dep endable. 475-1916. 
•24 


MANAGEMENT TRAINEE 
This 
Is 
your 
op p orfunlty 
to 
Join 
America’s fa.stcst growing retail shoe 
chain. 
W’e 
are oficning 
25 
stores 
within the next 12 mos. Our Lincoln 
store has lH*en selected as a training 
center. 
We 
are 
looking 
for 
neat, 
aggrcHslve young men of management 
ealiticp Interested In a future, exp e­ 
rience p referred h ut not required. 
Phone 432 20,19, for ap ixilntment. 
15 
Na tio na l Pa y -Less Sho es 
1126 No. 27 
MECHANIC 
We need exp erienced truck mechanics. 
Must have own hand tools. This Is 
a full time p osition. Ap p ly In p erson 
to Lee Evans. 
O’SHEA ROGERS 
14TH A M 
-9 


Need a babysitter for year old girl 
immediately. 
LixKoIn 
General 
vi­ 
cinity. My home or yours. Refer- 
ences. 
477-8fhr., 
-7 
Reliable babysitter, occasional eves., 
my 
home, 
vicinity 
22nd 
A 
B 
423-7894. 
9 
Woman 
for 
housework, babysitting. 
434-1160 eves, only . 
-12 
Wanted: I..ady to live in A be txim- 
p anion to older woman. Needed Im 
mediately. 477-2091. 
-lì 


Exp erienced 
secretary 
for 
l e g a l 
office. 
Shorthand 
required. 
C a l l 
475-1075. 
15 
FULL TIME OR PART TIME FOOD 
WAITRF.SvSES OR WAITERS. 488-0929. 
EAST HILLS SUPPER CLUB, 1700 
8 0^70. 
10 
Exp erienced cashier A assistant bos- 
tess. Noon shift A some eve. hours. 
Ap p ly m anager's office. Elks Lodge, 
15th b P. 
15 


Leaving town, all household furniture 
b ap p liances m ust be sold. Many 
excellent buys. 488-5576. 
9 
Matching washer A dr.ver. antique 
tilt-top table, misc. 488-6297. 
-16 


MUST CLOSE 
T H ISE AOOOUNTS 
1967 Singer Touch A Sew Au­ 
tomatic—1967 Pfaff op en arm 
automaUc — 1966 White dec- 
orator zig-zag model — 1967 
Necchl Leila Sup er automatic, 
A-1 condition—1967 New Home 
*lg-zag, like new. All above 
carry 
new guarantee, small 
weekly p ayments as low as 
$1.50 each. Will take trade in 
as p art p ayment. To see or 
for more information, c a l l 
563-8233 
Columbus. 
Neb. 
or 
write; Statewide Credit Dep t., 
Box 261. Columbus. Neb. 68601. 


Nearly new 30 in. Norge automatic 
electric range, $100. 488-7659. 
-9 


Exp erlencd recep tionist In p hysicians 
office. Journal-Star, Box 570. 
15 
GENERAL OFFICE 
Some exp erience 
necessary. 
Pleas­ 
ant work c o n d i t i o n , convenient 
hours. Journal-Star Box 562. 
12 
General 
office. 
Accurate 
typ ing, 
p osting machine, light bookkeep ing, 
northeast area. Call Mrs. Frances 
Rau, 
434-3129 
for 
p ersonal 
Inter­ 
view. 
12 


Htlp Wonftd— Womtn 
49 
(Cemmlsslou. Jobs, Bales, Kte.) 


AVON CALLING 
No 
exp erience 
necessary, 
mu.st be willing to l e a r n . 
Pleasant p rofitable work sell­ 
ing AVON COSMETICS, Com­ 
p lete training will be given. 
Call 432-1275 or write Jour­ 
nal-Star Box 561. 
7o 


EXCEPTIONAL WOMAN W ith p otoe 
A p ersonality who needs or wants 
a steady income. Beauty (tounselor 
has distributor A counselor op ening. 
High earnings, no canvastng. flexible 
hours. Call 466 9041 or 489-6151. 
15 
Fun. easy, p art time. 3 women 18- 
58. For ap p ointment only 423-3460 
or 435-3418. 
16 


HOLIDAY INN 
I'^AIDS 
Call for ap p ointment between Sam 
A 
3p m. 
C o n t a c t Mrs. Totman. 
housekeep er. ______________________ 
9 


LADIES 
You can average $8 commission for 
hours sales work. Plea.sant work­ 
ing conditions. Phone 435-38» . 
13 


House Mother for group of younger 
boys. 
Cedars 
Home tor Children. 
Good p ay. board, room included. Call 
Mrs. Kuklish, 488-4067. 
15 
IMMEDIATE OPENING for daytime 
waitresses. Ap p ly in p erson to Mr« . 
Catt. no p hone calls p lease, Ciayton 
House Restaurant. 10th A O. 
-10 
KEYPUNCH OPERATOR 
3 mos. exp erience required. C a l i 
Mrs. lAindquist or Mrs. Urbauer for 
ap p ointment 473-1193. 
16 
STATE OF NEBRASKA 


REPOSSEISSEID 
Kirby vacuum cleaner, comp lete with 
attachm ents. Balance due. 8 p ayments 
of $7.46. For more information write: 
Statewide Credit Manager, Box 261, 
(tolnmbus. Neb. 68601. 
A 


KITCHEN HELP 
5 day week, p aid holidays, group 
insurance. 
Milder Manor, 1750 So. 
20. 423-8521. 
16 


Htlp Wonftd— Form 
49A 
Married man for general farm work, 
year around job, modern house with 
utilities furnished. 797-2373. 
-15 


Htlp Wonftd Mtn 
(Ba la riei Jeta ) 
SO 


MAN 


Perm anent p osilion for gen­ 
eral inside work with Linroln’s 
largest wholesale meat firm. 
No exp erience required. We 
will train. 
STANDARD 
Market Co. 
15 35 0 


p rofessional rentleman. 477-2-t77. _-16 
1909 
F fJentleman, 
room 
with 
'>r 
without 
kitchen, 
everything 
fui 
nishcd, 4» .(i(;» .» 9, 
7* 
24.10 R Glean room, gwxl heat, ne» ' 


Part time work. Excellent earnings. 
World Book Enrytlop ertia. 466-1232. 
3* 
Wanted male or female licensed p r.tr , , 
^ 
tical 
nurse for institution 
hosp ital; 
_thowe 



. 
to render first aid A minister limited 2.'»33 Washinahtn Clean, comfnrtahle, 
medication. Excellent fringe bmefiti, I nrlvsto entrance. 
Relrigerator. $1.. 
lo r inlerview call collect, Z37 3181 or! Gentleman 
473 .',037 
7'< 
writn II J 
Wihrwein. Boy s Train_, 2Bfi2 so. 
1.3 Larve 
p je.tsant 
room. 
* Koarnp y» Nob 
151 p vp ryfhmtf 
furni*ih4» rt, 
stiiflPBt, 
. 
In 
Htlp Wonf« d Men or Women S2A < 
area 
Noely fumishe*! sleep ­ 
ing rtxtm. $28 p er month, 432-7297. 
6* 
Private room, nisle student. 466-7216 
for ap fxilntment, .14.30 Starr, 
19 


iCommisstnn, .Inbs. Bales. F.tc.) 
Lou Sommerhäuser 
REAI.TOR 
MULTIPLE LI.STÍ.NG .SERVICE 
477 .1113 
519 Anderson BIdg. 
489 1071 
Needs Immediately one salesiierson 
for s e l l i n g 
new and 
p re owned 
homes. 
Excellent ,ip ¡x,rtunitv 
9c 
sf:l l i,s g r e al f>-t at e in 
LINCOI.N .SINCE 19.14 
A'oii show, they buy 
We tell, you sell. 
.Nales for exp erienced, or a beginner. 
Sp ring, summer, fall 4 winter. 
ReiH'at sale.s, you bet'I 
Newest A best p roducts yet. 
Call 477 2490. 488 .170! or 477-9691. 
-13 


Roomi, Hootokotp ing 
63 


M AN WANTED 
50 to 6,"> years old to work In Retail 
Feed 
.Store, 
should 
be 
p hysically 
active, year round job. Paid vacation, 
good insurance p rogram. Ap p ly in 
p erson, 
10c 
Hill Hatchery 
6000 No. 56 


Emp loyment Agencle$ 
S4 
A C T I O N 
•TJncoln’s Emp loyment Center’* 


THE TRUTH HURTS 
FACE THE FACTS 


SHAME ON YOU 
l>ONT WORK 
IT LSNT NKCF.S.SARY 
LIVE OFF OTHER.S 
HAVE NO PRIDE 
ACCF:1*T CHARITY 


WE H AVE -lOBS 
PLENTY OF THEM 
FOR MEN WOMEN 


SEE US NOW I 


1406 O .St. 477 9208 
Op en .Saturdays By Ap p ointment 
7c 


901 .So, 10 Well furnished, clean effU 
clency, utilities. Adults. $50. 432-4170. 
1* 


Shar« Living Qttorftrf 
64 
<?ap |tol srea Girls share lovely ap t. 
No smoking^ drinking 
437 4908 
12 
Girl over 21, single to share large 
2 bedroftm ap t. 4930 Cleveland after 
6’» p m . 
12 
Girl to share house with 3 girls 
477-4<).30 after 5p m. 
8 
Students or working grrls- .Nice ap t**. 
Downtown A close Bryan Hosp ital 
488 220.1. 4.32-M90. 
-2« 
2 quiet, reasonable girls, bii.s line, 
1420 No. 14 . 4.12.1994, before 4p m. 


1.1 


National comp any doing business In 
Lincoln for 17 years is looking for 
4 salsemen in fincoln area. If yo u 
are looking for: 
1. A Job with a future. 
2. One with above average earn­ 
ings. 
Call 488-3022 for confidential Intw- 
vlew. 
-9 
Need m an for lubrication rack 
A 
quick service work. Ap p ly in p erson 
to Lee Evans. 
O’SHEA ROGERS 
14TH A M 
-9 
SHEPPING R E C E m N G C L I ^ 
Ap p ly 
Personnel 
Office, 
RM. 
511. 
Adm. Bidg. 
14th A R St. 
7 
U N iv ]& srrY OF Ne b r as ka 
E qual Op p ortunity Emp loyer. 
T ire Service Man—Age 21-35. Good­ 
year Service Store, 1918 **0” . 432-6521. 


Ap p lication 
available 
to 
Nebraska 
residents to fill vacancy on Fre 
mont Police Dep artment. Age 21 
35, high school dip loma or equiva­ 
lent. 
Salary 
range $40.1-$.500. 
p lus 
fringe benefits. Write: Civil Service 
Commission, P.O. Box 229, Fremont, 
Neb, 68025. 
8 


UMVERSTTY STUDENT 
Over 21 years of age to work morn­ 
ing hours truck driving. Good wages, 
steady work. Ap p ly Gamble-Robinson 
Co.. 440 J. 
-15 


AT CLAYTON HOUSE RESTAURANT 
—Waiters, night hours. Ap p ly In p er­ 
son to Mrs. Catt, 10th A O. 
-10 


REPOSSESSED 
1966 White twin-needle automatic zig­ 
zag sewing machine. This machine 
makes buttonholes, sews on buttons, 
sews fancy embroider deigns, blind 
hems, etc. New guarantee. Balance 
due. 7 p ayments of $5.39. To see 
write: Statewide O ed it Manager, Box 
261, Columbus, Neb^ 68601. 
A 
Rep ossessed 
G.E. 
Deluxe 
console 
stereo. Comp lete with tap e deck A 
FM-AM 
radio. 
Terms, 
Goodyear 
Service Store. 1918 O. 432-6521. 
10 


MODELS BETTE BONN 
OUR 19TH YEAR IN LINCOLN 
Begin "^HE NEW YEAR" "A NEW 
YOU 
WITH 
MODEL 
'TRAINING." 
See (mr models in leading fashion 
stores, auditorium events A TV. Call 
you m ay ^ 
allf^ for assign- 
ments p aying $15- 
432-1229 
Neat 
good 
hairdressers, 
guarantee 
p lus p aid vacation. Ap p ly in p er­ 
so n Lucille Duerr Hair Styling Sa­ 
lon, 
147 
So. 
12. 
9 


Used Organs 
Yes, we sure do have 
some used organs 
Hammond. 
1 
Lowery, 
1 Wurlitzer 
1 Baldwin and 1 Thomas. 
All are 14 original p rice, all include 
lessons A w arranty. 
Sc 
McCabe 
Piano & Organ Co. 
Gateway 
Shop p ing 
Center 
Lincoln 
USED 
Baldwin Sp inet 
Hammond Organ 
Kimball Organ 
T 
Dahlstrom Kimball Music Center 
2790 South St. 
423-4394 
Vox amp lifier sup er beattle, excel 
lent. New $1100 seU $550. 423-6129. 10 


Save at Wanek's 
LARGE SELECTION OF 
Name Brand Furniture—Carp ets—Ap ­ 
p liances—Color TV—Stereo. 
22c 
Night til 9. Sunday ’til 6 
SEWING MACHINES 
15 used p ortables A consoles — all 
makes $19.95 to $69.95. 
See us for new machines and rep airs 
for all makes. Cabinets, chairs, and 
electric scissors. 
7c 
Gourlay Bros. Piano Co. 
915 "O” Street 
432-1636 


Nurse 
aid. 
exp erienced, 
3-11 shift. 
Providence Hosp ital. 4600 V a l l e y 
Road. 
9 
LEE’S RESTAURANT 
NEAR PIONEERS PARK 
$1.25 HOUR-EVES. 
WE WILL TRAIN YOU FOR PULL 
OR 
PART 
TIME 
POSITION 
IN 
KirCTHEN. 
SUNDAYS 
OFF, 
MUST 
HAVE 
TRANSPORTA'nON. 
CALL 
GERI KOCI, 435-4393. 
11 


Twin bed. bunk bed, chest of draw­ 
ers. Bedroom set. 432-4790. 
12 


Mature p erson for unusual, challeng­ 
ing 
secretarial 
p osition, 
northeast 
area. 
Fast 
accurate 
typ ing, 
sen­ 
tence structure, gram m ar, sp elling 
essential. 
Editing 
p rincip les 
back­ 
ground useful. Grow with p rogres­ 
sive p ublisher. Call Mrs. Frances 
Rau. 
434-3129 
for 
p ersonal 
inter­ 
view. 
12 
5 p iece dinette set. 488-4688. 
15 
12 ft. Norge uiN-lght freezer: Vk horse- 
p ower G.E. motor. 434-486» 5_______ 
W 
$85 
CHOICE 


Cameras — 4x5 Grap hic view. Sp eed 
Grap hic, Crown Grap hic, new 35mm 
electric eye cam era, enlarger, {H-int- 
er. trays, tanks, trim m er, safellght, 
timer, 
lenses, etc. You name it. 
435-5268. 
12 


Year old Kimball console A bench, 
ranch oak, $600. 488-5576. 
9 


6 real good refrigerators with freer 
ers across top —all guaranteed. G.E., 
Crosley, Admiral, Coldsp ot and Wiz­ 
ard. Several older boxes $25 to $125. 
See us for new Admirals. 
7c 
Gourlay Bros. Piano Co. 
915 "O” Street 
432-1636 


NEEDED AT ONCE 
Cosmetology 
Instructor 
for 
Beauty 
School at Girls’ Training School. Must 
bold 
Instructor’s 
License. 
Starting 
salary—$1.78 p er tawr, 40 hour week, 
fringe 
benefits. 
Contact Don Best, 
^p erintendent. Box 273. Geneva. Ne­ 
braska. or Phone 759-3164. Geneva. -8 


Radios, Ttlovisiens A Sorvieo 31 


CLEARANCE SALE 
Formica counter top s, end p ieces, as­ 
sorted sizes, damaged top s. Sink cut 
outs. 
Sun., 1-5. All day weekdays 
LINCOLN LAMINATING. INC. 
4340 So. 48 
13 
Comp lete 
selection 
of 
waRp ap er 
samp le 
books. 
Pittsburgh 
Paints. 
1624 So. 17. 423-8539. Free p arking. 
15 
COT PADS 
Fits most standard cots. Folds In 
thirds for storage. Reduced this week 
only. 
Lincoln Tent & Awnings 
1616 "O” 
Sc 


Come in and see this rep ossessed 
Curtis-Mathis € tolor TV. 23" screen, 
double sp eaker, p ecan finished con­ 
sole. Take over p ayments. HARDYS 
FURNITURE 1314 "O’* St. 
12c 


Deluxe 
high 
chair. 
Girls’ 
clothes, 
10-14, boys’ clothes to size 4. Dolls, 
doll clothes. Occasional chain. 1138 
So. 44. 489-2604. 
11 
Distilled water. 5 gallons, $1.» . Free 
delivery. Saylor’s, 434-3943. 
27 
Doors, windows, trim , will sell fix­ 
tures on Feb. 10. 9am. No tres- 
p assing. 3235 So. 14. 
.11 
Discontinued wall p ap er. Aa little as 
20c p er roll. Discontinued colon of 
p aint, gloss or flat. $1 p er quart. 
Group Buyers. 525 No. 48. ________ 
-16 


Wanted: 4 row front mounted culti 
vator, tor Massey-Harrls 44. Earl 
Scott. Beaver Crossing, 761-5244. 
11 
Wanted Minneap olis-Moline, 1200 corn 
sheller. PTO. Gerald Gana, Firth, 
995-5366. 
15 
Winter Sp ecial—Between now A Feb. 
15. Up to 50% off. take delivery 
anytime. Butler grain bins, drying 
floors, fans A heaters — all sizes 
such as 7Mi hp . single p hase fan with 
magnetic starter A 1,200.000 BTU 
heaters, regular p rice $742.50, now 
only $425. 
Grain 
levelers, 
auger 
equip ment A aeration system. We 
also 
have 
a 
large 
selection 
of 
Badger equip ment on hand at big 
savings such as forage boxes, blow­ 
ers, silo unloaders A self-p rop elled 
feeder bunks. Sp ecial p rice on build­ 
ing A 15% off on p recast slats for 
confinement 
building. 
C a l l 
7227. 
Schulz Agri-Contractors, Seward, Neb. 
12 


For 
sale—Fairbanks 
Morse 
d i a l 
scale. 300 lb. cap acity. On wheels. 
Inquire at 1917 O ______________ 
11 
For sale or trade, firep lace wood: 
Chinchilla 
cages: 
bikes; 
women's 
clothing, assorted; misc. 435-7916. -13 
Hanging unit heater. 125 BTU. After 
5p m. 434-2981.___________________ 
8 
Lunt sterling silver. Modern Classic. 
489-5685 after 5p m A weekends. 
11 


ANTENNAS INSTALLED 
FISCHER 
488-0358 
4* 
CaU 
Montgomery Wards 
for TV & Major 
Ap p liance Rep air 
Phone 434-5921-ext. 32 
25c 
Color TV 


Day A night service calls on color 
'TVs, black A white TVs. A stereos, 
Magnavox A other makes. Service 
calls $5.50. 432-6490. SulUvan’s TV 
Service. 
1* 
RENT A TV 
Black A white or color 
TELEVISION RENTAL CO. 
2000 "0 " 
Op en to 8p m 
4324467 
•12c 
Rep eat Sale on used TV’s, radios. 
In Havelock. 488-0326, 466-5296. 
-12 
SERVICE CALLS 
Day A night (until lam ). Also com­ 
p lete weekend service, or bring your 
■ b. Cotner, 
25 


Musg be sold, walnut secretary, good 
condition, 
nearly 
new 
adjustable 
convalescent 
walker. 
After 
7p ra, 
488-4145. 
15 


TV into HUNTER’S. 1300 No. 
466-7544. _______ 
_ _ _ 
TV SERVICE 
DAY A NITE SERVICE 
COLOR 
B A W 
Allied Electric Co. 
Our 39th year 
432-5551 
^ 
23 in. TV, radio combination. Danäh 
walnut styled. $150. 2915 No. 46. 
12 


Needed 1 p art time girl 
to help in 
p izza kitchen 2-3 nights p er week. 
Ap p ly in 
p erson Myron’s 
Tap A 
Pizza. 15th A P. 
-9 


Bonding Motorhil 
40 
Excellent used lumber. All sizes di­ 
mension lumber A sheathing. 25 ft. 
W A A truss rafters. All like new. 
Huskerville or 466-9288. 
28 
Save moneyl Used lumber. (Jrawford 
L um be r , 644 West R. 435-3338, 
435-7896. 
5* 


NEWSPAPER 
LIBRARY WORK 


Housewife or student interested in 
p art time work on a 1-3 day week 
including Sunday and available on 
call and full time during vacations 
and 
Illnesses. 
Filing 
work 
Ap p ly 
to Mrs. Sullivan, 2nd floor, Journal- 
Star Printing Co., 926 P . 
-13 
Visit our new Electrical Fixture De 
p artments. Values galore. Bath fix­ 
ture, $2.88; awning 
A casement win­ 
dow units, save 40%; p refinished wall 
p aneling, big selection at money sav­ 
ing p rices. 
9c 
JOHNSON 
CASHWAY 
1820 R 
4J2-2808 


P art time help , esp ecially on Sats. 
Suns. 
For more information call, 
434-6371. 
16 


Fool (NI, Firoorood, ofc. 
41 
Be p rep ared for wintery days ahead. 
Seasimed flrep lace wood. 488-lMl. -12 
FIREWOOD SPECIAL 
$10 a load. 477-2130. 
10 
FIREPLACE WOOD 
Best wood money can buy. 
SEASONED DRY HARDWOODS 
$8 
$12.50 
$15 
BUY THE BEST FOR LESS 
FREE DELIVERY 
435-6868 
16 
Seasoned 
firep lace 
wood 
for 
Hard A soft. Call 488-1018. 


Bosioott Offict Eqoipmeiit 
42 
Adding 
machines, 
typ ewriters 
f o 
rent, sale. 
Bloom’s. 
323 
No. 13 
432-5258. 
25 
Check w riter, letter op ener A Sp eed- 
0-Prlnt, stencU dup Ucator. 488-2367 
488-7534. 
12 


New 125.000 BTU Westinghouse gas 
f ur n a c e . $150. 432-5993, 477-7878. 
432-6223. 
10 


6 f t., 3 p oint hitch blade. $85. 
^ 
8 ft,. 3 p oint hitch heavy duty blade. 
$189.50. 
180 am p arc welder. $99.95. 
Air comp ressor with 3.6 C.F.M. com­ 
p ressor p ump , $89.50. 
120,000 BTU p ortable heater w i t h 
therm ostat control, sale p rice $1» 
Regular. $159.95. 
10c 
SPILKER FARM EQUIP. 
(ITCO) Your 
* Tractor 
Parts 
2940 (fomhusker Hwy. 
466-5361 
12 bred ewes. 782-3351. 
12 


25 large Holstein sp ringers. 25 op en 
heifers. 700 lbs. Credit. 488-8136. -12 
34 head crossed heifers around 600 
lbs, 761-2175. MUford. 
___________ 


500 square bales, nice bright wheat 
straw in barn. 483-8136. 
-16 


Old organ, 26 in. keyboard. $20. 36 
in. gas range, $10. Kenmore wringer 
typ e washer A tubs, $30. 488-7028. 
7 
RCA stereo, almost new. New p latl- 
uum wig. 477-4488. ask tor Ap t. E. 9 
RENT A TV B/W. color 
2000 “O” 
ACE TV 
43241000 34c 
Reup holstered 
occasional 
c h a i r , 
orange gold m atelasse. 466-6634. 13 
Robert’s 770-X tap e recw der. 
2 ’Kr^ 
ner-SOO stereo matched microidiones. 
stands 
A 
cw ds 
included. 
Bogen 
50 
w att 
PA 
am p . 
432-18» 
after 
6p m. 
11 


RCA E state electric range, good con­ 
dition. $50. 2129 C St., 432-7139,____13 


Something new at the C O L O N Y 
HOUSE at 1300 No. 66. 
Pan 
fried 
chicken breasts, lunches 
A dinners. 
$1.05 A $1.40. Drumsticks for the Wds, 
Shrimp lunches A dinners, 90c A $1.75. 
Lobster lunches A dinners $1.90, $2.75 
A $3.75. Pancakes, sandwiches 
A sal­ 
ads. Op en 7 days a week, closed 2 
to 5 daUy. for carry-out orders eall 
434-9844. 
» 


Homo Furnbhiiigt 
S 9 
Above average washers A d r y e r s . 
Guaranteed. 1936 D. 
Credit 
avail­ 
able. 477-6582. 
9 
ACTION AUCTION 
Will buy! Sale every Monday nijht. 
6036 Havelock. 466-1622. 
26c 
ALL CASH 
for your furniture, ap p liances, tools, 
guns. W A LrS 
FURNrrURE. 2 7 A 
Cornhusker. 466-3732. 488-7109. 
17 
All makes vacuum cleaners rep aired. 
HOPHaNS. 114 No. 14. 432-1135. 
3* 


Mochinory and Tools 
43 
Lincoln Welder, mounted on trailer 
with Hercules engine, $325. 477-3827 
-13 
Wanted: DC Case tractor, wide front- 
end. S t a t e p rice-condition. Paul 
Gerard. Weep ing Water, Neb. 
-7 


Wontfd To Boy 
ALWAYS CASH 
Wanted, furniture 
Stoves, refrigera 
tors, antiques, tools. 1 p iece or house 
ful. Cash p aid. 432-5822. 466-4554. 
11 
Good clean davenp ort 
— 
sectional 
p referred. Coffee, end tables. Soon 
423-6558. 
15 
ALWAYS CASH 
Wanted, fnm itnre. stoves, refrigern- 
tors, antiques, tools. 1 p iece or hmise- 
fuU. Cash p aid. 432-5M& 466-4554. 
12 
ANDY’S WASHER A DRYER SIER- 
V icæ. 423-4339. 
7* 
APPLIANCES—All 
makes 
used re­ 
frigerators. 
s t o v e s . 
Guaranteed. 
435-7819. Schroeder Home Ap p liances. 
1834 
G. 
24c 
AutonuUc washers, dryers. Guaran­ 
teed. 
Mag’s Waaher Service. 1130 
JudMin. 432-3791. 
-U 


Blue Lustre not only rids carp ets 
of soil but leaves p ile soft, lofty. 
Rent electric shamp oow $1. Law- 
tor’s, 32 A S 0 u t h: 62 
A Havelock. 
11c 


Silver certificates, I’s. 5’« , lO’s, any 
condition. 
28% 
over 
face. 
Silver 
dollars, $1.30. 466-6703. 
-9 
Wanted camp ing equip ment at rea 
sonable 
p rices. 
Tents, 
bags, 
etc 
435-6741 or 477-7980. 
13 


EniploymeQl 


Help Wanted Women 
(Salarlei lete) 
48 


At Traveler’s Cafe — Exp erienced 
Waitress. Cook, 6am-2p m. See Mr 
Wicoff. 
2-5p m. 
4040 
(tornhusker 
Highway. 
16 


303 Stuart Bldg. 


AVAILABLE 
Day or night op ening for diesel A gas 
engine mechanic. Good salary, group 
insurance, 
free 
p arking, 
p leasant 
working conditions. All rep lies confi­ 
dential. Journal-Star Box 553. 
-26 
ARC WELDERS 
Exp erience 
required. 
Immediate 
op enings available on night shift at 
above-average 
earnings. 
-'?• 
CUSHMAN MOTORS 
Division of Outboard Marine Corp . 
900 NORTH 21 
"An Equal Op p ortunity Emp loyer** 


Cost Analyst 
Work la the beautiful new Lincoln 
General Hosp ital. Interesting A chal­ 
lenging p osition involving direction A 
management of the cost accounting 
function, 
including 
p ayrolls 
using 
EDP equip ment A p rocedures, p rog­ 
ress 'With an exp anding medical cen­ 
ter, excellent p ay A benefits. Ap p ly 
Personnel Dep t., Lincoln Ctoneral Hos­ 
p ital, 475-1011 ext. 242 Mon.-Fri., 8- 
4; 30p m. 
12 


Barber Wanted — P art time. 435-3719. 
145 So. 10. 
15 


CAREER SEEKING YOU 
DIAL Finance Co. (One of the larg­ 
est consumer finance comp anies in 
the country) offers: 
* Perm anent salary p osition. 
* Intensive training p rogram 
* Rap id advancement to exec­ 
utive 
A 
branch 
manager 
ranks. 
* Comp lete 
emp loyee 
benefit 
p rogram. 
To the individual who has these qual 
lilcation.x. 
* High scho<d graduate 
w i t h 
good grades. 
* Eager to advance 
in 
the 
consumer credit field. 
* Some exp erience meeting the 
p ublic. 
* Strong desire to be of help 
to p eop le. 
* Executive A 
leadership p o­ 
tential. 
If 
you are the p erson 
described 
above ap p ly Immediately to R. J. 
Kolc. Dial Finance Co., 1701 "O". 
Your ap p lication will be held confi­ 
dential. 
-6* 


WE NEED MEN 
Op p ortunity to earn $120 p er week 
while learning our ap p liance business. 
Exp erienced men are earning $150- 
$350 p er week A p ercentage. Good 
character references required. Write 
4622 So. 24, Omaha. 
7 
WAREHOUSING 
Ship p ing and receiving clerk wanted 
immediately for wholesale distributor 
p lumbing and heating sup p lies. Su­ 
p ervisory exp erience essenttaL Ap p ly 
in p erson to R. Becker. 
CONSOLIDATED SUPPLY CX)MPANY 
303 No. 9th St. 
13 
WANTED— M AN 
To 
work 
on 
Poultry 
farm , 
year 
round job, p aid vacation, good in 
surance p rogram , ap p ly in p erson. 
HUl Hatchery 
6000 No. 56 
10c 
3 men 18-26, earn $3.02 p er hour, p art 
or full time. 489-6473 right away. 
10 
4 men, 18-25, p art or full tim e, to 
$3.05 
p er hour. 
CoDege 
students 
considered. 
Phone 
4-6p m. 
Wed. 
4^28 75. 
/ 


Bo o mer's 
SINCE 1919 
J ^ Problem? 
Consult Boomer’s 


Absolutely no charges unless emp loy­ 
ment is accep ted through informattou 
received from Boomer’s. 


How could you make a bettor Invest 
ment than in your career? 


NEW OPENINGS DAILY 
432-8559 
424 Oiarp Bldg. 
______________________ 
10c 
liielia ble 
No Registration Fees 
Samp le Listings 
EVBCOTIVE SECRETARY — Exp ert 
enced 
.........................................$400 
BOOKKEEPER — Will train, p osting 
m achine 
......................... 
$350 
ICTENO—Dlctap hone exp erience . $325 
SECRETARY—Ught shorthand 
$.100 
CLERK-TYPIST-PresOge office $300 
CLERICAL-Typ e 50 wp ra 
$280 
CASHIER TYPIST—Typ e 40 wp m $280 
RECEPTIONIST—Ught typ e .... $275 
FILE C L ER K -U ght typ e ............. $260 


COST ACCOUNTANT—Accounting m a­ 
jor 
$590 
ASST MANAGER—Public contact $585 
MANAGEMENT TRAINEE — Degree 
$550 
AC(X>UNTANT — College accounting 
$550 
UNDERWRITER — tosurance back­ 
ground 
.........................................» 00 
MANAGEMENT TRAINEE — Some 
college 
.......................................... $400 
DRAFTSMAN — Schooling, will train 
$380 
DEALER SER. REP.—Good p romo­ 
tional p ossibility ........................ 
$370 
PRICE CLERK — High school Grad, 
will train ...................................OPEN 
'Relia ble 


irtw ient*. » ■rRiflioO 
AS 
ioih b E — Ponce de Leon ap t« . 
4 rooms, clean, p rivate bath, off- 
street p arking. $70 . 43.1-8784. 
7* 
inth b G 2 room 
efficiency, 
1st, 
sh.ire hath, lady. 431-270.1 
6* 
11 b E Nice basement ap t. Close ;n. 
adults. 488-3858. 
14 
llth b I>-3 r o o m s , bath, large 
closets, 
carp eted, 
laundry 
utUltics 
adults 
$ 80. 477-2073. 4.12-1716. 
20 
12 & P—Cho ice Efficiency 
Air-conditioned. Available. $59. 
11 
EAGLE APARTMENTS. 228 No. 12. 
12th it Peach-^$55l UUIities. Bath. 2 
jrcwms. Hus, shop p ing. 477-148 3. __ 1^ 
15th Jt C —I..arge, nice. 4 rooms, flre- 
p lace, uUlltles p aid. 489 32.53. 
12 
16 b " 6”—2-3 room sp au'tments. $40- 
$65. 
Nicely 
furnished. 
1546 
"O .” 
432 2.120. 
28 


Holp Wootod Moo 
(Osmmlssloa. Jeta i, Oa lee, Eta .) 
BOYS 
Make Extra Money 
For Vacation or Camp 
Sell JOURNAL O STAR uewsp ap « « 
after schoo' and weekends on good 
downtown corners. Have p lenty of 
your own sp endiiw money. We train 
r 


i and give goofl sup ervision. Ap p ly 
p erson to MR. PA’TTON. 
Street Sales Dep t. 
JOURNAL-STAR 
PRINTING CO. 
92$ P S t 
U 
Egg Sales Op p ortunity 
Large '‘quality" egg p roducer needs 
established egg salesman with fol 
lowing in Omaha-Lincoln area. Must 
have 
ability 
to 
assume 
comp lete 
sales resp onsibility. Inquiry conliden 
tial. 
Send full resume to Journal- 
Star Box 560. 
8 
(HX)D MAN OVER 40 for short trip s 
surrounding Uncoln. Man we want is 
worth up to $16,500 in year, p lus regu­ 
lar cash bonus. Air mall N. H. Dick 
erson. Southwestern Petroleum Corp . 
Fort Worth. Texas. 76101. 
10 


PBX Op erator 
full t i m e PBX op erator needed. 
Op erating switch board & p roviding 
information. Hours varied, excellent 
p ay b benefits. Ap p ly p ersonnel. U n­ 
coln General Hosp ital, 475-1011 e xt 
242 weekdays 8-4:30p m. 
12 


Desk Clerk Wanted—Some accounting 
b sales exp erience help ful. This p o­ 
sition coUld be filled by an older 
m an who is alert & who has man­ 
agement p otential. Hours will vary 
through the 
week & there is some 
night work. 
Ap p ly in p erson to Mr. 
Eveland, Quality Courts Motel. 5300 
"O” . 
-15 


Part Time 
Keyp unch Op erator 
Work 16 hours (2 nights) p er week. 
llp m-7am, using EDP equip ment 
b 
latest p rocedures, excellent p ay. work 
ing conditions & benefits p lus extra 
for 
night 
hours. 
Ap p ly 
Personnel 
D e p t . , 
Lincoln 
General 
Hosp ital. 
475-1011 ext. 242 Mon.-Fri., 8-4:30p m. 
12 
RECEPTIONIST 
Pediatrician’s 
office needs p leasant 
enthusiastic office recep tionist. Some 
typ ing & light bookkeep ing. Hours 
8-5 excep t Wed. & Sat., 8-1. Must 
enjoy working with p eop le. Position 
available immediately. Call 432-1372 
to make ap p lication. 
__________ 
^-15 
RELIEF 
PBX OPERATOR 
AND RECEPTIONIST 
We are looking for a top notch relief 
telep hone op erator with a p leasant 
telep hone voice & a p leasing p er­ 
sonality. Exp erience not required if 
you have the qualifications. 
Y e a r 
around hours. 5:30-9p m on Thurs. 
b 
9-5:30 on Sats. Liberal discount on 
all 
your 
p urchases 
throughout 
the 
store. This is an immediate op ening. 
Ap p ly in p erson, MLss Irvan, 2nd 
floor. 
15 
HOVLAND-SWANSON 


STORE SALES PERSON 
Perm anent emp loyment full time or 
p art time, many benefits. Williams 
Cleaners. 2541 No. 48.___________ 
12 


SECRETARY 


Individual m ust be an accomp lished 
typ ist. Neat, accurate with dictating 
equip ment exp erience p referred. Mon­ 
day through Friday, 8:30 to 5:30 with 
fringe benefits including p aid holi­ 
days, vacation and insurance. Salary 
commensurate with exp erience and 
education. For confidential interview 
call Mr. Di Paolo at 432-1025, eve 
488-3356. 
-16 
R. L. WHITE CO. 
824 0 ST. 


DEPENDABLE 
MAN 


age 30-45 for interesting p er­ 
manent p osition in City Circu­ 
lation Dep t. Must be able to 
typ e and enjoy working with 
boys. 


Good starting rate b advance­ 
ment. 


CALL MARK SEACREST FOR 
INTERVIEW APPOINTMENT. 
PHONE 477-8902. EXT. 
240. 
JOURNAL-STAR 
PRINTING CO. 
926 P S t 


FURNITURE 
SALESMAN 
Incentive 
earning 
arrangem ent 
b 
quality merchandise afford excell 
op p ortunity for exp erienced salesman. 
S t o r e 
discount, 
group 
insurance. 
Ap p ly 5th floor. Personnel. 
13c 
GOLD & CO. 
If you’re young, under 45, energetic 
and like money I ’m looking for you 
With or without Real Elstate license 
Call Stan Portsche for a confidental 
inten’iew 488-11» or 488-0988. We are 
members of Multip le Listing Service, 
Lincoln Board of Realtors, Nebras­ 
ka Real Estate Association, National 
Association of Real E state Boards. 
Nationwide 
Find-A-Home 
and were 
handling new and used homes. 
The Portsche Co. 
Selling Real Estate in Lincoln since 
1951. 
9c 


16th b A—Ground floor. Sun p arlor, 
living room, bedroom, kitchen, bath. 
$85. Near stores. 3 room ap t., $7.1. 
423-4714, 423-6486. ____________ 
^ 
17th b J —4 room, graduate student, 
male, air conditioner, p lenty of clos­ 
et sp ace, off-street p arUng. 4.35-3972. 


17th b N-^-Clean. Well furnished. nUli- 
tles p aid. After 5p m, 435 .1510. 
17 
18th It D—Nicely furnished large effi­ 
ciency. air-conditioned. UUliUea. 18.13 
D. 
2« 
19th It D—10» So. 19—3 room clean 
ba.sement ap t. 
Priv ate heat, bath, 
entrance b etc. Caretaker p owibill- 
ÜCS. No children or p ets. 
Refer­ 
ences required. $59.50. All ntiUties 
p aid. 466-1974. 466-7167. 
» 
» th 
It 
F—1st 
floor, 
living room, 
bedroom, kitchen. 3 large closets, 
p rivate bath, entrance. $105. Utilities 
p aid excep t electricity. 468-5475. 
24 
20TH & WASHINGTON 
One 
bedroom ap t. 
Carp eted living 
room, 
kitchen, 
dinette 
It 
bath. 
423-2348. 
- » 


1900 “O’ 
477-6907 
Ic* 


F o tM o o f W oofod WoMOB 
SB 
Babysitting 
for 
p reschoolers, area 
S6th It 
L e i g h t o n . 
Exp erienced 
466-4511. 
12 
Elxp erienced 
babysitting, my borne. 
Bethany. Brownell School vicinity. 
Phone 434-K76. 
12 
Ironings, my home, free p ickup & 
delivery, reasonable, 434-4586. 
Ironings, by the p iece. 28 » Franklin, 
423-5268. 
-9 
Weekly babysitting, my home. Vi 
cinity 
13th 
It 
South. 
References. 
477-3021. 
13 
Will babysit in my home, daytime, 
northeast area. 466-2900. 
10 
WiU babysit for 2-3 children. 2 b un­ 
der p referred. $1.75 p er day. 1801 
Adams. 477-8328, Mon.-Fri. 
-16 


26th It S—Up p er 2 bedroom, living 
room, kitchen, bath, closets. Utilities 
excep t lights. $75. 466-2682. 
-8 
27 It N srea—-2 
Efficiencies share 
bath. » 5-$40, uUliUes p aid. Cali 
for 
descrip tion. N e a r bus. shop p ing. 
435-7284. 435-4306. 
24 
27th It N area—Bedroom, living room 
combination, kitchen, p rivate bath, 
near bus. shop iHng. $50 utilities in­ 
cluded. CaU for itescrip tion. 435-7284, 
435-4306. 
-If 
66th It Leighton — 2. 3 emp loyed 
adults or coup le. 2 bedroom, shower. 
utmUes excep t electricity. 
434-2305. 
6* 
127 So. 18—3 room. bath, p orch, $75. 
UUIities p aid. 432-97» . 
2S 
145 No. 22-2-3 rooms. Largs closets, 
redecorated. After S :30p m. 
25 
215 So. Cotner — Basement. W o o d 
p aneling, 
firep lace. 
Utilities 
p aid. 
Suitable 2-3. 489-4448. 
-12 
2 » No. 27th. 2 bedroom, 2nd floor 
utilities p aid. 
................................. $71 
6640 Havelock Ave., 2 bedroom. 
1st 
floor, 
utUitles p aid 
. 
81 
L. WenzI 466-5189 
J. Wenzl 434-3463 
ACTION REALTY 432-8821 
10c 
310 So. 
11—5 rooms, extra 
large. 
Nicely 
furnished. 
Carp ets, drap er­ 
ies. 
Heat furnished, $70. 477-5443, 
423-6025. 
19 
318 No. 27—Up p er dup lex. 3 rooms. 
$50. 
UtmUes 
p aid. 
489-6113 
after 
5p m.______________ 
15 
341 So. 20—Cottage size, 2 bedroom, 
close downtown, stores. $35. Saves 
$$|. 432-2772, 432-6938._____________^ 


Your 
family 
ironing 
weekly. 
My 
home. 1» 1 Washington. 477-4834. 
10 


P o sitio n s W o n tfd M on 
S d 
Over 10 years exp erience on lubrica­ 
tion 
rack 
work. 
Good 
reference. 
Journal-Star Box 567. 
12 


Financial 


B us in tss O p p o rtun itio s 
57 
Barber shop avaUable. north side of 
town. 466-2777. 
12 
Downtown 
beauty 
shop 
for 
sale. 
Journal-Star Box 569. 
-15 
Factory 
rep resentatives 
or 
small 
business men; have individual 
<A- 
fices a v a i l a bl e . Air-conditioned, 
p arking, street level. Telep hone an­ 
swering sendee available. 4723 P res­ 
cott, 489-4888. 489-6666. 
-12 
For 
rent 
— 
May 
1st. 
L i q uo r 
store, drive In at 1931 O St. lu­ 
ll 


1st. 
L 1 ' 
L931 O S 
quire F. B. WeUer. 1917 O. 


EXPERIENCED 
MEAT CUTTER 


Waitress. 5p m-12. Ap p ly in p erson. 
Patio Restaurant, 48th b Fremont. 
1 2 


PERMANENT job op ening with 
long established Lincoln firm. 


TO ARRANGE for p ersonal Inter­ 
view. 
p lease 
furnish 
following 
information: 


1—NAME of p resent emp loyer b 
how long there. 
2—NAME of one or two p revious 
emp loyers b how long with them. 
3—SALARY exp ected, if interested 
in making change. 
4—AGE. 
5—YOUR name, address b p hone 
number. 


YOU CAN write us in comp lete 
confidence with p ositive assurance 
that 
your 
p resent 
& 
p revious 
emp loyers will not be contacted 
until after your p ersonal interview 
with us. b then only with your 
p ermission. 
-16 
Write Journal-Star Box 571 


OPENING IN 
LINCOLN 
FOR GENERAL 
AGENT 
LIFE AND HEALTH 
INSURANCE 
COMPANY 
If you 
have 
a 
minimum 
of two 
years 
of 
successful 
p ersonal sales 
exp erience in Life and-or Health in­ 
surance, here is an op p ortunity for 
you. and the only investment is your 
time. 
We sup p ly a financing p rogram to 
help 
you 
build 
a 
strong agency; 
offer training 
s c h o o l , retirem ent 
p lan and other benefits for y o ur 
agents. You will rep resent a com­ 
p any with continuous service since 
1903. 
There is no limit to income . 
World’s general agents make above 
average high annual earnings . . , 
it’s up to you! 
For 
a 
confidential 
p ersonal 
inter 
view write to: 
Wm. 
R. 
B r o c k, 
Regional 
Sup ervisor, 
World 
Insur­ 
ance Comp any, P.O. Box 128 Down­ 
town Station. O m a h a , Nebraska. 
68101. 
11 


For sale or trade for sup p er club 
or bar restaurant. One of the nic­ 
est in downtown North Platte. Neb. 
Attractive Ic clean, seats 70, fully 
equip p ed. Owner wants to move to 
Lincoln because erf son in University. 
Write Gene Jam es c/o Rogers Cafe, 
221 
E ast 
6. 
North 
Platte. 
Neb. 
69101. 
12 


342 
So. 
37—1 
bedroom 
d up l e x , 
utility room, garage, bus. 477-5581. 


4 » So. 12—1132 K—1-3 room ap art- 
ments. Utilitie» . 432-4088. 432-8314 
27 
4 » So. 12—2 bedroom ap t. 1st floor, 
$80. utilities. 432-4088. 
4* 
505 A—a e a n 3 rooms, bath. Car­ 
p eted. $65 p lus electricity. 435-5» 8. 
3* 
505 So. 14—4 rooms, bath, op p osite 
Cap itol. Adults. 43%07» . 
12 
528 A—Redecorated 2 bedroom du­ 
p lex, p arking. $75. 477-2793. 
-4* 
624 So. 10-1-2 room ap t» ., $30-145, 
utilities furnished, washing. 477-5106. 
18 


635 So. 2$ — Attractive 
4Vt rocra 
deluxe ap t. Carp eted, p aneled, IH 
baths, 
beautiful 
furnishings. For 2 
or 3 
resp onsible 
adults 
only. 
20 


643 So. 11 — 1, 2, 3 roomp ap ts. $30- 
$55. utilities 
p aid. 432-6883. 
» 
700 SO. 17 
AVAILABLE 
NOW, 
2 
BEDROOM, 
COMPLETELY FURNISHED, HEAT, 
AIR CONDITIONING PAID. 
WOM- 
EN ONLY; WILL ACCOMMODATE 
4; IDEAL FOR WORKING GIRLS. 
432-9462, 488-1731 
1* 
805 So. 18—Minuet Ap ts., 5 rooms, 
living room, dining room, bedroom, 
kitchen & bath. Extra roll away bed 
in living room. Private front p orch 
b back entrance. Nicely furnished. 
$90. See caretaker at Ap t. 8. 
10 


For sale or lease — One drive-in 
fully equip p ed. Newly redecorated. 
Seats 24 inside, outside serving win­ 
dow Ic table. Write Box 65. Hamp ­ 
ton. Neb. 
8 
Grocery Store 
brick. Gage County, 
no comp etition. Net $9,000 p lus home. 
MUST SELL OR TRADE QUICKLY. 
See 
Motels 
by 
McGinnis, 
owners. 
488-2393. 4444 B. 
-14 
How far will your cap abilities b de­ 
sires carry you? We are local & of 
fering an op p ortunity of a life time 
with no limit to p eop le wanting a 
brighter future with retirem ent p lus. 
No stand still in this business. No 
obligations. Write Journal-Star Box 
565. 
-13 
Lawn service business, will sell rea­ 
sonable, p ower equip ment including 
hand tools, doing good business. See 
eves, at 59 » Normal Blvd. 
-13 
Restaurant doing excellent business, 
factory across street. W r i t e "M 
Highland, Kan. 
A 
Restaurant, 
doing 
good 
business, 
m ust sell, reasonable, 432-3677 be 
fore 5p m. or 423-7321 after 5p m. 27 
Service station In sm all town near 
Lincoln. Good p otential. Small in 
vestment. 432-4224, eves., weekends 
466-6456. 
-13 
Wanted, active p lumbing business to 
buy or manage with op tion to buy 
Journal-Star Box 564. 
12 


Part-tim e, full time jobs, good p ay. 
Vita Craft. 488-4414. 
6* 


SPECIAL 
REPRESENTATIVE 


High caliber man to rep resent na­ 
tional corp oration in Lincoln, Neb. 
Starting 
income 
to 
$650 
p er 
mo. 
Excellent 
management op p ortunities 
within 2-5 years. Intensive training 
p rogram. Group insurance b p ension 
p lan. Ages 23-43. College b sales ex 
p erience p referred. Call Paul Bron­ 
z y 435-2118 for ap p ointment. 
13 


Rooms With Board 


Exp erienced p lumber. Full time em' 
p loyment. Don Richters, S e w a r d , 
Phone 4141. 
10 


Rooms and Boaid 


61 
Private room, home style cooking, 
p arking, gentlemen. 432-5846. 3071 N. 
-6 * 
University 
Place—1st 
floor, 
large 
sleep ing 
room, 
p rivate 
entrance 
p arking. 466-6412. 
-13 


900 
Rose—Efficiency, 
p rivate 
bath, 
nice 
furnishings, 
available 
now. 
$47.50 
p lus 
electricity. 
488-7534, 
488-2367. 
4* 
9 » So. 10—Clean, comfortable. Utili­ 
ties excep t electricity. $40. 423-6256. 
423-4418. 
6* 
1020 B 
3 large rooms, p rivate bath, laundry 
fa c ilitie s. 
*10 
1026 So. 35—Basement ap t. Finished 
in knotty 
p ine. 
Garage. All utili­ 
ties p aid. $77.50. 489-3224. _________ 
3^ 
1034 So. 14—2 bedroom up p er dup lex. 
Nicely furnished. $100. 488-4887. 
-7* 
1035 SOUTH 17 
Sp acious 1 Bedroom, Large Living, 
Dinette. Kitchen and Bath—Heat fur­ 
nished—Extra storage in the Ba.se- 
meni. coin op erated Laundry FaciU- 
ties in Basement—.Available now—$83. 
—See Caretaker at building. 
9c 
FIRST REALTY of Lincoln 
432-0343 
1111 H—The Francine—3 rooms, p ri­ 
vate bath. $.10-$60. 435-56» . 
_______ 
24 
1119 
No. 
29—Warm 
bedroom, 
din­ 
ing. 
closets, 
utiUties, 
$60. 
Baby. 
488-5711. 
:!• 
1130 G — Attractively redecorated, 
main floor, 4 room, tile bath. Heat, 
water, 
garbage 
furnished. 
$67.50. 
432-1836. 
3* 
1344 D—3 rooms. Heat p aid. Wash­ 
ing facilities. $60. 432-6M6. 423-6501. 
la 
14 2 5 G 
New 
1 
bedroom 
ap t., 
beautifully 
decorated, 
all 
carp eted, many ex­ 
tras, adults. $130. 423-2423 (or ap ­ 
p ointment. 
3* 
1455 A—Bedroom. Laundry, utilities. 
Clean. 
Garage. 
$50-$75. 
A d ul t s . 
423-1819. 
4* 
1501 So. 11—One bedroom ap t., new 
furniture, 
central 
air, 
off-street 
p arking, laundry. $80 utilities p aid 
excep t electriei^. 423-3846. 
16 


Room$, SUepiog 
62 


Ï 


3 men for Inside sales work. 
Call 
489-6473. 
10 
li 


12th & E —Walking distance, clean, 
comfortable, 
p arking, 
gentleman. 
1035 So. 12, 
-16 


1538 No. 24—2 room u^|W , p anstod. 
$38. Utilities p aid. 435-I 
II 


1630 H—Senator bedroom ap t., suit­ 
able 
for 
3. 
avaUable 
now, 
sear 
Cap itol. 435-4171. 
4* 


2 » 
T h ! » 
I J i i r f i l w 
% i m r 
W ê dn e s doy , 
F e b r u or y 
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CALL TODAY 
W T U , SHOW A.NVTIM E 
.JUST L IS T E D -4442 
G R A N D V IE W - 
N ear 
new 
4 
b edroom 
*pHt 
foy er. 
Ijirge ra rp e te d llvitig 
A dining room a. 
e x tra nice k itch en w ith built-in range 
A 
dtapoaal, 1*« b a th a , finlah ed rec. 
room , c e ntra l air 
w ith all new furniture 
h ouae K bparately . 


1931 NO. 13—B e tte r th a n new . 3 b e d­ 
room . 
b ric k 
ra nc h , 
la rge 
ra rp e te d 


ItoiM« fwr S« l« 
Nom«« f« r 
• * 
F O R YOUH R K A L F.ST.ATR 
— 
BU Y IN G . 
S F L L IN G . 
7^ 
RO BABA ! GH B K \ L E S T y r ¿ 
160 


fa m la h e d 2 b edroom h om e for aale, 
ca rp e te d living room 
full b aa em ent, ga r a j^ . C all 4.32-73.31 
........ 
_ 
a fte r 
Spm 
on 
w eekday *. 
» By« » "« = lland.v 
m an ta k e over p. 3.VBifwila on 
w eekena« . 
__________i* 
good solid olde r h om e. n<cda .« nme 
p aint, 
h a s 
m inor 
re p a ir 
w ork 
A 
goo<l 
ap t 
up stairs, 
432 079 8.' 
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II 


I 
' 
" 
* 
. 
P 
. 
i . n . . , . 1 , - p . , . 0 . . . , . . . „ I . 
i. ... 
e ra lof. ¡» arkinc 
I tllittc* paid ( oii|« te ,';ni •w " . 
2 
b edna im a 
* 
"14 
» 
;.nd 
fl,« 3 . 
4 
f,m m « ^ ^t_b. ,,„ n 
2in 
.1 4(5 7820 
« * 
j r . • y » 
v h ,.fir.>,.m- 
ga ra ge $ 10 
I, 
- PI.,!, I. « love, niiliiips 
4?. .« « H 
Ila rc a in 
W a rm , new ly 4« « ?302. 4 « lb l« 7. 42.3-44.7 i, V A f l5c 
dp ,m a te d 4 tm .m « UUIilie» paid 
j , , . so 
48 
7 tiedrm .m *. clean. Sh op 
pinj,' 
a intla b lp 
4W 11!« 
-11 
;04 
fm 
i «1 
Sparlou* 
w.nd'W 
i.i.ia -’e 
2 
bedroom , i 
4** 3*5* 
19 I 
4*8 7911 


M ake Offer. 477 1107, 797 » 3 1 . 
12 
roitm « ., IF>15 lline loc k 
\ 
tm e 
brt< k 
4 pie« , 
A 
fra m e duplex. 
If in- 
431-1..2.5 
11 
ni F’M:.'. 
4 1*1 t r . 
F’l.KX 
6 l>I UX 


k itch en 
w ith built ins, ( a rp e t 
A 
dr,i(u'« 
« 2'..'*Ki. 
2210 
.So. C otner. 
4« H 3b:i3 
a fte r 
4pm _ 
_ 
1* 
BRICK 8 "PL EX~ 
on .vouth 
14fh .St. A 
m oney m a k e r. 
Will 
pay 
viiii 
tu'tter 
th an 
15'. 
on 
y our m oney . It 
is re a dy for y ou. IN- 
gi l H h ; . 
( A l.l, 4.32 23.34 
or 488 3773. 


a. 
r 
4' 


ilh 
b(i 
J 2* 
C 
4 
PBid 
M- 
? 
4 
, 
tii It 
■- 
'P P lit 
. P 


P'Kim« 
ipd Cf» 
A 
batv 
ir onb 


ni.1 F 
p r n u n oM . 
M i m i l 
i. 
ne w 
. H M « , 
Hl vr 
A 
AIR 
« irM H T IH N 
1N4. l ’ MI* I \K M T, 1>H iM vS Hl.sH 
' " 
W 
sfM H. 
'- . . r s i i 
l'H iM iK , 
MANY 
' (li IH R 
r 
T H I S 
nfilHie« 4 ; 
b 
4f'■ ! 
1. a lte r fp m 
l* 
1* 


4 
room 
a i d, » S , 
104$ 
No 
51. 
22, 
47751^,7 


Real Estate for Rent 


v e n 
o 
-5 
„1 t. a 
^ 
Lincoln*« 
flne« t 
32.U 
7 
2 bedroom , 
furnl« h ed. rental 
proiw rlic« 
P rice d 
from 
f!« ,-i 
OfiO lo ¿'..'i.Ofki, f'om p le le defalls in ou r ’ 
*.37 
H oldrei #■ I,a rge 
bri< k 
h ou« e, Office 
It • 
ga ia ti- 
Sh ow n 
by 
aptxiintm cnf : 
A RT JO H N M rN RKAI.TY 
4118 4.«3'.' 
13 42nd A O 
488 lOtiO 
,431* M .idison 
1 N 'droom , p a rtly fii' 
ni-.h cd 
. N e w 
a p p tia r.c r, 
V ,, 
• f 
415« 1*87 
2 


p . 1 
II 
r ■ 'f 
P ark 
If 


N 
Wa 
. 
" ' i p 
■ 
i‘ ic Hip pnl; ¡.n e A baih 
a u lii'’» , 
c . 
.‘4 ;, H 5 0 N S 
ll« *p nip rl » .'I 
m i'i.i« ie h .» nr 
fire 
p a c e 
p t ua f e 
p ut r a nc 
ncwi» 
dre 
e Ä<ed. 
good 
n*' , h boi l» a>d 
IHix V 
1 
h u- 
« 
At iti'i-e ' 11 If 
*1 
f t 
244* 5 Ine , 
b , 3ln>cm » . 
patictnr. 
laundrv, n- 
¡» el* 
43.'' IW 
» 
Î 44f 
R 
’ icedrixim 
p ip a le b alh , prl 
' afe m il .i*» e 
in juiip Apt 7 
7 
2. 
R 
Nr.v: « am(Hi« 
A 
b u « 
ni ' Mi l v 
furnivh pi' 
v.n 
4‘i*i<,iw 
i4 


2'..'3 R 
» lean, 
b e itii» om 
a.d . 
bafh 
( ..n.Ms. ne t. ante nna , la undic , 
patk 
,n. 
4 
f >5» 
71 
J . 4' 
( '» nh u ik c r 
I 
b edrocic 
I 
t tiMtle« paid 
Inq uire at otfn r 
10 
» 7 . No 9 
T ra ile r h cu« e« A 
« raer« 


, , 
, 
. 
. H e i i i t f f or R on« 
2 l>e<ti(H'in 
atl ca riieled 
f ' . k i t . h en k 
, -'ra m i' 
I'ath , alw iiioth A We« t Uawp« 
b e nt buy on K fflciem v 
annex 
Single 
lady . 
Ex 
(» w; 
.e dp roia li d 
4 
» 4« 
10 (’ontia c t, 2 
liedtoom 
bric k , 477 2Ä.54 
ch a nge 
for 
ch ild cure 
.Small reni 


■4( 
It 
1|'1 
4 
1 ..(lutile M a n h 1 .' 
^ 
,, 
I 
Ih .It,'e m 
an « ondilinnecl. 
'•tm e , 
IWh A H urw iaid 
O ne bedroom Uplier I nive rsily 
i r ' r ur i atoT . 
l a u n d 
I V 
facilltir« , 1 duple* 
U t 1 I I t I * a. 
173, 
423 9444. 
a.!» :c 
■ 
. M ’.’ 
131 « '7 
25 


Incom e 
p ropeit.v, 
ne a r 
h u« , 
« tore*. 
.Nea.- th e “.fh o!;!'., unive rsity . 4« 6 0706. 


Eve X . weekend*. 4W> .,338 
I'la c e 
2 
b edroom , 
low 
e r iliiplex, re de e ora le d. $ *5, utililie« 
4*9 111». 
10 


d a n fo le y co . 


ritiSINKSS IS 
BOOMING AT 
HAROLD 
PROCTOR 


y e a rs 
sired 
Ha.« full 
h aM’m e nt. ga ra ge A 
60*135 lot. *19.500. 
CXJLIJDftE V IE W —8 y e a r old 2 bed 
: ' . 
■ « . u 
..„ .« c . 
h uiit in ra nge . tw R i ranch 
w ith c e ntra l a ir. 
Ciom 
!^: " L * 
‘. l e rm m P le ^ jy 
R nlah ed 
w a H c^ t 
b asem ent. 
14*24 ga ra ge , aaklng « 17,950. 
aJIJJE X JE 
V IEW 
A ttracU vp 
6 
room 
brick 
A 
fra m e 
sp lit 
level. 
K itch en - dining 
room 
com b ination, 
l l “i*ao. 
B uiltin 
T a p an 
ra nge 
A 
oven. « 18..500. 
.SDUTHF.A.ST 
* y e a r old 3 
bed 
room , rec. room A 
2nd b ath in base 


full b a s e m e nt w ith finish ed rec. rw irr 
A 4th b edroom A 
b ath . C entral 
a ir, 
J>4i 
sta ll 
ga ra ge . 
N ice 
(e nrtd 
h ack y a rd It patio. Th i« fwirn« Is bel* 
te r th a n new . See it today . 


« 12« 
H A R T I.F.Y —N e a r 
new 
3 
bed- 


“ Since 19 14’ 


room 
b ric k , 
full 
finish ed 
h aaem ent 
_ 
........................ 
...... 
I.a rge 
fenced 
lot, 
only 
I 
6M 
dow n nient. 
C entral 
a ir, 
la rge 
2 
s t a l l 
FH A . 
1 garage . « 16..VK). 
, 
, 
c ot N TRY 
C L U B -N e a t 
2 
b edroom 
4.500 G R A N D V IE W -N e ar new 3 b ed­ 
room . 
sp lit 
foy er. 
A ttach ed 
garage . 
b rick 
m ent. 
w ith 
3rd 
in 
C entral 
a ir. 
finish ed 
h a.se 
lovely 
y a r d, 
F inish ed 
re c . 
room , 
2 b a th s, 
FH A sm all dow n 
p ay m ent. 
FHA . 
*15.9.50. 
or VA 
1'**” 
^ b edim iin h i i c K. 
I finish ed 
ba.sem ent, 
h ath 
A h a l f . 
1241 
IR V fN G —N e a r new 2 bedroom G a ra ge , 
b ric k , .split foy er, la rge c a rp e te d Hv 


,425 
O 
Ai, .'cndtt'"np d 
i 
h Pdroom :2« « h *. 
a p t , rariielr'ri, diuis fip « 
« love, re | 
, 0« x-.*« 
ftlie r a lor 
m a n v 
e x t r a ', 
adults, 
« 'f n * 
4n» 57,.i* 
; |j ,^ 
j, 
*07.50 
4 23 2425 
lor 
apftoinfm cnl 
1* 
3 >10 A 1. 
N ew b ric k , 2 b edroom , sldel h usinc« « 2..500 aq. 
ff 
G round floor 
1.51.5 .‘so 
7? 
2nd flrwii 
clean 3 lied 
*'<••• duple*, full h axem enl 
f'en j Ife.nt furnish ed 477 » 443. 4236025 
19 
i.M.u 
ulilllle« 
473 *374. 
4<>(. 9390 
9 
*<’*• 
A callah le soon, 43.56310 
10; 
; 
c 
1 
bedroom 
4 ¡'lex 
.'nd flisir 
•''* 
’ 
tie droom s,>710 712 No. IT 
25x70 
477F5660 
'■ 
e 
le il ••■I hIoi 
45/ 1:1.4 


N ear new b rick 
6 plex 
C lose dow n 
tow n. Rh ow’x an excellent 
re turn, 
f all 
i', 
for Inform ation 
10« ' 
M N fO I.N s E f ’U R ITfF.S CO, 
« 09 F ed .Sec 
Bldfe. 
4.32 7591 
I 
l.S ON T H E •'G O * 


. 
T r ip le s plus cotta ge at re a r. In. om e 
® 
‘ 
tf» ow ing 
J2 
m o. 
f onvenicnt. 
re nta b le 
i U p f ^ 'oA T A rrirv x T A r 
a re a 
1.3.5 87% a fte r 
6 p m . 
12 
I N T P . , R N A T I O N A L 
A .a lla h le now . offlee ori ->* » -"n" ■» 
..... ................ .... ...^ -h ar ve .STER tra nsfe rre d D ILL. 
$ 2400 
H O IR M f or S olo 
or T r oot 
M w tll allow y ou 
to a ssum e an $ 18,400 
FHA 3>« '. 
m ortgage on th is .3 bed- 


line 
room w ith p ic ture w indow . 3rd 
8c b edroom , re c . room , 3* b alh A ga- 
I rage In low er level. O nly « 700 dow n 
I FHA 


916 
B lT L E R - .N ear new 3 bedroom 
linck 
ra nc h , full 
finish ed 
b a se m e nt 
w ith 
rec. 
room , 
3rd 
b edroom . 
"4 
b ath . 
2 stall ga ra ge . L a rge fenced 
y a rd. 


U o t 'a '’ B uiit'’ b v ^ 'th V 'ow nir ^l^» ck ,i|;‘^rT.'nddi!in*ed’ h o"riiï "s 
T ^ ï r OF 
b.ixem enl. c c nira l a ir. « a tp e ling. fire- ^ T - P i j y " , 1, 


dining ,n h a « .m e nt! 
ON HENRY 
I 'l e 


M tr JOH N SO N HI ALI Y 
I \ e s 
4*8 21M 
01 
4fFv« Hl , j„ 
4« 
48*09 7. 


_____ 
1 70 4 
D A K O T A 
| . 2nd 
a 
H a nnon r oL I K t . F 
V IEW 
H elm onl ateV ."w oolen‘« . 
4 7 6563 
1? 
2 h edroom , ra rp e te d, a ir condiU nne d,p bedi,Mim h ouse 
415.5.561. 
2.1 
h flih 
M « ,n,'d i.fli 
a p p b a nie x . ga iuge , 
a d u l t ' . 
$ 135. t,8lh A 
l,ogun 
llaielo« k 
2 
bedriK ini. 
' . i r r r r d 
$1. 
rfC L L i*-I I 
3? o .,8 or 4 37 5.>44 
22 
: b asernentless. new ly de m ra te d. avail 
9 1*11 
V , 
68 
4 
nsim H . 
b alh , 
new !,! « W** 
434 2790. 4.34 3496. 
2* 
h edioom ba-iem enl 
a p t , 
dnoi.ite d, all 
utllitie* 
paid 
e x ie r t 
170 
A 
( ounlry livlnc. c le a n, 3 te d 


ÎH7* N 
pie 
p 
4 
58=1 
V 
I 
4iit. OH« . 
10 . 
I'U« 
lini 
la undrx. 
w orking 
,'oiipie. In bt 
no 
ch ildren 
or 
pet« 
4V7 ' .81 
14 Tng, 
so 
24 
l.a ige 
I h edroom 
apt . 
S ’l* N 
3 
room » 
M arried 
e m p ie • Om «■. le f nf m a lor . 
l« t llo..r *73. Hus 
k ,'|« 
See Sunx 
477 3i>?2. 4c.i. 3397 
74 b'W 
4.3 6229 
1., 
*3» . 
W a sh in.t.m <ut e 
knotty 
¡rtue 
A 
2 b e d,.» im . 1st fb» .r duplex 


loom x 


b asem ent. 
H ath , 
utlHtie« 
•tudio 
4*a 1*7 i 
V 18O 
S h eiidan 
3 
ni> ely 
love e l, 
p ii'S le 
4** 14'9 


K eilecin ati'd 
4i2 65;i'i. 
4/ 


liirnixh ed 
' 
1 tilitie ' 
f'“ |il« 
1 > ,¿ 1 0 '» •- 


MMC l e i e l a nd 
1 tililie« 
M ix W atts.! 
4 ! '71*8. 46C,'K 195. m a nage, 
4.14 i« .. > 
* 
= 
» I 
281 
V» Hsh iiigtiin 
1,1 Ilk 
diii'lex. 
» 70. 
M nnh 
I 
Mi52 VA 
Spac'iuux 2 iM'drtiom uiq iei, 
» I..I 4,1:. 4 « 'I. 
4,7.3201. 
13 
! • 
l'Ut T 
Ixiw er 
dup lex, 
1 
bedinoni, 
• 1.3« 
le .gh ion 
Axe 
A xailah le V, „ « .« is 'e d 
living 
room , 
axallab le. 
I 
f,xliH 
a tlia itix e 
b axeinenl 
api 
New 


sp a c e , 
and 
full 
: ■’V “'!''!*- A, » T m 'r 
» "« loN A M .V 
niee 
office 
ap ace 
I,a l 
a i,. A vailable F e b 
15fh 
*12' „ ,,1 ,ta b le now at 
3910 South 
St « H er w ,th 
ea ting 


161. C 
' i ’.i? Ad.'ims 
3 liedriH im a, 
c a r p p t i n g . i . 9 
"» « "•'j'» ' 
UliHIm* innm . 
ni.c k itch en, c e nlia l a ir. full 
b a s e - ^ ^ n 'b 'r i a l set xice Inc ludcci 
21,:» . 
O A IIF fE fD 1(3 
la n-e 
m om s 
liediocxm unit 
You will real 
m e nt, 
ga ra ge 
A vailable 
F eb . 
21 
. "« ‘a lly C o 
_ 
. ‘’• " i r i ’ M ultiple m ne 
2 't b ath s 
line a p a rt 
H R A I'T IF l'L . 1 y ea r old, 3 b edroom 
like ih . 
A dult' 
$ .*» » ■<: 
I ' V M . 
-li'i 
/ ■ N k l 
r \ l 1 1 1 « 
furnish ed 
N ew 
ftirn.ace 
A s-;SI>LIT 
L E V E L 
in 
T rendw ood. 
Out- 
h n r H p c : f x / 
- 
f m l 
P I I lA A 
u“ "” ' 
‘’•’""•¡"‘« nrtio* UKW‘LV(E 
m fam ily room . 


1101, H IM , 
B eautiful 
k itch en 
w I t h ComplcHe from .S6)fT\V,ATER to CY- 
1 
bloek e,asf of G ooeh ’s Mil! ieating « p ace, lull 
dining room , e a r- 
c l os e fencing, 
S36..500 
ing, $ 36„50 
WAAL ’S 


12.35 < tintxer 
I'- 
liedroom . b asem ent 
ap l. I tilllie« , l’ rlv ate entranc e 
« ,'0 ; 
16 i 
i v i í 
H arltey 
N ear 
W eslevaii. 
ntielx 
furnish ed, la undty , utilities 
46c. c>c- 


A(>t 
2. I iM-driHim, 
sitixf. 
le liige ia tor. 
488 Mt« ! 
-2* 


h eat 
rií» ot 
iw ts 


Sh im n 
bv 
apixiintm , nt, 
4*9 .3895, 
lurnilure . 
p rivale 
e ntra m e 4i2 KtlH. davs 
488 2103. eves 
-!• 
H uillín« , loxely xard 
Hiis al .iztn s ia rt 
2 bedrcsm i h rtek « ide h y- 
Single ladx 
oi 
gentlem an 
Nn sute 
duplex 
46c.-(r'05 
-4* 
* 3735 O ic b a rd 
A viillable, ch eerful 
.Semi tiaxc'rneni. one liedroom . A dults 
: 414 1 r,T' 
12 
l . i n c o l n .R 
O n e 
S t op 


*1.* .50 
434 4818 


A P T 
S E E K I N G 


lb 
43? '*4 5 


435 6151 


SUiv e. 


13 


ItI,Ac KSTONK 
'60 So 
1 IxedrcKim. 111.5 
B R » A N . 12.15 K 
K fflciem x. $ % 65 
tO H N H U .S K F R . 1317 L 
E lftc ie nc v . $ ;W 65 
G irl only 
J I T IC T . 6!0 So 
17 
1 bcdnH im , $ 7ti 56 
M A N O R. .501 Sc 
13 
E K Iciency , F54 10 
I b edroom . *66 *).5 
R O O S E V E I T , 511 So 
1 b edroom . $ 100 4» 
R F C iE N T . 
162« i 
1» 
E flicieocv. *61 30 
1 b edroom $ » 5 30 


S h u r l l e f f ’s 
435 3241 
no » 
L 


A pt 
for 
re nt 
at 
reduce d 
re nt 
for 
m a na ge r c a re ta k e r. 1400 No. 33. ap t. 
1 C all or « e* a fte r 5pm . 466 3053, 
15 
^ 
BRICK 6 -PLEX 
C ai-peted 
1 
bedrcMim 
ap t 
w ith 
nic'e 


Nicely luinish e d one 
bedrcHim 
a p t. 
I'UU lie*. 
R eam inah le. 
432 7297 
k* 
C le an 1 b edroom b a se m e nt a p t., « 65. 
jilih U e s p aid 
4,35 2.9 « 
3* 
C'loae in 1 A 2 tieditiom aids . uUII 
tie s, nicely fuinish csJ. Inq uire ('lover- 
leaf M otel. 43.5 2191. 
-24 
('H l’X’K W ITH < (>n ( ; r f .sn inn 
Ah <ait 
ixKiina, 
k itch eneU ca. 
or 
apta 
4,7 44*8 
3 c’ 
F or a nice clean a p t , cxinxenteni lo 


466 0049 29 
re frlge ra lc , 
$ 7» 


3 4 4 5 N 
l owe r spill level 
L a rge living room , 
432 4.521 (lining stuitx', h edrcHim, large« closets, 
vei y 
nice 
k itch en, 
b re a k fa s t apace. 
I ulilily iiHim. G a ra ge . 
6« 
435 18.5.» 
ri.IN G E R M A N CO 432642« 
3 'ii2 
N orm al 
N ew er 
1 
h edroom du 
432 21061 p|,« x, 
H-j tiatba. S loxe, refrigc-iator, 
I ail 
cendltlontng, 
c ariw tlng. 
ga ra ge 
: 4H9 4943 
5" 


432 5656 
SOUTH STREET 


432 2149 HI T’l K \ 
7 H edroom . I.ivlng. K itch 
ien 
and 
H ath 
F ull 
U aaem rnt 
Avall- 
la b le Now 
« 125 
9c 
! H H S T R E ALTY of L incoln 
432 0343 
IM 
Jaccvh xen 
E ve« 
4*8 0.377 
*** 
IH.3.1 
C olfax 
1 
h edroom 
ne a r 
new 
b ric k , 
ground 
floor, 
4 plex. 
Sisit 
lesslv 
clean 
S tove, 
re frige ra tor, 
finish ed b aaem ent. $ 8.5. 434-1915 _ - 7 
4711 C 'alvert 
2 b edm om s. h e a t fur­ 
nish ed 
A v a i l a b l e 
M arch 
lo 


furnish ing« . 
Au cxmditicmed, 
h eal 
A 
------ 
w a te r 
fum iah ed 
Clo.se 
In 
» 87 » 0 '•029 C L E V E L A N D 
la r ge 1 bedroom 
48*9 .71 
7« !a p l 
« 110 l e r m onth plus eleotrtcltv 
, 
, , 
« 
, 
. 
u 1 
HALL 
H E A L 
E S T A 1K 
477 4442 
or 
ta p itc d a r e a 
- N icely luinish e d one 


.5128 W alk er A ve 
2 bedroom s, atove, 
refi ige ia tor, 
ulilitiea. 
» .0. 
466 1012. 
13 
3127 C leveland 
C le.in. 3 room a. b ath , 
« love, re frige ra tor, re de t'oia te d, new 
k itch en 
489.58^5 . 466 .5196. 
13 
6611 ('olia x 
O ne biH lniom , alove, re- 
frtge ra toi. an 
conditioner. No pets. 
,1 $ 75 
466 53(81. 
2« 


N ear 
new 
atone 
4 
\'atuT n " c a llT 'oc v e n’ i ofV iiw .'4M 
p f * 
\ h edroom 
e le rtrlc *lov*, re 
Iq ; frlR i'rator, 
p r h a t i 
b a sem ent. 
170, 


I'urnls h e d atudeni ap t. av a ilab le Im ! 
‘'.''V 
mcHliatetv 
« 45 
U lllilies, 445 No. 27 ) 
A» ' 
M H N I 11 H E K EN I ALS 
After 
r.pm 423 4441 
isi 
I i i t e n o r s 
D i v e r s i f i e d 
H« v elock 


dining, ga ra ge , « 70. 488-5711 
2* 
.31 
No 
70 
C e nlia lly 
a n cx.ndi 
lioned. 3 Is'drcKim, c a riie t. dra is 'iie s . 
riingc. 3 blocks from M eadow L ane 
(923 ' h i bool 
tl.i.i. 
Im m e dia te isisxexsion. 
ax' 4i'7l.'i'.R. 489 3542. 
-10 


N ew lv deixitided 2 D'drcKim !624 
s„ 
20 S m all 
2 
b e d r o o m s . 
I.ux A sh opping 488 
4,11 
I7i lixcelli nt oiiiiciitunitv lot C’olor e i'la m 


.8. 
A vailalil* Feb 
15 
1 bi d , **' 
t» ,., 
« 
a 
H ove, 
le lnge i.iloi, 
, a, ,« . 4. 834 IBIh S tree t ( out I 
Ikeluxa 2 lu'd 
utih llex, 
ga ra ge , 
la undiv .t « Mom 
duplex 
c a riicfe d 
I'Y 
b ath s, 
12 
E le c tric ra nge 
Rec 
room . C entral 
a ir, double ga ra ge . A dulta. 48b 3751 
13 
M ah oney 
3 
tiedrcHim s. 
c e ntra l 
a ir, finish ed h asem c'nt, fenc’ed y a rd 
I'e rfe c t 
ach cs.l 
liM'alKin. ga ra ge , 
no 
lieta » 165 V.« 5300, 
5* 


9 33 So. .30 6 rcMima. 3 liedroom « A 
h asem eni 
*« 0 
423 11089. 
11 
911 .So 
39 
2 liedroom . airconcllUcinc’d 
dup lex, 
stove, 
re frige ra tor. 
rec 
room , 
ga ra ge 
4*fl 1196 
6* 
1029 .So 
14 
2 b edroom s. « 80 
Sh own 
bv 
apfiolnlm ent. 
D ay s, 
4*9 3895: 
e v e i 
48* 2103, 
24 
1132 No. 
45 
2 
liedroom s, basem cm l 
<110 
A vailable M ar 
L 423-3146. 
-15 
141* 
D ak ota 
2 
b edroom *, 
.ceparate 
dining room , cle a n olde r h om e, ga 
ra ge 
« 77 50 
466 1974 , 466 7167. 
-1* 
1431 No. 59 
2 bedroom h om e, I.a rge k itch en w ith 
ra nge and re frige ra tor optional 
« 102 
Call after 5; 434-8669 


ZONED LIGIIT INDUSTRY;',r;*''i*ii.7|,r‘’'‘‘‘‘‘* 
IM M E D IA T E 
l ’O S<ESSIO N 
on 
th is ¡'.xi 
%(i 
a , 
:i apartments. 
Inrliiclesiare In C h icago, 
T h ey and 
th e ir 5 
LARGE TRUCK G.\RAGF])S<ime lumiture 
llh apt. imsxible 
InlB E A U T IF U L 
DAUGHTF:HS 
lived 
D P E N 
SPA N 40x60 nigge d 
ma s onr y ' 
r 
I 
7 th e 3000 sq uare 
building w ith 16* celling 
re s t room .|K 
Jny nt. 
4 23*3,0; 
C. 
M attison.T ec t of th is 
D a » lory stone 
h o m e 
“r 
dra m s. 
kV s s p a re h ea ting 7 i y a : ! f ^ j P ^ 
4« « 2*0« D o n n a |in 
W OODNSIURE 
F or 
« 32.0M .y our 
tern 
and 
a b unda nt 
Inte rior 
A 
e x - > ‘’1^1. 48« -» .8,0. 
13cl fam ily can too! A ssum e 5<*'5i 
I ■I— 
»—........ 
' M ove In today . 
ALSO NEW O FFICE 
IHohim For Solo 
M| 
2215 SOUTH 46TH 
BIcDG. 


loan. 
ferlor 


500 s siia re fe e t. B R IC K . A IR C O N D l 
t i <»nf :i >. 
72.5 .So. 
30 
V ery 
nice 
okb’i 
h ouse, 
ON fi II.\ni1 
S U R F . I C E D ' i*"'!:; 


I . O T S 
I 
■ < )I6 ( ’ A R I . O S D 
l t r 
w ith 106* P A V E D h "l ID'.b'n 
in f r oi^ ; 
beclrcHirn S tra uss h uill h om e, air- 
FH iST ’riM E 
01< r ERPiD conclitionecl. 4lh liedrcMim A rec, riwim 
dow nstairs. 
E x tra s . $ 19,.5<lO. 466-2711. 
13 


.0 S ta rr 
Ag C ollege 
2 bc» dMMim*. 


bin 
.So 
31 
I 
lieilK sim 
bungalow SI’RA W LIN G , SPA N K IN G N EW , 1900 
See 
to 
a p p re c ia te 
4V7 2019 
11 sq ua re foot ra nc h sty le BRICK h om e 
in b eautiful N orm al A cres. BRA ND T 
built. W E.STING H OU SE 
kitch en, 
1st 
noor utility sp ace. LU X U RIO U S ca r- 


On 
b eh all 
of 
th e 
h eirs 
of 
ABBOTT CONSTRUCTION 
CO. 
bv E X C L U S IV E agent 
HAROLD PROCTOR 
3306 " O ” 
O ffice 
477 7734 
or 
477-7735 


1611 .So. 
15- irp p e r A low er dup lex, 
good south locallcm , good condition, 
rented. 
F ull 
p ric e, 
« 8900. 
466-8743. 
-IT 
J2.36 NO. 2.Ï 
A good buy . 
C lean, p e rfe c t condition, new ly deco- 
ratixl in A not. 2 b edroom bungalow . 
E ve nings 489 9574 or 434 2226 
24c nice floors, big full b a se m e nt, la rge 
level lots, screene d h ack p orch , ga* 
h ea t, 
v ac ant. 
E a sie s t 
te rm s. 
16995. 


1510 NO. 70TH 
1 
liedrooni 
b ric k 
ne a r 
sch ool, 
b us. 
sliopiiing. 
A ttach ed 
ga ra ge , 
fa riie t- 
fd living room . B uilt In ra nge . « 155. 
CALL 432-.5r)85 
P ete rson 
C onst. 
(*o.; 
a fte r 
5. 
call 
( lay ton R ock, 4*6-9.553 or Ikin T ange- 
rnan. 488 9674. 
L e m D obbins 489-1478 
_ 
-20c 
1520 
E - L a rge 3 b edroom , 
nice 
In 
te rtoi . ga ra ge . « 13S. CIS 2111. 42:i 87IM. 


1646 
Sioux 
5 
room 
bungalow , ne a r 
b us. « h vipplng c e nte r. A vailable ea rly 
F eb . 
« 93. 435 8635. 
423 4587, 
26 
17.34 &I. 48 
D uplex. 5 room s, 2 bed 
room s, b a th , up ataii*. C a rp e t, cen- 
tr,al air-conilH loned. atove, re frige ra 
lor. 
b aa em ent. 
ga ra ge , 
a dults, no 
iiets. 
« I3U. 
A vailable 
M arch 
L 
4fl8 4963 atU T 3pm 
15 
2035 No. 57 
Im m a c ula te . 2 h edna im 
plu* 
3rd bedroom A 
le c . 
room in 
b a se m e nt, dratve*. a ir ixm dltloner. A 
eariH 'tlng Included, ga ra ge , close to 
srbiMil*. 
bus 
A 
« h opping, 
a va ilab le 
now. $ 1.50 18’r m o 
489-2793, 
28 
2121 
C 
Roomy 
3 
liedriKiin 
duplex, 
ga ra ge , 
fe nie d 
y ard. 
$ 90 


PRIM E LOCATION 
O ver 
1360 sq. 11. of 1st fh air office 
sp ace now a v a ila b le In I.intxiln's new 
esl 
h igh rise 
office 
and 
a p a rtm e nt 
building. Off s tre e t p ark ing ava ilab le 
F or 
furth e r 
inlorniation drop in or 
call lla rrington .Assoc., Inc. building 
m a na ge rs . 475 2678. 
13c 
CENTURY HOUxSE, 1201.1 


incident.il office sp ace w ith bedrm iin 
ap t , H'j b a th s, rec. room , ga ra ge . 
489-1943, ask for M r. II. 
4* 
O ffice 
A 
sh op « p a te , ga ra ge 
doors 
front A re a r. 4566 sq . ft., good Ity 
cation 
Wtll 
l e a s « 
all 
or 
p art. 
42.3 6:« ,5, 
16 


P re s tige office in new 3100 building. 
278 sq, ft. C arp e ted, dra tnrie s . .Sh are 
recep tion 
a re a 
w ith 
leading 
insur 
a nc e office 
$ 137.56 . 477 7164 
13 
16(81 « (|, 
ft. 
c e ntra lly 
located, olh t-r 
de sira b le fe a ture s . 488-4979, 432 6109 
4' 


12 
.Sh own_ an.vtim e. 489 4.563. ____ 
2130'S(). 35 
7 room fra m e h ouse, new ly p ainted, 
s e lla ta le rim ing room , sunrtH im , 3 bed- 
rutim s, double ga ra ge . On bus line, 
ne a r 
sch ools 
A 
H ath lw ne 
V illage. 
466-2243_.__________________________ 
12 
24.3» 
R 
H om e, 
incom e, 
niee 
a p ts 
P rice d to sell. O w ner. 432-8.372. 
15 


F u s t lliMii. living ro»’» '- 
1 12,3(J SOUtll 
k itch en, h ath . $ 45 
4f'6 0607 
HEDGE 
AGAINST 
INFL ATION 


12 
432-8851 


Real Estate for Sale 


Forms for Sal# 


3518 So. 
5 1 - 2 
b edroom 
bungalow , 
la rge ga ra ge . 2 lots. B uy like re nt. 
4886831 
M cG I.EI.LA N 
488-4189 
9 f 


3515 I, 
3 b edroom ( ’ap e Cod. 2 fire 
pl.ux’s, 
dining 
room , 
finish ed 
rec 
ns ini. a tta c h « ^ ga ra ge . 489-17.57. 
7' 
3611 
Low ell 
Im m a c ula te 
3 b edroom 
h rtek ra nc h . S tone fire p lace , ca riieted. 
1 88770 7_ Jack Ailes (’o. j3 fi9 ^"5 8_ ?c 
3!*05 .So, ,56- M odern 3 b edroom . $ .3950. 
E x tra lots a va ilab le. 488-5460. 
1* 
■ 
4120 D 
2 h edroom fra m e R eal ne a t A clean 
A ssum e la rge loan. 
3240 No. 45 — 2 b edroom , b a se m e nt, 
plus ga ra ge . 
2429 So. 37 — 3 b edroom s. No b ase- 


peting in living, fam ily room , kitch en 
and all 3 bedroom .s h a s neve r been 
step iied on! 
B asem ent Is F IN IS H E D 
A ttra ctiv e 2 c a r 
ga ra ge 
is 
lined. 
CE.NTRAL A ir. Gla.ss 
double 
doors 
open 
from 
1 
b edroom 
for de n) to 
re a r y a rd th a t h as M A T U R E tre es! 
J u s t one p ric e. $ .33,000. 
EASY LIVING 


^ IS 


B oone 
Co. 
fa rm , rolling 320 
a c re s, 
good 
m odern 
Im p rove m ents, 
e x tra 
nice fet'd lots, $ .')5.000. 
M arch 
¡sis 
session 
if 
aold 
sisin. 
H oeh m 
R eal 
E .state, 
A voca, 
,Neb. 
P h . 
275-339t>. 
19 
F A R M E R S N ATION A L CD, 
Profes.sional F a rm M anagem ent 
W es 
F u ir e r 
.3875 
S m ith 
488-5.506 
P h il l.yne« « 6.130 A y lesw orth 434-5711 
9c 
F a rm s 
a re 
alw-ays 
selling 
a t 
T h e 
P ortxch e 
C o,, 
let 
our 
fa rm 
exp ert 


m eni. L a rge room s. 
918 So. 10 — O lder h om e. *6,500, 
• c 


408 419,) ¡S ieve 
A'th ou,« c 
a p p ra ise 
and 
list 
4. y ours, 
9c 


» 
» 
w ..,V Q u ,- .x n,.u h o,„ .T ill h » d I 
T H E P O U T S C H E C O . 
e rn, sUiv* 
A refrige raU ir furnish ed, | 
488 0988 
4101 
"O' 
985 
pins utilities. 
4.35 2889. 
-9 1M em lH 'r of 
N ational 
In.st. of F a rm 
2821 
P 
3 bedroom b rick . F ire p la c e .j* 
B rok ers. 
-------- 
eariH ’tlng, 
den. b a se m e nt a|» t. T e r | 
I 
A M P ) 
rlfie lam ti.v h om e. 432 1788, 
____ 
9 | 
U .F N IN L .-' 
i2'» 27 No 
54 D uplex. 2 b edroom . ex U » n« l Is selling A w-e a re selling U. 
..„ndition. full I’H sem eiit. avail 
sold 
anoth e r 
la rm 
ne a r 
M a 
A vailable 
1« ! 
floor 
2 h edriMim, 
den,I 
\i.,ic h 1 
785 21% 
¡S icolm A w ould a p p re c ia te serv ing you 
dining 
l oom , 
e a rp e te d, 
ga ra ge .!-'-" " 
|1. N EW LISTIN G 
J u s t li.sted 160 
» dulls 
F oi details call 4*8 3719. 
9 l 
. 
25» ^ So. 12 
|aere.s b ordering M alcolm . N eb ., just 
5 room *. 
J liedroom *. « love, f^ ’rig 
- 1 
Lint-oin. H as kch h I im 
i ’li'aii 
low er dup lex. 4 rtHim s. b a lh .) 
4*5 1 )0 0 
on bu.x line 
432 1497. 
6* 
.......... 
C ollege View 
New 2 b edroom duplex. 
( ai i>eled S pacious. 488‘Si98 
_____29 
C lean, 


........................................ _ 
. I prov em ents A 
som e Inittom ground. 
3242 S 
5 riKim upi>er duplex. .Stove, 2. NOHTllVVE.'n' O F LIN CO LN 
T h is 
re frige ra tor M ar. 1. $ 70. 488 910.3. 2* j unim p roved 80 a c re s ju.st I' a m U es 
— — 
—¡off of Hwy. 79 ne a r R ay m ond. P ric e d 
.......................... 
514:> BENTON 
im 
« eii 
T h is la rge ( iJkS K IN 
at> artm ent 
U , (o a p p rec iate. F or a p is'intm e nt ca ll 3 
B edroom 
No 
b aaem ent 
C a rp ort- 
3 
NK.AR 
P.M .M A RA 
unim ­ 
an excellent inve stm ent 
4 1.3050 
28 
F enced JL ic k Yaixl 
A vailable Now 
¡proved q u a rte r, gianl p roducers 
In.x m e around SI.,.0(Hi 
F:xcel!ent ne t.' 
, 
m ' x -Iiviv V K vi s t 
« r v ^ c i 
'*11,5 
» c',4 
N F ,\R PANAM A A H OLLA ND - 
good dep reciation set up 
1 
( r,.N I 
.‘\ r 1 h . 
F IR S T REALTA’ of L incoln 
432 0 3 4 3 'J u s t listed a top 93 a c re s w ith som e 
In 
I’a th ol dow ntow n grow ih 
Sh ow n s<nilh e.Txt 
IV luve. 
new 
1 
bedroom . M 
J a c ob se n 
E ves 
488 03,’7 1 good 
im ¡>io\em ents. 
W ould 
sell 
on 
b v apivointm ent. C all T oday to see 
d. j i « t 
fi,» „ 
P riv a te 
e ntrani'e. 
C oloredjrj. ¡42 ErV in 
2 bedrm im dup lex, la rge 
a *'" " 
aualH .ed 
{fixtuiv^H. 
A\ AilfiLl# 
IVtsi. 
I. 
4HA'ib026. 
-9 


NEBRASKA 
Real E state Corp. 434-8281 
488 4106 
488-4181 
488 4801 
477 1674 
423.3867 
489 1086 
5300 
H eum ann 
D r. 
— 
3 
b edroom 
stone, a tta c h e d ga ra ge , finish ed b a s e ­ 
m e nt, cari>eted. A ssum e 4 *5 ',. O pen 
daily 
$ 16,7.50. 
7 


S p ring w ill b e deligh tful In th l« ch ain 
link fenced, secluded r e a r y a rd w ith 
a m ultitude of roses and sh rub s. E n­ 
tire ly e a rp e te d, 
air-conditioned, 1400 
sq. ft., 3 b edroom b ric k . $ 3.500 wxirth 
of new b a se m e nt Im p rove m ents. 
On 
th e b us line. C lose to F .astridge sch ool 
P<K)1, and G ate w ay Sh opping C enter. 
$ 29.000, 
HOUNDS TOOTH 
CLblAN. Its a m azing th a t th is y oung 
w ife w ith 3 little boy s can k eep th is 
3 liedroom , c a rp e te d. BRICT( H O M E 
and F IN IS H E D BA.SEM ENT so clean. 
Not fa r from P IE D M O N T . $ 17.250. 
DINING ROOM 
in a 2 b edroom BRKTK! O n South 
51st. A PP R A IS FT ) a t « 15.950. VT'o o ft 
for c a sh or conventional loan te rm s 
if y ou buy today . 
815 SANTA MONICA 
(J u s t north of S tarview T h e a te r) 
IM M KDLATE PO SSESSIO N on 
t h i s 
c a rp e te d, 2 b edroom b ric k w ith dish 
w a sh e r, air-conditioned, b a se m e nt and 
a tta c h e d ga ra ge . « 4.50 dow n. 
HARRY HOWARD 
B uilt th is 
2 bedroom 
BRICK 
South 
ol 
th e CO U N TRY C LU B . O ne b ed­ 
room 
can 
b e den or dining 
room . 
M C E W OODW ORK, D O U B IJ5 DOOR 
C LO SETS, B re a k fa st b a r. S ound 
as 
•liv e r dolla r used to be! 
$ 13,950. 
Q UEEN ANNE 
sty le . V/i s tory h om e w h ich h a s b een 
D U P L E X E D . 
L IV IN G , 
D IN IN G . 
K ITC H EN and 2 B E D R (K )M S on 1st 
FIXX>R, 3 room a p a rtm e nt up . IN - 
CO.ME $ 130. R E D U C E D to « 8000 cash 
by h eirs. A g. C ollege. 
HAROLD PROCTOR 
O ffice 477-77.14-477-7735 
P roc tor 488-9574. R enk e n 434-2226. 
M rs. 
M cK inney 477-323L ________ 
8c 


# ,20 
l.E IG H T O N 
iJ irge 3 
bedroom . 
I' j bath .x, full b a se m e nt. 2 stall ga ­ 
ra ge , tw o 30 ft. lots. 


916 B U T L E R - N e a r new la rge 3 b ed­ 
room s, 
full 
b a « m e nt 
w ith 
k itch en, 
rec room , 4th b edroom A 
H b ath . 
N ice 
fenced 
b ac k y a rd. 
O nly 
$ 4.50 
dow n FHA . 


1431 
H A R T I.E Y —B e tte r th a n new 3 
h edroom . c a rp e te d living room , p ic ­ 
ture w indow , b eautiful la rge k itch en, 
full b a.sem ent, w ith new p anelled rec. 
room . G a ra gt. O nly « 500 dow n FH A . 


1919 LE W IS A V E .-N e a r new 2 b e d­ 
room , 
c a rp e te d 
living 
r oom , 
full 
b a se m e nt w’lth finish ed re c . room A 
3rd 
bedroom . 
C entral 
a ir. 
atta c h e d 
ga ra ge 
A 
nice 
ch ain 
link ed fenced 
y a rd. O nly $ 350 dow n FH A . 


4039 NO. 12—N e a r new 2 b edroom , 
la rge c a rp e te d living room , full b a se 
m e nt w ith finish ed 3rd b edroom , rec- 
room 
A h alf h a th . U t atoll garage . 
E x tra nice fenced b ac k y a rd. O nly 
$ 400 dow n FH A . 


1135 G R O V E L A N D -N ea r new 3 bed 
room , e x tra nice, ne a r « ch ool, p a rk 
A bus. O nly « 350 dow n. 


900 " Y " S T .—E x tra la rge h om e w ith 
Incom e If w ante d. 2 b edroom A b a th 
on 1st floor, 2 b edroom ap t. up. full 
b a se m e nt w ith stool A .sh ower. C ould 
be an ap t, 2 stall ga ra ge . N ew patio. 
O nly « 11,000. 


1019 G RO V EX A N D —N ew 2 b edroom , 
c a rp e te d living room , built-in ra nge 
A disp osal, full b a s e m e nt w ith sh ow ­ 
e r 
A rough -in for b ath . 
N O TH IN G 
DOW N, y ou 
do th e p ainting, w ork 
agre e m e nt. 
3440 N O. 
11—N e a r new 3 b edroom 


4.525 "STO C K W ELL 
- 
Well 
k ep t 
5 
room 
b ungalow , 
b a se m e nt, new 
ga ­ 
ra ge A drive , only S8.OO0. 
145 F --T h ls 6 room h om e is in e x ­ 
cellent condition. .N ear new 
furnace, 
r oof 
A 
com b inations. 
B asem ent, 
corne r lot. S ee 
A m ak e offei. A sk­ 
ing *6 „50(1. 
9C 
B usiness Is good, w e need listings 
Felton Real E state 432-66.31 
189-1412 
434 6(i95 
488-70.>2 
423 6022 
423-8.551 
466-1627 
423-9409 
489-.5608 


5-300 AY I P S U ORTH 
OPEN 2 TO 5 


6 y e a r old 1 b edroom s, living room 
ca rp e te d, la rge k itch en, b uilt ins. dis­ 
posal. c e ntra l air. F inish ed b asem ent. 
F enced 
re a r 
y ard. 
O nly 
$ 15,950. 
T e rm s , FH \ . conventional, tra de . 
A A H R E A L T Y CO. 
O ffice 466-19.33 
M aurice 423-3471 7c 
5303 Stockwell, 477-3737 
•16 


6310 L eigh ton—166-71.59. 
12 


G eorge C h rist v 
( 
1). K im b all 
488 t'U. 
C om i’leti'lv renuKli'liHl 2 bw lrooin ilu 
C 
r~' 
1 ^ 1 A A D A I I 
' plex. 
neiir 
F^ist ea nip us 
New c a r 
. 
Vw.-. 
l \ l / V \ D / \ L L i iH 'tm g. U lllilies paid 
$ 12.5, 
k-e 9220. 
COMPANY 


1 4i'6 0276 
¡N e.ir 
5 g 
-16 


kitch i-n. stove, re frige ra tor, w a sh e r. 
■•rvv t-^T' 
txj LAND ” 
fenc'ed y a rd, cloae to 
i,inroln S ecuritie s Co.‘ 4,32 7.591 
$ 100 
A vailable. F eb . 1. 466 59 5,. 
26 


.5342 P re s c ott, 
2 bedroom s 
$ 45j 
102.5 K nox. 2 b edroom s 
$ 70 j 
406 So. 
2.5th . 
3 b e dnw m s 
» 75! 
CoUeg« ' 
llou't 
ns 'ins 
Ri*cenlly 
redeixii 
A ri'inge ia loi furnish ed 
Ml utilities Vpj 
\ v,m 
oih . 3 bednH im s 
$ 110 


. , 1 " 
. « . h . 
V . 
„ .,1 ,. 


iF orm e rlv 11 
A. Wolf C o.) 
609 F ed. See. BIdg 
Hill H eckm an 488 4608 
V irgil H eckm an 432 5837 
10c 
^ 22.52 S h eldon. 4 tiednxim s, 2 b ath s $ 80 
(\,u niv , 200 a c re s Im p roved 
'" i n 
2 bednH im s. e a rix nt $ <^5 
439 1359. 
L oup C ity . 502. 
12 
trum 


A R E Y O U BU Y IN G — SE L L IN G 
TR A D IN G 
T H E N C A LL US! 
29c 
H IN K L E Y R E A I.T Y 
466-1961 


BY O W N ER 
1060 ELDO N D R IV E 
O ffered th is w eek only . On« ow ner. 
3 b edroom s, 2>x b a th s, 1375 sq . ft. 
plus 
la rge 
finish ed 
w alk-out 
b aa e­ 
m e nt, c e nte r h all p la n, G .E . k itch en 
A dine tte full dep th of h ouse. Cen- 


bungalow . E x tr a nic« la rge k itch en. 
(!lo.se to sch ool, p a rk , bu*. O nly « 350 
dow n. 


4040 NO. 11—N e a r new 2 b edroom . 
L a rge lot on b us line. O nly « 350 dow n. 


3262 C E N T E R —NVar new 2 b edroom , 
full b a se m e nt, only ^ 5 0 dow n. 


811 JU D SO N —N e a r new 3 b edroom , 
ga ra ge . 
N eeds som e w ork . 
N oth ing 
dow n, w or t a gre e m e nt. 


5410 R A N D O L PH —2 b edroom , la rge 
lot, 66x240, full b a se m e nt. W ill con 
tra c t. 


3009 
W A LN U T 
C T .- L a r ge 
2 
b e d­ 
room , full 
b a se m e nt. 
G a ra ge . O nly 
$ 5,500, w ill c ontract. 


1117 
A 
S T .—D up lex, full 
b a se m e nt, 
needs .some w ork, m ak e offer. 


1326 NO. 25—L a rge 3 b edroom h om e, 
full lot. ga ra ge , b a sem ent. W ill con­ 
tra c t. $ 500 dow n. 


1010 M AN A TT—N e a r new 2 b edroom , 
utility room , fenced b ac k y a rd, close 
to 
bus. 
R ented 
for IBS 
m o. 
O nly 
« 7,500. 


1533 N O. 28—N ice clean 2 tftdroom , 
full b a se m e nt, nic e lot. O nly 
« 8,500. 
M ak e offer. W ill c ontra c t. 


2019 F ST.—C om fortab le 2 b edroom 
oak floors, full b a se m e nt. O nly 
« 6,500. 
W ill c ontra c t, m a k e offer. 


2935 NO. 12—L a rge 2 b edroom olde r 
h om e on nice 
c o r n e r lot, 90x123. 
O nly « 5400. 


3818 B A LD W IN —G ood b uy for h a ndy ­ 
m a n. 2 b edroom s, ufll b a sem ent. N ice 
lot. M ak e offer. 


2512 So. 
8—G ood clean 
2 b edroom , 
la rge 
k itch en, nice lot. 
2 s ta ll ga 


1. LOOK! A SSU M E 5H ';; 
LO.VN for 
r» 2.(KK) dow n. 
P re tty 
130(4 *61. 
It- 
B R K 'K 
4 
fra m e 
3 
b edroom 
in 
E a strlde c 
jus t $ 20.950. N ew ly c a r ­ 
p eted 
living room and 
dining 
room . 
2. CTTB: ni N G A IO W 
2 B iG lotii— 
JU S T «7.W)0 : 
2 b edroom s, (lining 
room . 
C E N T R A l, 
A IR , 
C losets, 
sh opping, sch ools, store s in H a v e ­ 
lock. 
3. P E R S H IN G 
.N orlh oast 
H igh 
Sch ool. 
.Sparkling 
w h ite 
3 
b ed­ 
room.s 
<h ig one.s) w ith 
.dining 
room . la rge kit< h en, full iini.sh ed 
h .'isem ent, 
ga ia ge . 
patio. 
Jl'fvT 
$ 16.7.50: 
1K)N H A R R IN G TO N . J R . 423-2036 


4. SO LID 
C O M FO R T 
a nd 
Jots 
of 
m om 
in 
th i.s 
clean 
.1 
b edroom 
olde r 
h ouse G ood c e ntra l 
loc a­ 
tion 
and 
nice 
a p p e a ra nc e , 
too, 
for valui’. S11..3.50. 
5. HAVE KF:Y, 
w i l l SHOW! 4 b ed­ 
room.* 
(or 
m ore ) 
w ill 
ac c om m o­ 
da te even th e la rge st of fa p inic s. 
Tw o b ath s, full b a se m e nt & giKid 
N orth ea.st a re a . $ 13,950. 
DICK H AR R IN G TO N 434-87^3 


6. S U P E R B H EM O D I^LfN G JO B h a* 
been done on th i.s C oloh iaif ne a r 
C otner and R andolp h , 3 iqdroom .s, 
1st floor fam ily room . $ 17.000. , 
7. C O M FO R TA B LE AND ROO.MY 1« 
th i.s 
older 
h om e 
a t 
29th 
A 
J , 
3 
bedroom s, 
doub le 
ga ia ge , 
full 
b a sem ent, $ 12,900. 
S H IR L E Y Win L E R 488-0034 


8. 4 B ED R (X )M 
F a m ily h om e In es- 
tabli.sh ed 
neigh borh ood 
n e a r 
sch ools A L ib ra ry 
Sm ith ea.st. 
9. IM M A C U LA TE 
B RICK 
RA N C H , 
fenced 
y a rd, 
finish ed 
b a s e m e nt, 
atta c h e d ga ra ge . 2100 .North ,56th . 
B FrrT Y McCT.ENDO.N 423-9541 


10. BR A N D N EW B R K ’K . N ek r 47th 
4 
Linden. 
Big 
k itch en, 
built-in« 
and .sliding door to P atio. T h re e 
bedroom s, 
exp ensively 
cai^peted 
th rough out. R ath off m a $ tor b ed­ 
room . 
D iub le 
a tta c h e d 
ga ra ge . 
$ 22.7.50. 
11. F O U R 
B ED RO O M 
PO SSIB IL - 
IT IE S . E xcellent 2 b edroom , w ith 
finish ed 
sta irw a y 
to 
unfinish ed 
2nd floor. E xp ensive c a rp e t in liv­ 
ing room w ith fire p lace and for­ 
m al dining room . N ew k itch en A 
b ath . $ 14,7.50. 
RO Y TA LB O TT 488-23*3 


12. O N E OW .NER 3 b edroom , 5 ’ y e a r 
y oung 
b rick 
h om e 
in 
H oppe 
H eigh ts. 
D ouble 
ga ra ge , 
c e ntra l 
a ir, linish ed 
b a sem ent. 
P a tio off 
kitch en w ith ga s grill. $ 22.7.50. 
13. BRICK 
BEAUTY’ 
ne a r 
soulh ea.st 
lak e, 
fe a turing 
3 
b ea utiful 
b« ‘d- 
room s, 
double 
ga ra ge . 
L A R G E 
k itch en, 
finish ed 
b a se m e nt. 
1360 
excellent 
sq ua re 
footage. 
$ 21.950. 
E.M ILY M A RTI 488 9270 


14. 4 B ED R O O M S — $ 31.900! 
N ew ly 
listed split-level in P a r k M anor. 
C arp e ted, 
dra p e d, 
sp acious 
fa m ­ 
ily room , BIG k itch en w ith built- 
ins. 
utility 
a re a 
on 
m ain 
floor, 
plus 
b a se m e nt, 
double 
a tta c h e d 
garage . 
JI.M JA M E S 488-4874 


15. SM A LL A A R D w ith 
th i.s « b ed­ 
room 
h om e 
in 
excellent 
condi­ 
tion. 
Ea.sy te rm s , ne a r S a ra toga 
sch ool. $ 6„500! 
16. R A N D O LPH L E F L E R 
D IS T R IC T , 
w ith 
2 
fire p lace s. 
3 
b edroom s, 
1500 
sq. 
ft. 
Lovely 
la ndsc a p ing, 
all th e e x tra s . $ 28,500! 
D ; K P U T N E Y 488-4219 


17. CH A RM IN G 2 B ED R O O M STO N E 
- ca rp e ted living and dining room 
—paneled fam ily room , full h a.se- 
m e nt, double ga ra ge , b ea utiful lot. 
C ollege View. 
18. B EST 
BUY 
IN 
T O W N -lh is 
du- 
plex is alw ay s occupied-^« T)acious 
and 
is 
m 
excellent 
condition. 
L a rge lot 
South . 
L U C IL L E W IL B ER 4fi6 1473' 


F R E S H from •'F IR S T " 
4 4 - 4 
J f 


. 
. 
S 
REALTY 


I. 2 'i STO R Y F R A M E in excellent 
condition -- C om bination Stornxs— 
4 Y ear Old F urna c e — New Roof 
—P e rfe c t for Living and incom e 
P re s e nt ow ner lives dow n- T e nants 
U p. $ 13,.500. 
1 P R IV A T E 
S T R E E T — No 
close 
neigh oh rs 
to 
t h i s 
custom built 
F our B edroom M ulti-Level H om e. 
Tw o 
F ire p la c e s —C all 
for 
p riv a te 
sh ow ing on 
th is 
E xecutive 
Sh ow 
H om e. $ .58.000. 
3. ON A Q U IE T . SH A D ED ST. - in 
p le a sa nt C olonial V illage location. 
B rick , 3 B edroom s, S ep a ra te D in­ 
ing room . 
L a rge 
E a ting 
A lcove. 
N ew H eating and Cooling sy stem . 
H andy to Sch ools, B us and Sh op­ 
ping. O w ner ask s for offer. P ric e 
now $ 22.750 
4. O W N ER M OVING AWAY—H ere is 
gre a t op p ortunity to Buy one of 
th e N ice st, b est built H om es 
in 
Tow n. N ear C ountry Club. Includes 
b eautiful 
Living 
room , 
F a m ily 
room . K itch en w ith 
all 
B uilt-in» , 
3 
Big B edroom s and 2 C eram ic 
B a th s. 
A lso 
2 
H alf 
B ath s. 
F in­ 
ish ed R ec. room and Sh op room . 
If y ou w a nt a fine H om e, ph one 
ab out th is. Now p riced a t $ 13.500. 
5. AT 7120 NO. H A M PTO N D R IV E 
th e re is th e m ost desira b le F ive 
B edroom Honne y ou h ave seen for 
som e w h ile. Y our firs t im p ression 
w h en 
y ou 
p a rk 
on 
th e 
c irc ula r 
driv e 
a nd 
w alk 
into 
th e 
T w o 
S tory e ntry w ay is one th a t la sts 
th rough out th e h ouse. $ 75.000. 
6. E A R L Y A M E R IC A N C 0 1 /)N IA L 4 
B edroom —C ountry C lub a r e a —im ­ 
m e dia te P ossession—N eeds de c ora ­ 
ting. » 35.500. 
7. SO U TH EA ST — 3 B edroom R anch 
In P a rk M anor w ith C entral Air 
—« 21.900. 
« . U N IV E R S IT Y P L A C E — 2 Story 
F ra m e 
D uplex 
or 
single 
fam ily 
h om e — A n E xc e lle nt B uy —« 7,950 
f . D R IV E BY 905 
SOU TH 
50 and 
th e n ca ll for de ta ils on th is ex 
ce lle nt—C e ntra lly 
A ir-C onditioned 
2 B edroom H om e—$ 18.750. 
19. E A S T H IG H A R E A —E v a ns b uilt 
— 1st F loor fam ily room —F ire p la c e 
—All b uilt-in 
K itch en — 3 
B ed­ 
room 
— 
2 
B ath . 
F ull 
F inish ed 
B a s e m e n t . 
All 
c a rp e te d and 
drap ed. A R ea l B eauty . 
II. « 300 TO TA L D ow n P a y m e nt FH A 
possib le on 3427 C ab le S tree t. Ask 
to see th is tw o B edroom B unga­ 
low T oday . 


B ? ^ w n? V ngiS 5 f L n® S olith i t a “ 13- O I'I’ E N G LISH BRICK IN -W O O D S 
O nly « 6,500. 
13. D U P L E X — W h ere e lse c a n $ 8.- 
950 
b ring 
in 
« 130 
p e r 
m onth 
gross incom e. W ell located 
ne a r 
33rd k " A " — D o not ca ll ten­ 
a nts. 
OFFICE-432-0343 
B ob H oe m e r 
...................................488-2515 
M organ B a tte n 
...............................489-2221 
C h uck S tu a rt ...................................423-21W3 
H al P ic k e tt ....................................... 423-4023 
C la re W est 
................................... 489-2923 
9c 
FIRST REALTY 
OF LINXOLN, INC. 


tra l a ir, c a rp e t 4 dra p e s , new A rm -tra ge . 
O nly 
$ 4,800. 
N ow 
rented 
for 
strong viny l floors, « 1.875 dow n, FH A . $ 70 c ontra c t. 
C om p are & sav e, 488-9143. 
13 
W A V ER LY —L a rge 3 b edroom ra nc h . 
B eth any 
— 
2 
b edroom , 
c a rp e te d, 
dra p e s , a ir ccuiditioner, ide al loca­ 
tion. $ 8500. 489-3162. 
28 
BUY NOW 
302» S ta rr—^Newly rem odeled, 3 bed- *1**" 
*on)cone. 
room h om e. R ep a inte d inside 
k out.' 
L a rge b righ t k itch en, form a l 
dining 
room , new roof. 
1 block to b us. 2 
block s 
to 
sch ool 
k 
e a st 
ca m p us. 
P ric e d righ t a t $10.000. 
« c 
W. W ilcox Co. 466-3283 
A ssociated L isting E x c h a nge 
___ 


1725 
sq . 
ft., 
firtp la c e , 
large 
b ase 
m e nt. 
la rge k itc h e n k 2nd k itch en 
a s utility room , 2 sta ll ga ra ge , la rge . 
2 b a th s, nee ds som e finish ing. A bar- 


ART J OHNSON REALTY 


D U P L E X 4037 C 


T h is 1» a dandy . E a c h side h a s Hv 
ing nm m . dine tte , k itch en, h edroom 
ic h ath . B eautifully finish ed b asem ent 
w ith 2nd b a th , double ga ra ge . 


SO U TH EA ST 


Idea! 
a rra nge m e nt 
for 
h om e 
w ith 
. 
sh op on Is 
Ish cd b a s e m e nt, fire p la c e . $ 16,950. 


« 5 SO. C O T N E R 


B y ow ner, a nice h om e ne a r 33rd 
k 
A w ith c e ntra l a ir, rem odeled k itch ­ 
e n, 
finish ed 
b a.sem ent 
w i t h 
rec. 
room , double 
ga ra ge w ith e le c tric 
door. 488-3896. 
A 
By 
O w ner—2 
b edroom 
custom 
re ­ 
m odeled fra m e . N ew kitch en k b ath 
C a r p e t e d , 
finish ed 
b a sem ent. 
434-6533. 
-13 
By ow ner. 5101 F re m ont. U nusual 4 
lifedroom, 2‘'j b a th , ga ra ge , c a rp e te d, 
dish w a sh e r, 
air-conditioned. 
$ 18.000 
or b est offer. 
466-9445. 
13 


N ea 


e h 
fiirnish eb Ri al , w .ne i. laun '1321 
D 
New 
furnish ed 
ef f i ci ency. ' 
f . l ' i Q- T 
Adults 
-U' 6(646 
11 $ 1'AI 
s'-luHd. 
.166 ,167. 
466 19,4 
I,a i 
,in» (,..,ii,.'ni ' 
VAdh edi ee 
2 l>edri>om. new c a r tdO i Isigan 
F or re nt or sale 
r t e , e a e d 
■ (x ted 
In s.. 
' IH’» ' 
^ 
4('4t 
‘ a h e r t 
1 
h edrooni 
baxenient 
uiM .iir* ai» t 
« UHl 
78t'32.50. Wav eily 
.(I't 
U lil\t(es paid $ 72 » 0 
, 
6* 


*< 
ALLAN W OODW ARD A GENCY 
B roken Bow , N eb. 
308 872-jO 15 


(.éto le lgh toii 
2 liednxim h ouse. $ .50 
; 488-4809 
e v e 
I« 


fic r*ag0f for Salt 
7« 


R E A P E R k B E T T E R THAN REN 
beautV sh op on 1st floor. Lovely fin- » 300 
dow n 
on 
new 
FH.A 
loan. 
N( 
rlosing costa. T otal m onth ly 
------ 
>f $ 98. N ice 2-bedroom a t 18! 
13. G a ra ge . V acant. 


S pacious 3 b edroom stone on b e a uti­ 
fully la ndsc ap ed e x tra 
la rge 
lot. 2 
b a th s, la rge k itch en, 1st floor la un­ 
dry . fire p la c e , c e ntral a ir, over-sized 
a tta c h e d double ga ra ge . 


1800 T rim b le - A bout 4 a c re s a t edge 
of citv 
NifH* 2 bedroom h om e. 
16c 
BO W EN B E A L I’» ' 48« 1867 
■ACRE.AGE 
S IT E S . C itv 
I'tilitie s 
a., or 2 b edroom . 


$ 500 DOWN 


4 ' A t'a is •‘Selling l.m coln" 
S h ai p Bidg 
4.(2 , ;)7.5 


N eai 
24th & 
M oldrece 
U lran 
t N-d 
\ ( 'W 
N ('V V 
N C W 
.un ' ‘lv> 
jsiV 'i'in-"*a» -« 48-3 
C tC 
B roken Bow on a good road. M odern 
loom . A vailable 
M arch 
1. 
435 6274 
'¡3 2 1 D 
New 
1 liedriMini 
Wal l to w a ll' 
" - 
im p rovem e nts, 5 w ells 
& will run ltd 
•K> c’a rtv i* 
c e ntra l 
al l . el.H-lric kitch en 
FU E M O N T -2 bedrnom s m a lle r 
T h is is a very fine ra nc h . Con 
N e a r 
C apitol 
1%0 
K 
ly dixsim s 
<I'2-5 « 127 % 
, m odern 
h om e 
» '» . 
f 
f 
t.iet 
13 
N- e l v 
furnish ed 
B eal, 
w .H er. laun '1321 
D 
New 
furnish ed 
e ffictcnc y .' ‘’¡‘'dn. 
f .l'Í Q - r 
, 
rirv 
Adults 
4(-6M i49 
1U $ l'Ai 
scluHd. 
-166,167. 
466 19,4 
-1 
;!3« W ith eiliee 
2 l>edri>om, new c a r iiui2 Inga n 
F or re nt or sale 
2 N 'd 
I'el, g.iiiic r « 130. 
itn’m 
t 
Vvn,4*', «.es tv» 
: 
( ¡lined 
h eat 
luinish ed. 
adults onlv 


.Ss' 
35 
1 
tiedroom duplex, Fin 
B U N T 
A 
T \ 
B W, 
vx'loi 
ish <’il b a s e m e nt . $ 80 
t"Of' 
>" 
.M E IA 
4'.; *000 :ui2 , 
N 
New 
2 b e drw in duplex 
Will 
, 
. 
-» v nr.,.-» '.,,. 
v n , 
, n.n.,» 
-c 
. 
2.5C ¡M* 
f inis h e d In a few dava 
« 1.35 *140. 7025 PI ATTE 
O lder 2 h edioom . Hv 
$ 12..50(1 
, p ay m ents only $ .8 iver m o. 
S m all 
» em t 
t.a se m cni, 
living 
us oii. Adull.s onlv 
nw . 
kitch en. 
uU lity 
lOom, 
« .’5 
PJAiSPFTClAI.S PA ID . W ith in 6 blocks of' 
s i , c n is 
k itch en. 
bi'dnH 'm 
A 
b ath 
N e a r 
\ E B R . \ S K A 
i'" " 
A A H R F A l T Y t ' O 
¡gra de sch ool 
site. 
488 2302. 
42J-4673.| 
4.U bO .¡a 
I 
, 
H 
p 
' 
M 
F s t a t e 
C o r n 
4 3 4 - 82 81 O tuce 
" 
W inaici 43» -4633'C .* 
- 
----------^O ci^ 
U 
2 b edroom h om e on a 
4 
=147.',_ 
Bob 
K oudch 
2'i 
c oi l ) . 
^ 
lH 'dn*..~ h o-u s e 'i 
NEW LlS'ri.XG 
¡Qu.el s tre e t, in 
excellent 
condition. 


i’, í ‘i í r & 
K.tv h e r ' " Utilities*' -MB 
x 
488 41% 
' 4211867 
4 r i 6 7U A g 
College 
D istric t 
F a m ily 
or 
4¡('h K )1) 
IN V R S T M E N T 
W 
« c r e » 
*500 dow n. 
V , 
4r ' . 7(% 
eVes 
■ 
1» 
nv i m ale 
s t u d e n t s 
$ 110. 
W rite 
e a st Idncoln. B ordered h v " t) " 
' ' 
Journal S tar 
Box 
556. 
_ 
_ ? iS trt'e t 
W alton B lacktiip road. T h is 
i A vailal'le M arch 15 2 bedroom h c use^ iis 
an 
evivU ent 
location 
L ee 
Silt 
A 
refriK eralor 


477-3771 
423-2053 
G lenn E . C ekal 
J oe E . F enton 
R. C. Walte rs Co. 
1600 " M " —D rive in p ark ing—475-2691 
•6c 


B E N N E T T -L arge 
4 
b edroom , 
new 
k itch en k b a th . AY b a se m e nt, w ith Mi 
b ath . L a rge 2 s ta ll ga ra ge . O n la rge 
lot. Low ta x e s . O nly « 11,500. 


C H E A P E R & B E T T E R TH A N R E N T 
$ 300 
dow n 
on 
new 
FH A 
loan. 
No 
, 
, J 
closing costs. T otal m onth ly p ay m ent 
A ttra ctive, conveniently loc ated new - 
59g_ Njpg 2-bedroom a t 1825 South 
la rge 
fenced 
y ai d, ¡43 
G a ra ge . 
V acant. 
G lenn E . C ekal 
............477-3771 
Joe E . E'enton 
................423-2053 
R. C. Walte rs Co. 
1600 ‘*M’’—D riv e in p a rk ing—475-2691 


Y A N K E E H IL L A R E A —L a rge S b e d­ 
room 
h om e, 
2 
good 
w ells, 
la rge 
L a rge fenced lot, only $ 68000. 


Y A N K E E H IL L r-G ood c le a n 4 room s 
& 
b a th 
p lus 
utility 
room , 
ga ra ge . 
L a rge fenced lot. only « 6800 


R A Y M O N D —O l ^ r h om e on nice lot. 
w a te r k s e w e r a v a ila b le , only $ 1600. 


V A L P A R A IS O -Just 
listed 
nice 
b edroom 
h om e, 
new b a s e m e nt, 
IVi 
b a th s, 
new furna c e 
k 
h ot 
w a te r 
h e a te r, new k itch en. O nly « 7500. C all 
B ill G ra dy 489-4002. 


G A R L A N D —G ood 
solid 
2 
bedroom 
w ith full b a se m e nt, la rge lot, ab out 
100x200. 
G a ra ge . 
O ne-h alf 
block 
to 
sch ool. 


B IL L 489-4002 
STA N 466-6987 
D E L M E R 435-5992 
A L IC E 4M-4002 
H A RO LD 488-2205 
C A R L 466-3679 
LEIE R O Y 435-6988 
OFFICE 477-2760 
BELMONT REAL ESTATE 
7c 


room 
NEW' 
NOT 


-6c 


S h are U irnish ’-d apt 
1st IIih’i 
UtHi- D S( 
.it 
l.'th 
1st IIvhu . 3 
pleasant 
ne s i ' a i d 
%20 1 c gh tnn 
466 0 7. 
9 
^ 
^ 
J O 


t nus ua l v 
( .iP>t.’l 
A vailable now 
4C'8'i29 
1 7^ 1 ,« ,' in I A 2 tvedriHim a p t*, utili-.L « “ ’" “ -'' 
'» V 
delux, 
i 
b e d.rom 
for 
couple 
C loverleaf 
M otel. 
415 2191 
-24 
O N C E I N A L I F K - T I M K 
Stove. 
le fnge ra toi 
and 
garage . 
» 115 
View 
2*37 
So. 
48 
R ent 
or 
34 
-,eres 
tor 
« 70,000 
Th e 
h igh est 
montbl.v 
j e n v 
01 
Con 4*8 2.163 
8e | , p 
1 j 
2 tiednH im s. 
full 
b a se m e nt; 
y ou’ll find in th e a re a , Bor- 
Noi th eusl 
' si 
flooi. 
3 room .ipt 
A 
wi t h 
ree. 
room . 
G a ra ge . 
*N I c e. ; ,|prt>ji py h igh w ay 2. P ine l ak e R oad 
! b ath , 
new ly 
deeoiaV ed, 
adulU , 
« l'à 
489 342;i. 
"2 
;,„(j ¡¡.¡¡p s tre e t, overkh vk.s P ine U ik e 
42nd 
ic O 
l.iiuH’ln’s 
sk.vline. 
Tbe 


Â \arm apt« , F a s t L incoln, nea r bus, 
*2 ' M5 434 0491 
-14 
WINTER RATES 


M U L T IP L E LISTIN G S E R V IC E 


D oroth y Ault 488-6958 
D ale (,'ony ers 489 6611 
J im Joh nson 4B8-2tl3 
A rt Joh nson 488-4448 
Ic* 


ART J OHNSON REALTY 


CLEAN 
T op Q uality , N eat a nd C lean 2 B ed­ 
room 
B ungalow , 
w ith 
possible 
3rd 
B edroom on Second F loor. F ull fin­ 
ish ed B a se m e nt—G arage--» 8,5 0 0 . C all 
C lare W est 489-2923 or 432-0343. 
9 c 
FIRST REALTY of Lincoln 


DON'T SKIP THIS ONE 
SOU TH EA ST — 3 B edroom . 9 y e a r old 
R anch B rick —S e p a ra te D iningroom — 
R anch B r ic k -S e p a r a te D ining room — 
AH E le c tric K itc h en, including la rge 
ea ting 
sp a c e 
and 
w alk-ln 
P a n t r y - 
1550 Sq. F t.- C e ntr a l A ir - 2 S tall G a­ 
ra ge —A re a l F a m ily H om e for Just 
« 25,500. C all C la re W est 489-2923 or 
432-0343. 
Be 
FIRST REALTY of Lincoln 


College "View 
y e a r old 
3 
b edroom b ric k . 
N ice 


KITCHENETTES 
A ll th e acxim niodaticn'^ of )xt ria» » 
.......... 
m ote; 
living, 
evervtb ing 
furnish ed ¡¡p \ i 
e x .e p t giO 'i'iie ' 
CONGRESS INN 
W e.'t ‘ I)" 
20' 


466 4('. 4 
-9 
r\:v/:\ IV Apts. 1625 F, 
O PE N 
M \B 
1 
1, 
2 
B FD IU K IM . 
\1 T B \ l T l \ U 
N U W 
Bt ll.D lN G 
\1B 
(O N D IT ID N IN G 
P M D 


U eiesco- M odem 
7 
room s, 
utility and 
l.iiUH’ln’s 
sky line. 
T b e 
“ >3‘‘ist 
X.-CH’ A T t? r T ) 
iivom. 
a va ilab le 
U'5 3841 
m otm ngs. sixit 
lor 
country 
living 
1 know 
ot. 
F S l A i F C U . 


DUPLEX FOR RENT 
1 
THE POUTSCHE CO. 
1346 SO 
.3‘2ND 
| 
44^), - .j v 
488-0988 
9 e 


dRfl-ioon k itch en, dining a r e a , sh ow er in b ath . 
— '( ’all a fte r 6. 488-0657. 
-16 


. V B Ph T 
DBVP VS 
D lM lW \‘4BU Ks 
iM-dioom. k iU h en A living — 2 
s(H Nl> 
P B ih ’I , 
M , \ \ \ 
(> 1 11 E K 
y]| 
v'ariH’ts , Knotty 
p ine . 
l . X l B V h 
» itinish i'it Ivasem ent. ga ra ge 
U 
SOU I'HEAST 
SH ARP 3 BED RO O M 


COUNTRY CLUB 
3 
BEDRCKIM 
stone 
k 
fra m e 
w-ith 
form al dining. E a ting a re a in built- 
in 
kitch en. 
G as 
fire p lace . 
L a r g e 
re c , 
room . 
P ric e d 
in 
$ 20s. 
M ake 
offer. 
466-0110 


1 liedroom . a, 
utilit.r 
w. 
4'rt' ;(Hi. 
4;.. i>4i' = 


2 
¡leoroon' 
apt 
nish ed 
$ U‘ 
^ ■ 


3 
r oom 
a p t, 
fuini> b e d 


t'Bid. 


ixnnp lcteh 
81.■ 
.14 .So 


HAROLD 
PROCTO,R 


33rd & “ 0 ” 
H as som e m ore new listings I 
BACHELOR 
or 
re tire d 
couple 
sized 
4 
older 
h om e 
in 
a n 
excellent 
N EIG H B O R H O O D 
S outh ea st. 
F A R F R O M th e F IS H IN G in H olm es 
L ak e. 
O n 
p a v ii« . 
L evel 
c orne r 
lot 
w ith 
som e 
nic e 
E v e rgre e ns . 
F e nc ­ 
ing Ic ga ra ge . « 7,000. 
EARLY 
AMERICAN 


story B R IC K a few b locks north 
of 
C ountry 
Q ub . 
D IN IN G , 
b re a k ­ 
fa s t 
and 
3 
b edroom s on 
1st floor. 
N ice 
STA IR W A Y 
to 
la rge 
A 'lT lC 
w h ich h a s sub-floor and 
p ossibiities 
for m ore b edroom s. 3 F IR E P L A C E S 
1 
in 
c a rp e te d 
living. 
1 
in 
b ase 
m e nt 
re c re a tion 
a nd 
1 
in 
fenced 
y a rd 
on 
patio. 
T h is 
a lre a dy 
E X - 
PA N D E D P L A N h a s room for FA R - 
R EN W A LL 
B a se m e nt 
ac com odates 
a 
b edroom , 
h obby 
room 
utilitie.s, 
^4 b a th a nd new er furna c e . A h om e 
to S E E and OW N! $ 22,000. 
SACRED HEART 
T w o story , E IG H T R O O M , 
c l e a n 
w h ite f r a m e 
w ith 
m e ta l 
s torm s, 
m ode m furna c e , ga ra ge , livel c orn­ 
e r lot and 
th e 
ab unda nt C A R P E T ­ 
IN G IS SO FT. T E R M S 
BY 
ow ner. 
« 8.500. 
11c 
H A R O LD PR O C T O R R E A L E S T A T E 
O ffice 477-7737 - 477-7734 - 477-7735 
P roc tor 
488-9574, 
R enk en 
434-2226 
M rs. M cK inney 477-3231 


PA R K 
A R EA . 
D e ligh tful.' 3 
b e d­ 
room . 2 b ath h om e w itfr form a l 
dining 
rfKim. 
W oodburning 
fire ­ 
p la ces, 
C.A ., 
in 
R andolp h , 
S t. 
T e re sa . 
E xclusive sh ow ings only . 
SZI.OOO. 
20. RA N D O LPH ST. T e re sa . N e a t bun- 
galow w ith wood b urning fire p la c e 
and 
BR A N D 
N EW 
K IT C H E N , 
O w ner is v e ry anxious a nd w ill 
look a t a lm ost any offer. $ 12,950. 
M A R G E STEN TZ 432-8327 
- 


21. R A T H B O N E 
V IL L A G E —S h eridan 
& S outh east sch ools a r e a ll-c los e 
to 
th is 
N F „\T & 
T R IM ,« w h ite 
b ric k & fra m e h om e in C olonial 
V illage. J u s t $ 18.500! 
• «■ 
22. JU S T 
$ 1,000 
dow n 
and 
$ 73 
p e r 
m onth sh ould ena b le .von to ow n 
th is 6 room bungalow in th e R a n­ 
dolph 
a re a . 
F ire p la c e , c a rp e tm g. 
new furnace . $ 7,950. 
23. PIED .M O N T C alling! 
H ere is a n 
e le ga nt 
FA M ILY 
h om e 
in 
L in­ 
coln’s 
top 
a re a . 
5 
b edroom s, 
2 
full b a th s, one 
^'i b a th , 
one 'n 
b ath ! Tw o fire p lace s, lu.sh c a rp e t­ 
ing. 
CUSTO.M -BUILT! 
M ust 
see 
to ap p rec iate! 
FR A N K H A R RIN G TO N 488-4878 
lOo 
HARRINGTON 


ASSOCIATES, IN C .- 
1201 J 
47 5^ 7 8 


H ouse 
b y 
ow ner. 
N ew er 
3 
b e d ­ 
room 
w ith 
a tta c h e d 
ga ra ge . 
C en­ 
tra l 
a ir, 
1-34 
b ath s. 
A ssum e 
VA 
loan. 
488-4739. 
. 
11 


C lassified D isp lay 


EXCEPTIONAL 
BUY 


See 1400 sq. ft. of w ell p la nned, ta s te ­ 
fully de c ora te d h om e in th is 4 b ed­ 
room b ric k . M a s te r b edroom w ith p ri­ 
va te 
b ath . 
B bautiful 
fully eq uip p ed 
k itch en, f inish ed b a se m e nt w ith 4th 
b edroom 
k *4 b a th . A ttach ed double 
ga ra ge . F e nc e d y a rd. S outh east. « 26.- 
500. 
6c* 
A R T JO H N SO N R E A L T Y 
42nd 
k 
" O ” 
D ale 
488^611 
488-3000 
D oroth y 488-6938 
J im 488-2113 


11 
I’iiV' 
4:U(<2, 
*"6 
3 ns m i ta sc ine iil- I 
utilitie s 
paid, 
bus. 


1« t 
UliKir, 
3 iTKvms. 
ga r a i 'c 
bus. $ HC. e l e c i r u itv 
432 4.7» 
$ .'5 
1st 
fb,ôr. 
3 
room * 
M odern 
488-3975 
......... 
W arm . 4020 S« . 49 
488 3319 
12 2 apU> 
tor le nt 
1 is 5 room apt , 
1 )s 7 room apt 
. 2 blocks south of 
A p or tiH B nts , U n f u r n is lie d 
6 6 
s ta te c a¡>uoi <>n u th « it 
4 ! 2 i 564 
-i* 
“ 
~ 
- 
& re fngl'ra toi 


U i"'tairx Bi'i , 4 nx ’m ic h ath , new ly 
„ 
„ .» i™. 
1 i-decoi aled. 
re frige ra tor 
4 
» love » b'dci n 
h edrvwrn b unga lw 
fu! ni.'h e d. 
suitab le 
for 
2. 
** 
m o 
Inq uue J . F , G arvey 
So. 
9 
- 
............... 
.................. 
south . 2 
i„.droom . 
grm ind. 
duplex, 
ca rp e t.) N ear 
14 
4 
H igh 
( lean 2 bedroom 
.ioh vH’ls. Gvx’d ch urch site 
" 
a ir. 
stove, 
re frige ra tor. 
489 5407. 
ba.xem ent. 435 6...4. 
NEAR NEW HOME 
FOR laEASE 
4910 Alles C ircle 
' » -200. D uplex zoned. 46th & F . 50 ft. 
3 B edroom s and linish ed tvedroom tn : S-5-000. 434-1029. 
___________ -9 


,, ..V .,.. 
. 
. 
. 
th e se te rm s , w h y re nt? 
, 
» love Mvulein 2 h edrvx'm b u nga lw 
R E N O RO A D ^ 
« 75 
p er, C'ist location 
A vailable M ar 
1 
$ 100 
,j 
^ sigh llv 
70 to 90 It. frontage, la r ge 3 b edroom ra nc h , ( e ntr a i h alt. 
C o. 32! 
r e tnge n 
‘ 
‘ 
\ T oim s it de s ue d. 
¡finish ed 
w alk out 
b asem ent. 
( ) ^ r 
17 _432-R'95. 4.3 821. 
Six lou at 70th 4 H untington. C lose tra nsfe rre d, quick iiossession. L E T S 


489 « 407. 
•7 


.MARION 
S .\R G E N T 
489-3.3.32 
WOULD YOU BELIEVE 
B R IC K . 
A LL 
M O D ER N 
3 
(or 
4) 
b edroom , full b a se m e nt, 50x128, m ul- 
I 
^ 
' lew jTR -V D E . 
itip le 
zoned 
lot, 
3 
blocks 
to 
P res- 
3 'M ultip le 
zoned 
and 
C om m ercially 
NEVV RA N CH 
| 
Sch ool ALL F O R « 7.500! V acant 
roned lots. Roy TallH’tt 488 2383. H a r-'s b edroom 
^ I t line b ric k 
l^ uW e .L „ V v e in a t once, 
rington. 475-aiT8 
lOc ga ra ge . 
I ') b a th s, c e ntra l h a ll. 
We p .... 
W illiam s 
.466-1441 
(•»o,« ,r... »,1, I. u«,ii. IB « ."“I 
¡BILL KIMBALL CO. 


■'th 4 ( 
1 4 2 t>edro<im ai'L» . A vail 
l>edtocm ,ti>t 
.xtovi 
^ab le 
4 ^ 9 9 3'. 488 6668 
S h ''3''’'^'“ V 
12th 
4 
I 
A iu a c tiv t 
duplex 
1st - 
' 
. 
------ 
------------------------------------------------------ 
fl's 'r 
U iilitie ' 
S tove, 
r c fnge ra ior 3 
room s 
h ea t, 
Ugh L» . 
re frige ra tor, 
a,j. 
rondilioning, 
rec re a tion 
i.ox S E l.F t^ IO N IN U N - 
b* 
stove, 
b alh . 
p riva te 
e n t r a n c e . 
low er level, 2 c a r ga ra ge . $ 22.i {-(n \ 
S'* 250 
to 
$ 7,000. 
S P E C IM S 


N iee dup lex m ode rately p riced. S ep -i, 
a r a te furna c e s. L ow er unit re a dy to,' 
SO. 
13 
R EA LT O R S 


1*. 
** 
n i r i p c k ’ vvalk'*ut b asem ent 
Living nx ’tu. dm E x t^ le nt 
lots 
on 
P rescott-C oop er-)go. U p p er need de rora ting 
xi’i r 
a - ' - r x r 
a ie a . vvall to vvall c a rtv t. m ode rn' Stockw el! 
S tre e ts 
betw een 
33rd 
&1 
SU N SET 
.-\CRFJ> 
■3)87. 423 4('73. ( 4 ( . 
i H , ? 
... „L 
j 
_____ , oq 
i» » - 
kitch en wi t h e lectric oven, drsixis.d. 
36th 
4884234. 


4 . 73‘)fc 
^ & A 
31 & So. 
466 96Q2 


bedixvom. 
12 per m onth , 
newly dec ora te d, 3440 
C’o i l t a c t B e n M i s l C 


13¡N ear new 3 b edroom ra nc h on la rge 
lot. L a rge country k itch en, full b ase 
m ent. 


2 3 b edroom s, sp acious 
r o o m s , 
ex 
§ ,3 ^^ 
Inq uire at V alentino’* P tzza. ,od o-î-e- 
c e lle nt c-ondition, q uiet, c a ip e te d, a ir 
son 
..onditioned. close to b us line, « 1 » 
, 
4,~ den“ c“a . ,;e'led~ Im ng 4 


P M D .’ .M X ARE.VS. 488-2302. 423-4673. 
,C 4 C, Inc 
30c 
P E R S H IN G R O B IN M ICKIJE 
N ice 3 b edroom fram e. Ib ning room , 
double 
ga ra ge , 
screene d 
p atio 
and 


« 14(1 
FARM & HOME CO. 
423-6439 
28 th 
4 


^ —” ' ----- 
i vlUiAWi” 
a» ai ciKv » 
oA. A %rsrt»\r\4 
4949 " O " Now 
IS th e 
tim e 
to 
y our 
ooe 
b asenient. S16,90ti. 
. ^ 
, ................ _ biH lrw rn h ouse. AU car- 
building site m 
COM M ERCI.AL 
U arp eled living 4 
^ 
paneled roc. 
r.xim 
m C e ntra l 
J 
^.v.stem and one of 
t h 
e ' " G " _ 3 5 0 0 sq. ft. T E R M S , 
d i n i n g 
loom 
B rick 
« tw rtm ent i 
c e ntia l a ir, ienceii v ard. ’« bsJ 
ikUh 
& 
G a rla nd—100x142. 
M .\K E 
Adults please 
489 5522. 489 1328 
-16. 
M aie h 15 or sooner, $ 16.5. 
Xbu w uld ask for. Buy now and 
4(6) 340« 
16 
plans le ady to build in ih Cj 
sp ring 
9c 


p leiely 
ta riJe ie d. 
466-1822 
eves 


330 
So. 
13 
4 « 5559 3 b « iroom apt . availab le F eb. 1. 3286 
3 
bediix» nis, 
c om - 
F a n 
46t. 5446 
W 
U tilitie s, 
» 115. 
'¡g 1st 
floor, 
1 b edroom , com pletely re 
S m all 
2 
bedroom 
h om e 
ne a r 
Ag 
Uoliege 
435 8815 for ap iw intm e nt. 
« 


J 22x 5i £ —t—Er.---------------------- ------------------, 
iinish ed 
reniuideleij. 
au corkl.tioned. u,.^ i-v a n 
a re a 
4 
room » . 
*60 
plus 
T H E P O R T S < 
4Hih L .Sh eridan 
« .U '3 b e droom s. ' 
,-efn>;eraU .r. utih tie s. $ :n. 
e v e s ? <<eekend» ' 
sini 
" O ’ 
« 75. 2 h edroom , c a ri)ete d. » potlesslx : 
¡urm sh ing, 432-6344. 477-7022 1 2 1 
u 
e es , 
w 
“ ' “ 
“.3 ________________________ 
c le a n, 435-6295 a fte r 5pm ._______1 0 ' --------------------------- --------------------------------------- 
— — 
- -la'i V aliev View lots 


SU E BROWN 488 2631 
HOVV-VRD O VERTO N 4i''6-183l 
THE PORTSCHE CO. 
488 0988 


C all one of our salesp eop le for m ore 
details and sh ow ings. 


C lassified D isplay 


E xc ep tionally nice 4 b edroom stone, 
finish ed w alk-out 
low er le v el, cen­ 
tra l 
a ir, 
b uilt-in 
e le c tric 
ra nge 
S outh east 
a re a . M ust sell. 489 -29 49 . 
22 


F O R S A L E — B Y O W N E R . N EW 3 
B ED R O O M . 
B R I C K , 
A TTA CH ED 
D O U B L E 
G A R A G E . 
IVfe 
BA TH S 
h U L L Y 
C A R P E T E D . 
B E A U T IF U L 
W E D G EW O O D M AN O R 
LO CA TIO N 
CALL 
1ST 
N A*nO N AL 
BA N K 
k 
T R U ST C O ., 477-4455. 


Classified Display 


mum 


3 BEDROOM BRICKS 


‘ a 
. 
2 > ^ d.« 
. ' . . I . , . . . « , „ h 
,.3 5 
S S Ä 


l ï u S ' œ 
s . '434.275 t “ '’’ 
» > . 1 3 
-I 
.' 
— 
------------------------------- 
I uijjjtu's tius. sh opping 4 , , -.tit'« 2 
bedioom 
ap t 


8 — 


F ull b a se m e nt a nd a tta c h e d ga ra ge . 
¡includes 
lot. $ 16,650 to $ 22,700. Se« 
DICK 466-4000 
JE R R Y 488-57501 our 3 new 1967 lum ish e d m odel h om es 
M ARY 489-2361 
JIM 466-0843'a t 
......................... 
-- - 
s ta rt a t $ 3 ,^ 0 h ar r y 466-9397 
ADA 466 48141 
6 2 9 -7 0 5 -7 1 5 SIERR.A 
including sp ecials. 
W O O D S B R O s 
^ V ine and 
block south ) 
^ BALL R E ,\L ESTATE CO.,489 2336 
489 6083 


CHaaslfled Display 


# 10 Wellington 
Court in beautiful 
Wellington Greens 
(E ntra nc a 2 btocks South I 
I ol 70th ft South S t at O ld f 
iPoat Road.) 
Open Ootly 1 to 5 


SALES BY 
- 
-.7~ 


h a r d e s t y 


r e a l e s f o t e . ; 


140 So. 41 4S8-W71 


9c 


r u s f t C t 
roomy 
a nd 
re a lly , 
llv lngl 


that’s the new Krueger Open 
House at 6248 Holdrege 


SEE IT THIS WEEKENjD 


There’s room to spread out and 
really live in this 4bedriJom, 
3-bath roamer.Built-insonbuilt- 
ins, and completely idea-fur­ 
nished for exploring excitethent. 
Open this weekend, noon to dark 
...all next week, 2 to 5 P.M. 
Ramble out, Readers. 
.? T- 
► 
• 


K 
r 
u 
e 
c 
i e 
r 
C O N S T R U C T IO N CO 
6530 HOtORtCE 
434 7428 


—7 c 


Classified Display 
C lassified D isp lay 


Preferred Living is . • . 


Built These Fine Homes 
OPEN 2-5 P.M. 
1801 Donald Cr. 
block w eat of 63rd ft A y lesw orth ) 
T H E 
S T R A T F O R D 
II. 
B eautiful 
3 
b edroom sp lit foy er w ith 3 b a th s, all 
e le c tric k itch en, c e ntra l a ir . c a rp e t 
ing a nd dra p e s. 
F a m ily room w ith 
b a r. 2-staIl ga ra ge . F ull {u-ica includ 
ing lot « 24,863. 


3410 O S tree t 
9c 
T IM E IS 
. 
tu.st 
redecorated, rip e to p u k y our lot at P IN E LA K E. 
# • 
« A 
'# « u« it# * 
r^ks-sma: 
_ 
- 
i Ì^io\^ 
rc*frLfit‘ra tor. 
cAfPt^i* 
cir8ipt'*s* Cltpsn 
20 
3 c r t 
lBk6 
for 
fish iujs o 
r 
. 
A 
R 
H 
. 
A 
—3 
b © d r oo ni. 
227 
r 
ni 
1 c e ntra l 
a ir. 
full 
divided 
b tx e m e nt Iw ating. 
Only 
$ 4900 &- 
up, 
.All 
sp e 
ranch o, 
rec. 
rtxim . 
p a ra ge , 
$ 16.950. 
jr.c ine ra tor, 
‘ 
e ntra nc e . 
h e » t ' 2 72 4 Q ue--2 bedroom *, h ea ted low er 
w ith 
finish ed 
rec. 
room , 
ga ra ge .ic ia is 
paid. 
C all 
G U L LA N D 
R E .A L |P rogre ss 
R e a lty . 
434-3456, 
466-0271. 
12 
no p e u . 466-0,588. 
-21 ' I7ST.ATE. 423-2155. 


(Kf. 460-97!>0 


carDCtt&d» 
double? 
— —— 
. 
_ . 
. 
fuj-rish ed. « 100. W ith le a se , |9 0 . 13' dup lex, ch ild, ga ia ge , 435-4861. 
17C 
He rb e rt Bro s. 
9c 
- Ä 
USTIN 


m i T Y c a 


. . . Indian Guides in 
1£ h e 
family room, bridge in th e 
living room — and 
space 
enough , you're all smifing! 


Ca ll 4 32-5 5 8 5 


After 5, cali* 
Lem Dobl>ii» s, 
489 -1478. 
Clay ton Rock, 
488-9 553; (>r 
Don Tangeman 
488-9 674. 


9e 


I 
1 


/ / HELLO THERE 
if 
HéMtt ftr Uh 
a 
Trvcki, IttfiMi TraHtri 
104 


a r e 
y o u 
thlnkln* of t 
« fferm t 
home? !• your« too « mall, or old 
or wTMif ir e » for you? If » o. let u $ 
oelt or B%d# you • larger or m w er 


7 430 *0ARLAN1>—3 
bedroom, 
brand 
p ew. Rent with option to boy. 
7235 LEIGHTON—3 bedroom, brand 


fS o ' AYLESWORTH-3 bedroom, el- 


S210* HOLDREGE—3 
bedroom, very 


jsiT NO. 52NI>—I bedroom older re* 


,^(U*SUMNER — One bedroom, ga­ 
rage. 
2924 VINE—3 bedroom older 3 atory. 
6419 LEIGHTON—3 bedroom older 3 
story. 
CALL US tor • » bowing. 
^ 
A * H REALTY CO. 
fe 
468.193.1 
435-4633 
423-3473 
Honse for » ata or wtn take mobile 
borne la oa trade 
ob eqaity. 435-SB73. 
23c 
HOW TO OWN 
YOUR OWN 
HOME 


WITH 
SMALL 
DOWN 
PAYMENT, 
purchase this comfortable 1% story 
home, located app^xim ately 4 blocks 
from Sheridan 
Elem entary 
and 
I 
block» from Southeast High. Contains 
living room, 
dining 
room, 
kitchen 
with nook. 2 bedrooms and a den 
which could be used as a 3rd bed­ 
room. IV» baths, finished recreation 
room, I stall detached g arag e, nice 
lot. 
Can U» Today To See. 
tc 


George Christy 
C. 
D. 
Kimball 
4M-9X5 
488-6927 
C. C. KIMBALL 
COMPANY 


47 Year« "Selling Lincoln" 
Sharp Bldg. ______________ 
432-7575 
Luxury f« r 1 or 3 — Fireplace, cen­ 
tral 
air, wood 
peaellng. 
4250 
W. 
489-175L_______ 
15 
Near All Schools 
3 Bed rooms ~ $18,000 
FHA or VA term s <« this fine all 
BRICK home near Brownell. North­ 
east S c Robin Mickle Schools and J ust 
1 block to boa. 13’7"x20 living room. 
Rec. room S t 4th bedroom in base­ 
ment. Double g arag e Deluxe! Fenced 
rear yard. CALL 
12c 
R. C. Walters Co. 
1600 "M"—Drive In parking -475-2691 
Glenn E . Cekal 
...........477-3771 
J oe FJ . Fenton ...........• 423-2053 
NEW HOMES ARE O U ll BUSINESS. 
LET US HELP YOU PLAN YOURS. 
Ev ans Constru ction 
__________ 455-26» 
lie 


SELECT 
H O M ES 
1. CARRIAGE H ILL-C om e aee our 
new ahow homes in Lincoln’s finest 
new area, near I4th A A A close 
to East High. We have several mod­ 
els completed A under con.Hrurtlon to 
g ive you what you might need. We 
have an excellent trading 
program 
arranged for your older home. 
2. 
WATER 
LO VERS-This 
is 
your 
opportunity to build a home near e 
large 
1.800 acre 
lake 
In 
Malcolm, 
w e can furnish sewer A water, on 
all weather road, with excellent school 
system . Save up to 130 mo. on pay 
ments because of lower taxM A lot 
value. Call for Informatioo. 
3. SOUTHE^W HIGH 
- 
A brand 
new home featuring everything that 
is neceaaary in ■ modem home. In­ 
cluding a fam ily room. Ymi have 
to 
ee this home to appreciate its fine 
qualities. Price $33,450. 
4. EAST HIG H -W e have J ust com ­ 
pleted this choice 3 bedroom rancho 
with 
double 
g arag e, 
finished 
rec. 
room, 
alr-condltloned 
A 
carpeted 
123.930. 
DUPLEXES—We have under con 
structlon a reaaooably priced duplex 
near Lincoln General A others on 
the planning board in various Iocs 
tions. Please call tw information. 
6. SOUTHEAST-Owner has just re 
duced this home $2,250 for imm edi­ 
ate sale. This la a choice Sllverdale 
stone with large rooms. Fireplace A 
completely finiMied basement. This is 
one of Lincoln’s top homes. $22,230. 
7. BRYAN M EMORIAL-A new list- 
ing in a 3 bedroom frame with at­ 
tached garage. A good price at 514.- 
500. 
8. WAVERLY—We have under con­ 
struction in our Waverly addition sev­ 
eral new homes In the 117,000 range. 
You can buy these home no money 
down VA. at $131 per mo. or $700 
down FHA at S130 per mo. No loan 
closing cost. You can save at least 
$20 per mo. on lower payments here 
than in Uncoln. 
9. 
HOLMES 
SCHOOL-Another new 
listing in a 3 bedroom brick with 
new central 
air conditioning. Price 
$14,750. 
10. NORTHEA.ST—A choice 2 bedroom 
brick with attached g arage, excellent 
carpet A d r ^ s . A steal at $14.000. 
11. NORTIffiAST HIGH—A choice 2 
bedroom brick with attached garage. 
Excellent location. Price $12.850. 
12. INDIAN HILLS-W bere can you 
live for $M per mo. A be toying 
your home. D rive by this 2 bedroom 
at 1233 Dakota. Price $9,250. 
13. 
SOUTHEAST—Country 
living in 
the city. One square block of ground. 
BeauUful 3 bedroom home. Call tor 
m ot# Information. 
WE TRADE 
Bill Beckman 
...............................488-465« 
Blanche Tyrrell 
.......................... 477-5618 
Virgil Beckman .............................4.12-5837 
Betty Christiansen 
.................... 466-5481 
OFFICE 432-7591 


Save $1200. 1967 IHC Scout, 4-wheel 
drive. Like new. 423-C40. 
4 
The J eepster Sports Model 
4-wheeI drive 
See it at DEAN RRC» . 
14th 
A M 477 5202 
1967 
ton Ford, custom cab, air 
conditioner. 489-1872. eves. 
12 
63 Chevy pickup, posl-traction. » 00. 
466-2079. 
-12 
1960 Dodga Pickup-N ew paint. Good 
condition. 
Eves. 
466 024.1. __________-t 
Î957 Chevy paneled. Motor la good 
shape. 43S-1M9. 
12 
.16 
G.M.C. 
1 
ton 
panel, 
4 
speed, 
first $375. 423-6546. 
13 
'33 Dodge 2 ton truck. 5-speed trans 
mission. Zspeed axle, 14 ft. flatbed J ohn 
at 
Dean’a. 477-5202. 
box. 435-8983. 477-3249 eves. 
13 


C § n $t r SaIa 
Its 
1961 Pontiac Bonneville Sport Coupe 
- Factory air, etc. 
R e a s o n a b l e . 
466.1091 
after 
3pm. 
IS 
I960 Chevy 
sedan, 
runs 
good. 
Re- 
built engine. Must sell. 488-2230. 11 
*60 Corvair 4>door, radio, heater, au­ 
tom atic, 6 cylinder. Full price $l9Slf 
100% financing. Only $9,98 per mo. 
including insurance. Call Mr. J ohn 
^77^202. _______________J c 
‘60 Chevy, 
Zdoor 
sport coupe, 283 
automatic, 488 » 76. 
13 
I960 Dodge. Must be aold In a week. 
489 2037. 
.11 


y§ r t t t w i Sp B rft C A fi 
1 8 M 
*67 Simca 4-door. radio, 
heater, 4- 
apeed, tinted g lass, whitewalls, only 
11,000 miles. Full price 11299. lOfF'r 
financing. Only $46 .15 per mo. In­ 
cluding 
insurance. 
Call 
Mr, 
J ohn 
at Dean’s. 477 5202. 
9c 


m 11 a a i e. 
1. 1 
1967 
Volkswagen-Ix>w 
Clean. 
488-9178. 


*60 Dodge Senca 4dnor, radio, heat­ 
er, automatic. V8. Full price $199. 
lOfrvi 
financing. 
O n l y 
$10.31 
j^r 


9c 
mo. 
Including 
Insurance. 
Call 


*31 Ford 
M ton, 3-speed; *51 Inter­ 
national. % ton. S-spetd. 840 West O. 
477-9491. 
.$ 
’51 
International 
W t. ‘49 D o d g e 
W T. 4-speed. 912 No. € 3. 466-0181. -12 
1947 
J eep 
— 
434-3527. 
Swansoa 
Implement, 
12c 


*39 
C h o \y. 
Bel 
Air, 
4-door,__auto­ 
matic transmission^ 477-5693. _____16 
Ï959 Ford Mercury, funs good, $165. 
Call 435-7055. 1343 H. 
13 


1928 Ford % 
ton 
pickup—Completo 
except 
rear 
fenders 
A 
e a g l a e 
4M-6SM 
4 


1959 Chevy—Good motor, nbw tires, 
seatcovera. Driva anywhere. 434-1167. 
13 


105 
CArt For SaIa 
ALWAYS EXCEPTIONAL CARS 
WOODY COMB.S AUTO SAUES 
21st A P STREm - 
475-1455 25c 


1959 English Ford. » 5 . 423-7933. 
19 
1918 Fairlane 500, 4-door. 
P o w e r 
steering, automatic. Interceptor ea 
g i a c. 
Ral{4i’B 
Standard 
Sbrvlce. 
48th 
A O . 
7 
A-TTENTION. BEST CASH $» 
For clean late model cars. 432-6089. 
H e 
aro 
experts 
at 
trading 
dowa. 
MID CITY MOTORS, lis t A R 
Ite 
Bnytog a car? Setllag oae? 
See oBly a few of the oototai^lBf 
PARRISH MOTORS 
4520 m isM re Blvd. 
» S-7901 
Buick powered Hoodoo. All or part. 
Make offer. 466-9017, before 3pm. II 
Buyiag a car? Selling oee? 
See only a few of the outstanding 
PARRISH MOTORS 
4820 Wilshire Blvd. 
4M-7901 25c 
‘64 GTO, 3M. 4-apeed. 3-2’a for small 
block clwvy. SUO Myrtle. 48$-» 79. 


114 Graad 
Prix, full power, clean 
_rea.« onable. At 3244 So. 4 0 . ____ 
1964 Ford — 390 V8, automatic, oat- 
ceUent condition. » » , 434-7063. 
11 
1964 CHEVY 
Impala 2-door, hardtop, stick, IIJ WO 
After 5:30 A weekeada 435-3810. 
■64 
Chevy 
convertible. 
« 0 
Chovy 
4-door sedan. *51 Chevy. After 5pm 
434-2981. 
‘64 Olds F85, clean, excellent coodl 
tion. 435-8796 aRer 6pm. 
*12 


NEW LISTING 
BRICK AND FRAM E ranch, 2 bed­ 
room with fam ily room, and 2 stall 
attached g arag e, fenced 
yard 
with 
patio A storage building. 1130 sq. ft., 
its an excellent home A 
available 
right now. $15,2.10, Ed Schmidt 466-1332 
NEW U S H N G 
MTfY WAIT to iMiy a home when you 
can indulge yourself in a newer 3 
bedroom. IM bath ranch-style home 
for $14300. Convenient utility room off 
kitchen. Near Huntington School. Betty 
Stockland 434-1234. 
9c 
G A T E W A Y REALTY 
489-6581 
PETERSON 
Construction 
rents, sells, trad es ex isting 
homes and bu ild s new . 
hav e for 35 y ears in Lin­ 
coln. It’s a bu siness we 
know best, so call 432-5585 
any time! Look at these: 
2745 SO. 34TH 
This cozy 2 bedroom 
h o m e near 
Southeast even has finished rec. room 
for « tertaining . Attached g arage. No 
closing coats end you m ay assnn 
$91 monthly loan payments. 
2428 CHESlSte NORTH 
Leisurely Southwood liviaf is yours 
on the cmmnon g reen, in near new 
3 bedroom, 5 baui brick hom e with 
central 
air. 
douMe gnm g o. 
IN aiaf 
room. You m ay assum e present mort­ 
gag e. 522,950. 
AFTER S. CALL D O N TANGEMAN 
488-9674: CLAYTON ROCK, 458-» 53i 
OR LEM DOBBINS. 455-1475. 
ISc 


W ISE 
Investments are the key to success. 
Consider this clean A well 
c a r e d 
for 
income 
property 
near 
27th 
A 
"O’*. $300 per month Income. Furni­ 
ture fw most apt*, included. Handy 
to schools, bus A shopping. Double 
garage. Price is right at $14,950. 9c 
Thelma 485-4437 
Roy 4584009 
George 4M-0175 
KREAAER'S 
488-2662 or 488-2987 
WEDGEWOOD 
B y owner. 940 Sycamore. 488-3031. 
10 
WHY NOT? 
Look 
at 
the 
plans 
for 
our 
1 9 » 
"Show 
Home" 
now 
under 
con 
stniction in beautiful "Lincolnshire.* 
The name of the game is "living.* 
INNESS & PETERSEN 
CONSTRUCTION CO. 
-29c 
Ken 4M-3854 
Lyle 466-M» 8 


5 ROOM HOME-$5,400 
2535 H—5 rooms A 
bath 
on 
1st 
floor. 
Full 
bneement. 
new 
r o o f , 
newly painted. Sm all lot. Close to 
bus. stores A churches. Ideal for re­ 
tired oouple. 
8c 
ALLEN REALTY 488-2347 


P IC K Y O U R S 
Like new 2 bedroom in 
Northeeri 
Lincoln. As slick as they coma and 
in a darice tocaUon. Garage. Close 
to but. 


Now being com pletely redecorated 
bedroom, 
fircfdace. o itry vestibule, 
close to Brynn ediool. 


A better class two bedroom witti at­ 
tached g arag e. Randoldt Sdiool. close 
to bus. Quiet, riiady sp o t 


Economy in n tiiree bedroom North 
east, no basem ent, oversize lot, full 
prico only $S73(>—» 5 0 (town. $80. mo. 


See nil with o e t two hour appoint 
ment. 
7c 
Lindeen 


Oftice 432» 77. Elsto J ohnson 488-5155 
Clarence J ohnson 434-4331, Marian Lin 
deen 488-3935. 
PRESCOTT AREA 
FOUR BEDROOM F a m i l y Homo 
near 
Prescott School 
— 
Big Car­ 
peted 
Living Room 
with Fireplaco 
—TV 
Den 
— 
FnnaUy 
sized 
Car­ 
peted Dining 
Room 
— 
Breakfast 
Bar in Kitchen — Enclosed Sleep­ 
ing 
Porch—Finished 
Third 
F l o o r 
for expansion 
—Possible 
contract 
sale—A 
Lot of 
House 
for 
$12.430 
Call 
Bob 
H 0 0 r a e r 
488-2315 
or 
432-034S 
FIRST REALTY of Lincoln 


tSOODOWN 


Attractive, conveniently located, new­ 
er 2 bedroom. Large fenced yard. $78 
per mo. 


ART J OHNSON REALTY^^ 
42nd A 
"O’* 
488-3000 
M t 4M-4448 
Dorotoy 4 8 8 4 ^ 
Dale 48 9 » 11 
J im 488-2113 
26c 


RELOCATABLE HOMES 
Yon expect the 
excepttonnl f r o m 
Safeway 
. 
. 
. 
and 
you 
g et 
it* 
197$ Uviag in 19 » . On display now 
GARTNER SUBURBAN H O M ^ 
1201 W est O across from W est Gate 


REMODELED 
2 
Bedroom 
in 
excellent 
southeast 
location, full basem ent with 3rd bed­ 
room. detached g arag e. Have to see 
the inside of this one to appreciate 
only $11,700. 
DON 
MCKIBBEN 
4M -1409 
IgnJ .TE WILL 
4 » -» 0 3 
2. 
CUSTOM BUILT 
E qst of Southeast High in one of 
Lincoln's 
finest 
tocattons. 
-Large 
custom built brick with formal dining 
room, 2 larg e bedrooms, central air, 
daylite windows in basem ent hat 3rd 
bedroom 
(larg e), rec. 
room 
A % 
bath. <3A yes, 2 full baths on 1st floor. 
24x» * attached gnrnge. All cm high 
location. 
Hollywood Heighte. 3rd bedroom, rec 
room A % bath in basem ent. Oak 
LYLE BIGLEY 
466-7223 
SUE BROWN 
488-2631 
WILLALEE SPEL’TS 4231004 
3. 
$550 DOWN 
10 
year 
old 
2 
bedroom 
stono 
in 
floors A trim , attached g arag e. Im­ 
m aculate 
thru-out. 
Priced 
at FHA 
appraisal of $15.730.. 
HOWARD OVERTON 4» -1831 
HARVEY TAYLOR 
434-2916 
STAN 
PORTSCHE 
488-1120 
THE 
!!^ortsche 
CO. 
488-00» 
4401 
Member of 
7c 
Nationwlde-Find-A-Home 
Selling Lincoln R eal Estate Since 1951 
Stone, 
ranch 
style, double 
g arage, 
built-ias. 
southeast. 
Finished 
base­ 
ment. 488-1221. 
12 
SOUTHEAST 
3 bedroom split level with fireplace 
central air, all electric kitchen includ 
ing dishwasher. This htnne is in ab> 
eolutely perfect condition and features 
the sharpest interior decor you^will 
ever see — $23.500. Call O are West 
489-2023 or 4324343. 
12c 
FIRST REALTY O f Lincoln 
TIME TO BUILD 
Korst cu stom bu ild er. 
You r lot or ou rs, 
y ou r plan or ou rs. 
4884298, 488 9720. 


UNI PLCE 


5 NEW LISTINGS, 3 bedroom homes 
without basem ents. » .500 to » .230. 


Lincoln 
Secu rities Co. 
(Form erly H. A. Wolf Co > 
609 Fed. Sec. Bldg. 
10c 


1963 Buick Special—V8, 2-door hard 
top, 
bucket 
seats, 
radio, 
heater 
Very clean. One owner, 477-» 29. 
15 
’63 
Chevrolet 
Impala 
sport 
i» upe 
radio, heater, automatic. V8. pow 
er steerinj. Local one owner. low 
mileage. Full price $1299. 100% fl 
nancing. 
Only » 3.31 
per 
mo. 
In 
eluding 
insurance, 
(tall 
Mr. 
J ohn 
at Dean’s. 477-5202. 
9c 
*63 Chevy Super Spw t. convertible 
327-300. extras, clean. 4354071. 
10 
'63 Chevrolet Nova II—4-door. power 
steering, power brakes. 4 » -5 9 » eves 
11 
1963 Cadillac—f u 1 1 y equipped, tow 
m ileag e, 4M-9990. 
10 
*63 
Rambler. 
4-door 
Sedan. 
$250 
1420 No. 14, 432-5994 before 4pm or 
after 6pm. 
15 
1963 Rambler—Air conditicming, stick, 
overdrive. 
1966 Ch.vrsler Newport — 4-door hard­ 
top. Loaded. 
1966 Fury II — 4-doOT sedan. Call 
Donj^ 466-0151 beta’cen 4-5pm. _____9 
1963 Chevrolet SS—Automatic, power 
steering, low m ileag e. One owner. 
466-3236. 
-16 
*62 Mercury Mimtercy » port coupe, 
radio, heater, automatic. V8. pow­ 
er steering , pow w bm ket. factory 
sir, 
1 
owner, 
low 
m ileag e. 
Full 
price 
$699. 
100% 
ftnaiKdng. 
Ctoly 
$34.94 per m e. Including insurance. 
Call m . J ohn at Dean's. 477-5202. 
9c 
Chevy 2 station wagon, flne condition, 
must leave for Air Force Feb. 15. 
Wm sell to best offer. 423-» 8 4 . 
15 
(taedlt Problem s? BW need a car? 
See us. DELP AUTO SALES. 23 A R. 
432-W15. 
7C 


bedroom brick, attached 
g arag e. 
4th bedroom in finished basem ent, 
central air A built-ias. FHA approved. 
6936 Vine. 434-4067. 
10 
bedroom, 
carpeted. 
Immaculata^ 
can am n n« 5t4% Iona. 427 Etant- 
borough. $13^00. 4344884. nftar Spm 


room hom e, close school, by owner. 
435-4646, if no answer. 4884806. Low 
down payment. 
year old 2 bedroom brick with 3rd 
bedroom 
in 
basem ent, 
hardwood 
flow s, colcm d fixtures in tiled bath 
double 
brick 
g arage. 
Well 
land 
scaped. clM e to 3 schools, lots of 
room between nelg hb« « . First tlnn« 
on the market. Act fast for $14,750 
4715 J udson, 434-4393. 434-» 44. 
10 
$1675 DOWN 
Beautiful all stone house on 2 large 
lots, double attached g arag e, finished 
rec. room A 3rd bedroom in base­ 
ment. 
1900 
So. 
M. 
The 
Common­ 
wealth Co., 
121 
No. 
11. 
432-2746 
4354592. 
_________________ 


Rm I iifott Wanfti 
need to locate two, 3 or 4 bed* 
room 
Colonial 
or 
EngUsh 
Style 
homes in 
good 
locations for two 
very nice University fncnlty fam i­ 
lies. 
If you 
can 
help m e idease 
call m e at 432-8327. Margo Stentz. 
Harrington A ssociatei. inc. 
lOe 
Selling, trading, or want your la-oper- 
ty managed? Call Felton. 
since 1907. No obllgaUon. F ^ T O N 
REAL ESTATE. 432» 31. 4W-5608. 26c 
Thinking <d selling? F ot an estirnate 
of 
value 
without 
obligntkm. 
C tó 
HOMESTEAD. 466-1916. 
7c 
Want your hom e sold? Call Graaata 
Realty 
tor 
i^ofessional 
eorvlee. 
432-0347. 
17e 
We need listing i:^ espectally ta the 
$15-» .000 range. 3 bedrown. North­ 
east or Southeast, call if 
yo n have 
it. We have the buyers. Call juay of 
our sales staff listed in our Section 
” THE PORTSCHE CO. 
488-0988 
4401 "O" 
Member of Nationwide Find-A-Home 


Automotive 


Avto Acct— rlw« StrrteA 
!•! 
All parts tor Corvato, engine, g o ^ 
tires, good body. 434-7» 8. 


'59 (taevy —■ 4-door, V8, automat­ 
ic. 
Good 
condition. 
After 
5:30pm 
796 2197. 
16 


*» Chevy—Air conditioning. 
G o o d 
rubber. Excellent. 4354703. 733 W. 
Garfield. 


*67 
Volvo, 
122.S 
1-door 
sedan, 
m ileage. 4.124.188. 
low 
•12 


Wednesdoy, February 7, 1968 T h » fJ ne$ilw S tar 2fl 
ftrttfw g Sporti Ctrt 
10$â 
*65 Corvette .Stingray coupe, 3.10hp, 
4-» peed 
positrai tion. 
am fm 
vlhro- 
sonlc, wide ovals, excellent condi­ 
tion, 
477 5493. 
7 
'65 
Volkswagen. 
4.14-6772, 
radio. 
h e a t e r 
•16 


1964 
Triumph 
.Spitfire 
477 2865 after .1pm, 
convertible. 
15 


Nrtifii & S|»rti Cfn 
105â 
1963 Corvato, tacket seats, Atpëed, 
» .W. 4Z19014, after 5:30 p.m. 
17 


'6,1 
Stingray, 
.110 
hp, 
competition 
suspension, mags. 411.12,11. 
16 


I960 Corvette convertible, new 
top, 
motor A paint. 
Phone 2.14-2967 
or 
715 Cherry. Ixwlsville. 
12 


Classifieil Display 
riassifled Display 
C lasslfled Display 


I S f l Ä 
■ ÍS m íP 
TRADE-INS 


W A H O O — SA U N D ERS C O U N T Y FORD DEALER 
WAHOO FORD 
w i i i r ' ’" 


*» Ford, stick, overdriva. 840 West 
O. 477-9491. 
4 
’58 Chevy Nomad wagon, V8 auto- 
maUc, new Ures. $2.10. 435-3642. 
-16 
9 7 Chevy. 253 stick, runs good, $250. 
435-9051. 
4 
57 
Plymouth 
2-door hardtop, 
auto­ 
m atic transmlMlon. 435-» 83 , 477-3249 
evea. 
*5 
1954 
Ford, 
stick, 
4-door. 
In 
good 
running condition. $75. 4234694. 
15 
1953 Chevy, 
stick, $100. 
Call 
after 
Spm. 432-9306. 
15 
*M 
Chevy, ~ 2-door 
Bel 
Air. 
411, 
ftick. 350 cam , chromes. 
4» -72l3^ 


1953 Ford, good shape. 434-0114. 
-15 
'46 Ford coupe, needs tote of work 
runs. » 0 . 477-3827. 
-15 
'40 Ford 
2-door sedan. New tires, 
battery. 15 in. wheels. Olds power. 
All new wiring. $450 firm. 4M-9017. 
before 3pm. 
U 


fortiaii ft SBTft Cwt 
105A 


a I l FOREIGN CAR OWNERS 
Factory Trained Mechanics 
Tune ttpe to complete overhauls 
Complete stock of Genuine Parte 
BTANDAim MOTOR CO. 
1731 "O” 
For 
Sale: 
Corvette, 
fastback, 
350. 
positractlon. 
E x c a 11 e n t. 
4884792. ___________ 
.1® 
L on g term lease available. 
J M MCDONALD V O L K SV ^ E N 
1211 North 48ta. 
434-8234 _ » c 


THE 
ALL 
NEW 
FORD MODEL “C” 
. . . C O R T IN A ! 
Don’t buy any foreign car until 
y m 
sea this one. 
^ 
d e a n BROS. 
Lincoln-Mercu ry 
14th_A M 
477-5202 
Starting schM l. must tail. 1965 Volks 
wagen Deluxe sedan. 466-4007. 
YOUR VOLVO DEALE21 
AUTO SALES 
1021 No. » 
434-5969 25c 
1967 Triumph GT8. Dark graen. Black 
Interior. 
B x c a 1 1 a n t 
condltji» . 
488-7895. 


aaaaltia« D bplay 


Cad illac 1960—By Owner 


Sedan 
DeVUle. 
Air-conditioned, 
all 
lower, very clean. Excellent condi- 
ton. Luxury car for only $825.423-3021. 
12 
(taavy 1 9 « Im pala, clean, 4-doOT, 
S Zl. 
power gUde. power steering , power 
brakes, factory air. 488-7468. _______D 
OTO, 1« 7. excellent condition. Sell­ 
ing to enter colleg e. 539-2260. Staple- 
hnrst. 
10 
MIRACLE MILE MOTORS. INC. 
Cash for your car 
800 No. 48th St. 
2Sc 


11 


OLDS 
VIOTA 
CaiUISER. 
*67. 
Air, 
AuUunaUc. 
Everything. 
Must 
Sell 
NQW. Make (Hfer. 488-4718. 
11c 
REPOSSESSIONS 
*60 POTtiae Star Chief. 477-3737. 
•16 
Rebuilt 10,000 m iles ago. 292 Ford 
engine S c overdrive tt-ansmisston or 
the whola car. 5125. 488-8159, after 
6;3(tom. 
-16 
Try Our Deal 
WAHOO FORD SALES 443-4176 
"20 min. North of Lincoln** 
25c 
WE BUY ALL MAKES 
OF USED CARS 
DeBROWN AUTO SALES 
17th 4 N 
432-5075 29c 
We ^ y Clean Used Cars 
lin coln 't Chevrolet Center, DuTean 
Chevrolet Co 
1700 P St. 
25e 
*67 (taevrolet Biscayne 6—-power ateer 
ing. 23.000 m iles, 1 owner. 
5 
new 
tires, radio, heater, new shocks, load 
levelers. 488-1249. 434-2605. A.M. 10 
*67 Cougar. XR7. 390 4-speed. Take 
over payments. 432-9340, after 6pm^ 


1967 Plymouth Fury m wagon, 18,000 
mUea, m ust sell. 488-8276. 
15 
1967 Firebird Convertible. H.O. en­ 
g ine, 
4-speed. 
J ust 
turned 
4i)00 
mUea. 
434-2587 eves. 
10 
1967 Plymouth saw nite, 383, automat* 
IC. hardtta. $2,400. 488-8469. 
20 


'T o r some o little out of the way 
But a lot less to pay!" 


W e create low prices with low ov erhead 
and still a fu ll serv ice d ealer. 


YOU CF.T TH E VI'.RY RE.ST FOR FF.S.S. Used ears, trad ed for, one owner, a clean hill 
of health on all — This makes u s the hiK« est little d ealership in the eou ntiy setting prices 
that cannot he matched on cars that are nne(iu aled tor money spenf. 
We wholesale the dofis and give good buvs on A-1 cars von cannot match. 


Mrofltod Aiitomofivo, ttc. 
108 
1949 or 
19.10 
Packard , 
stick, any 
mod el, preferrably 2 d ooi. 
W« -.1.171. 
15 
Will huy old cars S t J unk of any kind 
7« 3-2« 28 
1 


Will buy tank ears 4 funk 
any 
kind. 415 1893, 
-22 


(lasslfled D is pla y 


V A N I C E 


Cla'iSified Display 


19 » 
CADILLAC 
DeVllla 
2 door 
hardtop. Full power and air con­ 
ditioning. Black vinyl 
roof and 
exclusive stinlit gold color. This 
car is like new, never sold re­ 
tail. 
Low 
m ileag e 
15.000. 
Yon 
m ust see and drive this to tppre- 
data this week only at 


1 9 » LANDAU T Bird 2-door hard­ 
top with full power and air con­ 
ditioning. Black vinyl roof with 
exclusive Landau trim moldings 
and a Wim'uelon white exterior. 
Spotless. 
Equipped 
with 
power 
windows, 
power 
steering, 
and 
disc brakes 
with 
power. 
Many 
cheaper ’65 models aell for this. 
This week only 


1964 CHEVY 2-door hardtop Im­ 
pala with power steering , factory 
air conditioning, V8 engine, auto­ 
m atic 
transmission. 
Rem em ber, 
these are one owners—low m ile­ 
ag e -to p 
condition. 
Thla 
week 
only 


1965 (TIRYSLER 2-door hardtop 
New Yorker, B u r g u n d y with 
m atching rose interior. Equipped 
with 
power 
steering 
and 
auto­ 
m atic transmission. This car is 
sharp and low enough for any 
pocket book. This week only 


$4252 


$2850 


$1548 


$1682 


1962 LINCOLN Continental 
with 
full power, luxuriou« leather in­ 
terior. and air conditioning ‘Tbts 
car hag been completely checked 
out--new rings, bearings, valves, 
brakes. U-joints—over $400 aj>ent 
to make it the be.« t running and 
cared 
tor 
Continental 
you 
can 
buy. It’s a beauty. Ans’one would 
stand out in this and not hurt 
the pocket book. This week J ust 


1966 
STUDEBAKER 
4-door 
se­ 
dan. 
Equipped 
with 6 
cylinder 
engine 
and 
standard 
transmis­ 
sion. Like naw rubber and it's 
clean. J ust 


1%7 MU.STANG Convertible. Bltia 
with 
white top. 
Equipped 
with 
power steering, air conditioning, 
disc power brak3s. bucket acats, 
console, 
wide 
oval 
white 
aide 
wails, electric tilt-away steering 
wheel, 
automatic 
transmission, 
and luggage rack. This car listed 
new over $4000. Thla week dis­ 
counted $1» 0 to only 


1965 FORD Fairlane 500 station 
wagon with V8 engine, automatic 
transmission, and whitewall tires. 
A beautiful silver green. It will 
sell higher in the Spring. J ust 


$1582 


$1282 


$2800 


$1395 


Some Dealers 
CRY A LOTI 


Some Dealers 
SP E C IA LIZ E IN 
D ISC O U N T ED 
T X E C U T IV P C A R S 


Some Dealers 
M A K E 
W IL D C L A IM S 
T H A T T H E Y 
G IVE C A R S A W A Y ! 


Some Dealers 
JU ST Y ELL FOR 


HERE A RE JUST A FEW O NE O W N ER TRU CKS: 
1964 
ton FORD with long box and deluxe cab. 
1966 FORD % ton with long box and air conditioning. 
1965 FORD 
ton with long box. 
1964 DODGE 
ton with long box and heavy duty suspension. 
FROM $1050 UP 
MA.NY MORE USED CARS — ONE OWNER — AND LOW PRICES. 
COME INTO YOUR WAHOO DEALER FOR THE 
BEST IN THE MIDWEST. 


i 
PO N T IA C 
I 
W ID E 
I 
T R A C K 
5 Tlie Nation’s N!ost Fnpnlar 
S 
I ’s rd (^ar 
S 10R7 Ponti.H- 
S Catalina 
sed an. 
Rad io, 
heater. 
S 
If.v d ramatir transniission. pov 'er 
S 
steering A brake*. Wa* $2t>M 
S 
On!'^ $2.T).’S 
i 
Ponfi.K' 
S 
Bonnev ille 
(d oor 
hard top, 
Ra 
H d io, 
heater, 
Ily d ram ati' 
tran* 
S 
mission, power steering 
S t brakes, 
S ah 
cond itioned , new tires. Was 
= 
I 
O n ly $2 .m ' 
S 
19 R 0 P o n li.tc 
Tatalina 
.sport 
Cou pe. 
Rad io, 
heater. Ily d iamalic transmission, 
power 
steering 
A 
brakes, 
air 
cond itioned , 6 way power seat 
Was 92695 
O n ly $2 f 9 5 
1065 Pontiac 
Ventu ra 
Ud inir 
hard top. 
Rad io, 
h eater, ILv d ramatic transmi.ssion, 
power 
steering 
A 
brakes, 
air 
cond itioned , new t i r e s , in Blu e 
metallic. Was $2295 
O n lv $2 0 0 5 
SEE C O U SIN V A N 
FOR A BETTER 
DEAL 
1064 Pontiac 
Catalina 
sed an. 
Rad io, 
healer. 
Hy d ramatic 
transmission, 
power 
steering A brakes, air cond itioned . 
O n ly $1 5 0 5 
1064 Pontiac 
Sport Cou pe. Rad io, h eater. ITv 
d ram atic transmission, 
p ow e r 
steering A brakes, air-cond itioned . 
Only $17 05 
1063 Pontiac 
Bonnev ille 4-d oor hard top. Rad io, 
heater, Hy d ramatic tran.*mission, 
power steering 
it brakes, air-con­ 
d itioned . 
Only $149 5 
19 63 Pontiac 
Catalina 4-d oor hard top. Rad io, 
h eater. Hy d ramatic transmission, 
s 
power steering 
S t brakes, air-con- 
= 
d itioned . tilt steering. 
O n ly $1 3 0 5 
5 
.SAVE ON LOW COST 
1 FINANCE AT GMAC OR 
THE BANK OF 
VOUR CHOICE 
V A N I C E 


S P O R T FA.VCY 
V DODGE 


f.T HARiJTOP.^ 
• Ru eket si-at.s 
• V8 engina 
• Au tomatic transmission 


• PowTf stee ring 
• Ptishbu tton rad io 
• Ih'lu x e wheel i ov ert 
• Whitewall tires 
• .Sport vinyl mof 
• Bumper guarda 


WKKK PHf( r.n f ,46 


* 1 1 1 


'63 Cadillac 
Sedan 
OeVille. 
Very Qffroctiva 
red color with black padded vinyl 
roof ohd matchinq 
black 
leather 


i m m a c u l a t e 
'67 Chevy T""' 
tondifiomna, 
*4 
'62 Fairlane “ „ "S $487 
Impala 
W h ite , 
'A C 
Hardtop 
with 
127 
Oj Impala v« e n g in e , 
stick 
transmission, ond oir 
^ 1 * 7 0 7 
condiflonlng, 
I / o / 


$1787 
,H, $487 
'6 4 Wagon S I * $1587 


•7, 


Classified Display 
Classified Display 
CtassUted Display 
CtastUled Display 


'I?' 
D 


1 » 7 
Toronado—Factory 
air. 
15,000 
milea. Warranty book. 
Real aharp. 
A ft D AUTO SALES. 122 So. 19. 5c* 
1« 7 Chevy Impala 
SS. 
automatic, 
steering, air. m ust sell. 423-3870. -12 
1» GTO C(« vertibl« -t2100. 4M-1M9. 


*» 
O ievy 
SS—Automatic, 
power 
“ a i l d a r 
steertnc. posi-tractton. C o i 
trade. 
II 
19 » Dodge Dart. 2-(toor. standard. 
$1,250. 2638 High, anytime. 
-15 
1 9 « Falcon bus. deluxe, automatic 
transmiaston, 240 cu. in. bnglne. real 
sharp, m ust sell. 4» -6120. 
13 
'66 Dodgo Polara, 4-door. steering, 
brakes. factoiV « ir. $18 » . 433-3642. 
>16 
’« 
Pontiac Catalina wagon. Factory 
air comiitioning. 
13c 
DOAN-ROSE, 21at ft P . 432-6457 
1965 Red Impala. 4-door hardtop. V8 
motor, automatic transm ission, pow 
er 
steering ft 
brakes, 
radio, 
air. 
white walls, black interior, tow miles 
(sharp). 4» -5498.__________________12 
‘65 
Chevy SS 
convertible. 
327, 
4- 
speed, power s t e e r i n g , brakes, 
4« -9420. 
14 


Chrome 
wheels. 
$12.50 
change. Most all cars. SPEEDWAY 
MOTORS. 1719 N. 477-4421. 
7c 


*65 Ford V8 automaUc. 3SJ X)0 miles. 
Excellent. 1401 Sioux, until 3pm daily, 
all day weekends. 
12 


OK WIDE TRACK TIRES — Tsrice 
the m ileag e at 
OK T 
^ STORE. » 0 West "O** 
Wards 6.70x15 tubeless whitewalls on 
Chevy wheels. 4« -4117. 
12 
57 Chevy white convertible top, ex­ 
cellent. 423-8191. 


B ic yd M . M e t e r c vd e s # _ e f c _ _ lM 
BEHLEIN MOTOR SPORTS 
Y am ah a-B S A -F iat Autos 
1145 No. 48th 
434-7070 25c 
B.S.A. 
Honda. 
B.M^W 
motorcycles. 
Sale, Service. Hurlbut s. 7331 Thay­ 
er. 466-9977. 
W 
HONDA MOTORCryCUKS 
Full 
line 
parta. 
ttrw , 
ac w ^ m a. 
RASKEY MOTORS. Brainard. Neb. 
Phone 
545-3431. 
-W 


JERRYCO MOTORS INC. 
(Form erly Randolph Motors) 
HONDA—TRILTdra—BULTAOO 
We Service What We Sell 
Good Selection of Used Bikes 
EASY T ER M S-BA N K FINANCING 
2l8 t ft N 
432-5348 25c 


19 » Plymouth—That needs nothing. 
Brand new 3 » motor. 434-5221. 
-8 
*» Mustang. V8, autom atic, air-con­ 
ditioned 
.............................................. $1.645 
CENTURY MOTORS. 48th ft Vine 
10c 


9 m 
A 
M 
D 
J T ir s 


V 
. 


DOWNTOWN 
NOW'S 


\ U » c o u 4 g w r s t w i D ( B i i a / ' 


14th & M 
THE TIME 


432-2858 
TO BUY! 


1962 Ford wagon, V8, standard trans­ 
mission. 488-8276. 
15 
*62 Ford Thunderbird—Like new. 1300 
No. 61. 434-5827. 
11 
*62 Ford Fairlane 300—V-8. standard. 
Excellent. 432-7809 after 6pm. 
15 
1962 PONTIAC 
Bonneville 
2-door. 
Maroon 
hardtop 
with 
V8 
engine, 
automatic, 
power 
steering, 
power brakes, factory air 
conditioning. This car looks 
g o o d 
and runs fine. Priced for you at 8c 
ONLY $995 
Your Lowest Prices 
Are H ere!—Try us! 
KIRK 
(Plymouffli-Valiant) 
18th & N 
432-7555 


1967 BSA Victor. 488-8461 aftOT 4pm 
*X3 


-67 T rium ph-N ew engine. 
Raiphol- 
stered seat, custom paint. 435-421^ 


*» Honda. 400 m 11 • s. 477-42» . 
11 


Trvdu, BftBiti, TriHir» 
104 


« 0 Cornhu sker GMC Tru ck Co. 
3450 Cornhusker Hiway 
434-8225 
7*c 


L. WenzI 4» -51W 
Offioa 
432-8821 
J . Wenzl 434-3463 
Office 
434-35« 
10c 
ACTION REALTY 


Sale Prices 
J E E P UNIVmHSALS ft 
New ft Used 
TRUCKS 
BIG DISCOUNTS 
Dean Bros. Jeep 
14th ft M 
477-52(a 2Sc 


*62 Rambler wagon, excellent condi­ 
tion. 434-5712 after 5pm ft weekeitoiL 


*62 Ford 
G alaxie, 
air 
conditioning. 
V8. Clean. 5136 Benton. 466-4928. 
12 


If you’re tired of all this, 
just compare th e quality 
and p r i c e of the cars at 
Lincoln’s leading d e al e r 
with 37 years of satisfied 
customers . . . 
M OWBRAY'S! 


1965 Buick 
Special 4-door Sedan with fac- 
t o r y air conditioning, power 
steering, power b r ak e s and 
many other extras. A one own­ 
er car moderately priced at . . . 
$1795 
1964 Mercury 
Marauder 4-door Sedan. Power 
.steering, power brake.s and fac- 
t o r y air conditioning. It’s a 
clean one! Must see to appre­ 
ciate it! One time only!! 
$1495 
1967 Pontiac 
Hey, lookee here! Stick shift, 6 
cylinder engine with overhead 
cam. Economy plus a n d it’s 
still a “ n e w ” automobile. A 
steal at just . . . 
$2195 
1963 Ford 
Cheapiel 4-door Sedan w i t h 
V8 engine and standard shift. 
New clutch and many otlier re­ 
pairs lately. We’ll part 
w i t h 
this one at the budget pleasing 
price of , . . 
$695 
1964 01dsmobile 
88 4-door II a r d t o p. A full 
house of equipment. It’s clean 
and neat anci ready to roll! 
See it today for sure! 
$1795 
Chevrolets?? 
You bet—Plenty of them. A1 
vears, sizes, colors and models 
Drive one and make us 
a fair 
offer! 
"Where Your 
Neiahbor Bought 
His C ar" 


SUAMAERTIME SPECIALS AT MID-WINTER PRICES! 


1967 
FURY III 


FANf:Y PLYMOUTH 
OH 
d oi k ;e 
F.\NCY POI.ARAS 


• Air cond itioning 


• Automatic Iranamission 
• Powor brake* 
• Whitewall tires 
• Tinted glass 
• Power steering 
• Viny l Interior 


• Whitewall tire« 


WERE PRICED » 4133 
$268 7 


*44 
# 30 
# 14.11 


/ X O 
Turquoise 
4-door 
0 0 . u o a g e 
Dart. $ cylinder en- 
sine o n d srondard 
transmission 
......... .......... 
*67 Galaxie equipped 
with 
automatic 
transmission, 
p o w e r 
steering, and air 
conditioning. #17.......... 
'65 Wagon 
Chev rolet. 
. . ^ 1 / 0 / 
'66 Mustang 
T 
quipped with V8 engine automatic 
transmission, and vinyl 
M i r c 
roof. It's 
........................... r ilV . t 
'63 Plymouth 
Belvedere..................... 


19 62 Foirlane 500 
1967 Ford 
1963 Ford 


*61 Ford Galaxie 4-door, radio, heat­ 
er. automatic. V8. power steering, 
air-cctnditioned. 
new 
tires. 
F u l l 
price 
$499. 
100% 
financing. 
Only 
$24.96 n« r mo. including insurance. 
Call lir . J ohn at Dean’s. 477-5202. 
9c 


l « l OLDS M — AIR-(X>NDinONED 
A U , POWER. MOTOR J UST OVER- 
H A U L E D . 
EXCELLENT CONDI- 
TION. 
PRICE $750 


1965 RAMBLER WAGON - EXCEL- 
LENT 
CONDITION. 
6 
CYLINDER. 
STICK 
SHIFT. 
MILEAGE 
ACCU- 
RA'TE, 
PRICE $1,045 


SEE AT SHERIDAN CONOCO, 33RD 
ft 
SHERIDAN 
BLVD. 
OR 
CALL 
488-5922. 
*7 


MOWBRAY 
BUICK-O PEL 


421 No. 48th 
434-2300 


Fordor. White finish with red 
interior. V8 engine, 
automatic 
transmission. A new car trade 


$8 9 5 


1963 Mercury 


Monterey 4-door sedan. Power 
steering, 
power 
brakes, 
auto­ 
m atic transmission, factory air 
conditioning. A local, low m ile­ 
ag e, one owner new car trade 
in with beige finish and match­ 
ing interior. An exceptional car 
throughout. 


G alaxie 500 4-door. 300 V I en­ 
g ine. 
power 
steering, 
radio, 
heater, automatic 
transmiaston 
and 
factory 
air 
(XHiditioaing. 
Choose from 3 a t . . 
$259 5 


(tauntry 
Sedan 
6 
pas.*enger 
Station WagMi. Red finish with 
matching 
interior. 
V8 
engine, 
automatic 
transntission. 
radio 
and heater. 
$109 5 


$109 5 
1961 Ford 


Country Sedan Station Wagon, 
Light green finish with match­ 
ing 
interior, 
292 
V8 
engine. 
Fordomatic, radio and heater. 
$59 5 
1967 Chevrolet 


Bel Air 4-door. Solid white fin­ 
ish with blue interior, V8 en­ 
gine, 
automatic 
transmission, 
power steering and factory air 
conditioning. 
$249 5 


1967 Ford 


G alaxie 500 2-door hardtop. Bur­ 
gundy finish with tan interior. 
390 V8 engine with 
2 
barrel 
carburetor, automatic transmis­ 
sion. power 
steering, r ad i o , 
heater and factory air condi­ 
tioning. 
$26 9 5 
1967 Thunderbird 


L a n d a u 4-door. Full power 
equipment and factory air con­ 
ditioning. Light green f i n i s h 
with white vinyl roof. 
O n l y 
7.000 m iles. New car warranty 
remaining. 
$429 5 
1967 Plymouth 
Fury II 4-door. Maroon finish 
with white top. VS engine, au­ 
tomatic 
transmission 
and fac­ 
tory air conditioning. 
$219 5 


1966 Dodge 


Polara 4-door. Aqua finish with 
matching 
interior. 
V8 
engine, 
automatic 
transmission, 
power 
steering and factory air condi­ 
tioning. 
$209 5 


1967 Mustang 


Fastback 
with 
pretty 
Spring­ 
tim e Yellow finish and b l a c k 
interior, 
V8 engine, automatic 
transmission, 
radio 
and 
heat- 
$239 5 


1966 Buick 


LeSabro 4-doOT. Silver 
g r e e n 
finish with tan interior, auto­ 
m atic 
transmission, 
p o w e r 
steering, 
power brakes, 
radio 
and heater. Local low m ileag s 
automobile. 


M A K E U S BU Y 
Y O U R 
1968 
A U T O M O B ILE 
LICEN SE 
A N D P A Y 
TH E A U T O 
TAXI 


WE HAVE BEEN AUTHORIZED 
TO BUY Y O U R 19 » PLATES 
AND ALSO AT NO C O S T TO 
YOU. 
PAY YOUR 19 « AUTO TAX 
(PRESENT T H I S AD AFTER 
YOUR 
PURCHASE) 
Of any o f, 
our highly discounted 1965-» -67-) 
1968 automobiles from our hug e) 
7 inventory. Before 9 p.m. tonig ht.) 


'65 Chevy 


'67 P o n t i a c ' I ' ’'-*; 
ditioned Catalina......... 
'66 Impala 
ditioned, 
................... 
: > l O o / 
'63 Galaxie Síí"*' $957 


$219 5 


Earl M oses, Mgr. 
ANNUAL MID-WINTER SALE! 


All our cars have been thoroughly checkecJ ancJ completely serviced including plugs, 
points, timing, etc., oil change and lubrication. Drive a dependable car this winter 
from O'Shea-Rogers! 


« (flAu 
JS ^ 


SAVE! SAVE! SAVE! LOTS OF FREE PARKING 


1967 
VALIANTS 
SIGNETS OR 
DODGE DARTS 
270 4-DOOR SEDANS 


• Au tomatic transmls.*ion 
• Whitewall tires 
• Backu p lights 
• Wheel cov ers 
• Power steering 
• Bu mper gu ard s 
• Deep pile carpets 
• Rad io 


f 
WERE PRICED $2937 
| 
$2187 


SUBURBAN 


1967 Ford 
Galaxie 300 4-door. V8 engine, 
power 
steering, 
power brake.*, 
green finish, factory air condi­ 
tioning and white wall tires. So 
new the spare tire has never 
touched the pavement! 
$2745 
19 65 Thunderbird 
Convertible. 
White 
finish, 
air 
conditioning, radio and heater. 
New tires. Enjoy 
the 
luxury 
and prestige of a Thunderbird 
without absorbing the deprecia­ 
tion! 
$28 9 5 
1965 Lincoln 
Continental 4-door. 
Ful! power 
equipment and air conditioning. 
Light blue 
finish, 
dark 
blue 
vinyl top and white w’all tires. 
A car you can own with pride 
for years to come. 
$29 9 5 
1967 Mustang 
Convertible. 
Local 
one 
owner 
car with 3 speed transmission, 
iright red finish and matching 
interior set off by a white vin.vl 
top. Sporty and sharp! 
$229 5 


2 Blocks North of 48th & O 


1967 Chevralet 
1959 Fard 
Bel Air 4-door. V8 engine, pow- 
erglide 
transmis.sion, 
factory 
air conditioning. Solid 
w h i t e 
finish and white wall tires. 
$26 9 5 


1963 Ford 


Galaxie 500 2-door hardtop. V8 
engine, 
standard 
tran.smission. 
Solid white finish with black in­ 
terior and white wall tires. 
$9 9 5 


19 62 Chevrolet 


Impala 4-door hardtop. V8 en­ 
gine, standard transmission, ra­ 
dio 
with 
vibrasonic 
speaker 
and solid white finish with red 
interior. Look at this price! 
$6 45 


1961 Chevrolet 


B i s c a y n e 4-door. Automatie 
transmission an d tight green 
finish. Lots of low cost trans­ 
portation in this one. 
Look it 
over, you’ll be glad you did! 
$19 5 


2-door with V8 eng ine, automat­ 
ic transmission, radio and heat­ 
er. 
Light 
rgeen 
finish 
and 
white wall tires. You can’t go 
wrong at a price like this! 
$16 5 


19 60 Ford 


Custom 4-door. V8 engine, au­ 
tom atic 
transmission, 
l i g h t 
green finish and white 
w al l 
tires. Drive it and you’ll see 
it’s a bargain at j u s t . . . 
$225 


19 66 Chevrolet 
Sportsman 
Van 
w i t h 
radio, 
heater 
and 
automatic 
trans­ 
mission. Bright red finish with 
matching interior and 
w h i t e 
wall tires. 
$19 9 5 


19 65 Ford 
F-lOO M ton pickup. 4 speed 
transmission. 
21,000 
a c t u a l 
miles. Local one owner. Here’s 
your chance to . . . 
SAVE $$$ 


7c 1 
T 
T 


The Midlanci's Largest Fard Dealer 


serving the public since 19 20 
1-------------------------- 


# 9 2 
# 115 


500 4 door with air 
conditioning, 
auto- 
'66 Ford 
motic transmission, and 
< t l/ | Q 7 
power steering. r1253 
: p i q o / 
'A A 
conditioned 
4- 
00 rury door Wim 
v s 
en­ 
gine, oufomotic transmission, and 
'power steering. 
$ 1 8 8 7 


/ A C 
A I r 
Conditioned 
Oj ImpQlQ -1217. 


/A1 
Beautiful 
2-door 
0 I V . a d lllQ C hardtop 
loaded 
with fine 
< t Q Q 7 
equipment. #931. Only 
^ 0 0 / 
/ftC 
Chrysler'» 
lit tle 
O j 
j im C Q 
cor. 
$ 7 8 7 


'67 CHRYSLER 
BEAUTIFUL .NEWPORT 
$2487 


#142 
W ITH C O N T IN U IN G 5 V E .\» 
FA C T O R Y W A R R A N T Y 


T n r l . l \ r O I . X s t a b 
Wedntsdcy, Ftbruory 7, 1968 
T H l 
» Ä M I I T 
C I R C U S 


MR. 
T W I I D Y 


,:4.j 4~ 
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K 
Y 
' ^ v 
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■ 
« • .. r.- t. 
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“ 1 knrm v o u V r c m \ulr<l in In-rr, Imt ¡f \sc p u l ¡n 


i h e ní’H r lr \ ator, om ' o f 
ha'* 
In pn. 


by Bíl Ktani 
T N I 
r i l N I S T O N i t 
by HonnchBorbtro 


1% *«f Iw l«^»* 
•M * 
%n 
|«wr^ 


*'THe p ^ p e r wifH six wrong is tho ono y ou h tlp o d 
m® with, Da ddy ." 


M?y ISIV.10 P V4? 
a ^ fs i v y m m p ^ c $ 
Y $9 f$ffP ik y / 


yiÀ H.^$uryouy^5A y^^H$ ^ 
chc(?p&;whomgì 
ro 
P O W N . 
j p i O é m r f ^ V j w A A rf 
CHANGG'flHi / V 
NAM iO^lVfg/ N ... 


by W alt Ktlly 


B. C. 


N O T W O ^^M oW R A K es 


— j,----------------------------------------- 


r^MUbvlMI t II Mil II 1.1M« 


Ü Ü S r fA K E A 
O M O e ^ A T 
iH B s a m ) R 
P A B iB &. 


...I SA/DNOTWO ar e ALiKB. 
T 


f N E 
J A C K S O N 
T W I N S 


K I P 
K I R B Y 
by John P rtn tict & Frod Dicktnson 


StVPM /WINUTfS 
LEFT ANP L0T5 TO 
POi ONCa THOSE 
?OCKfT5 ÓOOFF 


by Col Allay 


s.. 


TAD PICK UP 
VOUC MAT AND COAT 


f ro m TME P UX)R/ 


VDU WERE 6 ETTIN6 
-READY TO .' 


D ID 
Y O U 
K N O W 
T H I S ? 
I T ' S 
A 
F A C T : 


The use 
of 
nustlctoe 


C R O S S W O R D 
P U Z Z L E 


4 I 
U ie 
of I «rbon mononido 
poi 
- 
- 
*” 
«nniii( 
In 
un 
«moinobilo 
rf«t h 
a 
poak 
rhnstm as stems from the an -1 
cient Druids’ use of it in their P\h.<usi .v .io m of ISo r»r rho.ked and 
In 
korp 
a 
window 
or 
I»« opon 
a 
bit 
whilo d ritin c. 
fustiN a!s. 


1 hr 
dll« ori 
» h 
from 1 uropo 


On a normal scalp, there 
piano 
aitordm n 
wa» 
no! 
Inlro. 
« ori 
in 
Iho 
f niloil 
M alov 
until 
lü l« 
, 
. f ..K ..,.« lO n lYrYrl 
toil it 181110 to ibo »audoTiiie »lago 
IS ail u\ c i'a n e o f au ou t 
, m l uropo 
h t i W i i . 


n'he first to u rn a m e n t of the 
rortugal dUcororod 
Maarltlu*. Hob 
TT 
.iosa., t 
named U « nd Fraoce fave H the 
I I OlCb>SiOIici 1 liONVlClb *\SS0clv4“ t ntticial lunguage India. China and Af- 
tion w a s h eld M a y *J2. im, 
in M b an v .\ V . 


rn u nalioii. 
populalod Iho taland In the 
Indian (H oan and B rltlaln rnlea H. Now 
M aiirilians w anl to rnlo thom solroa. 


DAI LY 
C R Y P T O Q U O T E 
Hero’» How To 
Work it 


.ACROSS 
3. Moslem 
1. Astonish 
titles 
6 .1..arge 
4, Breezes 
package 
5. Plural 
10. Storm s 
-suffix 
11. Italian 
6. Hair 
river 
orna­ 
13. Snare 
ments 
14. Cowardly 
7. John 
15. W aist­ 
Quincy 
band 
lA F ar 
S nwoll 
shells 
9 . Elbe 
17. World 
tribu- 
A 
X ^ l> 1 
H 
A A X R 
to 1. O N 
i, V E l 
L 
O W 
Oro Ifitor 
Mmptr kiand» lor anotber 
in thl» ex aniple. A l» nsod for th» 
fiitoo 1 ■» X Ut! thè 
two (.1 « 
eti Single letter» . aiKistrophi » . 
thè length 
and 
formati.in of thè woid* aie alt hint» 
Each day thè coda lettera aia dlfierent. 
A Cr> piorjuote (Juotalioij 
V J 0 {’ S W L H Q 
L K F 
A Q F Z A C 
S P C R 


J P 
Z L J K 
1 F L B V F K, 
L Q 
Q S S P 
L Q 


J B 
K L J P Q 
B V F R 
Y K S I P 
J P 
F H F K R 


Y K .S t) . — 
F U L 
A C C F 
Y .'■lorda.’* f'r.ploriuole 
Adi. C XN”! SET A HEN IN 0\b. AIORNING AND 
HX\K CHR'KI-ry *SAL.\D 
iOR LI NCI! GEORGE HI MPHREY 
IhMributerl by King Feantrat Sy natcale 


W I S H I N G 
WE L L 
by Willia m J. Mille r 


G 
3 
4 
.5 
2 
3 
ft 
4 
•y 
8 
.5 
7 
8 
A 
Y 
K 
N 
A 
o 
P 
A 
M 
A 
E 
E 
N 
8 " 2 ’ 
5 
3 
4 
6 
o 
.5 
' -p. 
4 
.8 
3 
ft 
I 
K 
\V 
U 
L 
R 
s 
E 
¿ 
L 
c 
D 
A 
•5.....S 
ft 
5 
3 
—W' k 
4 
8 
ft 
2 
ft 
5 
3 
S 
E 
Y 
X 
E 
p 
I 
C 
E 
A 
R 
P 
s 
4 
3 
2 
1 
6 
8 
5 
3 
4 
é 
4 
ft 
K 
S 
K 
G 
G 
1 
H 
R 
R 
1 
O 
È 
S 
'6 
! T 
2 
5 
4 
3 
8 
2 
4 
5 
3 
ft 
1 
f'r 
V 
o 
1 
N 
E 
E 
F 
o 
E 
P 
R 
I 
'2"“ ..ft"” 
4 
3 
5 
? 
6 
8 
ft 
2 
5 
3 
4' 
L 
A 
Pw 
R 
N 
N 
N 
c 
T 
O 
C 
A 
D 
.5 
4 
3 
6 " 2 “ 8 
3 
4 
.5 
4 
.3 
ft 
2 
K 
K 
I 
E" 
V 
K 
S 
R 
s 
C 
E 
D 
E 
Here it a practical little game that will giv e y oa a masaue ev ery 
It 
t* a numerical puatzle designed to spell out y our tortuae. Cotuit tat latwra 
in y our lirat name II the numbei ol letters is 6 or more, subtract 4 It fta attm- 
bor IS less than 6 . add three. The result is y our key number. Start at tM 
loit-hand corner of the rectangle and check ev ery one of y our key numbera left to 
rigbfk Then read the measage the etlcrs under the checked Ugares giv aa y o« . 
« ¿ ■atributed by Kias Faaturaa Inc. Registerid VJL Patoat Offi« a> 


V 
( 
i 


W ar r 
battle 
Site 
19 . Eddy 
22. Bevciftge 
25. Cease 
26, Jnpa- 
ncse 
gatew ay 
28 . Jokester 
29 . Record 
again 
31. Brag 
32. Bay 
windows 
35. Measure 
39 . Lovebird 
40. Lodge 
41. Exactly 
42. Cudgel 
43. So. Afr. 
yoke bar 
44. P u t in 
secret 
Ian* 
guage 
1K)VVN 
3. Acting 
and 
olher.<i 
2. Name 
claimed 
by 
Naomi 


tarv 
12. Half 
ems 
14 . Maize 
18 . Science 
of 
rock» 


19 . Bird's 
cr\* 
20. Pulpy 
fruit 
21. RtKifi ng 
piece 
22. Poetic 
verb 
form 
23. W ither 
24. Healing 
gotldess 
27. Canadian 
ptxivince 
30. Direction 
31. City in 
Switzer­ 
land 
32. Sutum '8 
wife 
33. Knocks 


Yesterday's Answer 
34. Middle 
E ast 
land 
36. Frigid 
37. P a rt 
35. Fresh­ 
w ater 
tortoise 
42. Time 


1 
2. 
5 
4 
S 


i 


b 
7 
6 
4 


10 
II 
12 


15 


i 


tA 


15 
i 
»W 


17 
Ift 
% 
14 
20 
XI 
22 
25 24 


25 
2b 
27 


2ft 
24 
5 0 


51 


d 
5 2 
5 5 54- 
5 5 
5 b 5 7 
5 ft 


5 4 
4 0 


41 
4 2 


4 5 
4 4 


2.-7 


« .''MfM «»* 


K I C K 
T R A C Y 


T MANINED CMIN C h IL L A N 
W H RN H E A N D I W E R E 
D O n m S IX T E E N 


i l NOTT» 
T, 
PALLA« f, 


[VE BEEN »N *n4B TWIUGWT 
_ _ IE OP^CRIME A U - 
MV LIFE,^ SAVS MRS. 
CHIN CHILLAR. 


J U & T A S E C O N D 
, 
H E R E ...W H A T AV^ 
I H U R R V lN t^ F O R ? 


by O w itfr Gould 


Y N i H E A R T OF J UL I E T J O N E S 


B U T MV BROTHER 
PUROVIS A C O L L A D . 
H« C O U L d B t 
<i l l . 


M E C O I ^ S m ^ 
A MOON MUPUSiSH 
,ANO IS BEING RJOWN 
TO BARTH TO 
STAND TRIAL 


1vfV BROTHER CQUU DNT BE 
A MURDERER. H E ^ G O O O f 
DO VOU H E A R ? C O O O f 


b y Ston D itikt 


M A R Y 
W O R T H 
by Ktn Emrt 


VOU NEED NOT HAVE 
COME TO ME-BUT I'M 
5URE YOUR INTENTIONS 
WERE GOOD, CORAL... 
AND I THANK. YOU! 
n r 


WE PROBABLY WON'T 
MEET AGAIN, MRS. 
LOWELLl WHEN VOUR 
HUSBAND SAW WHAT I 
WAS TRYING TO DO, HE 
FIRED m e! 


THAT WAS A MISTAKE AND 
l U TELL HIM 5 0! ITS GOOD BUSINESS 
TO HAVE AN ORNAMENT AT THE 
RECEPTION DESK ««AND m SURE 
YOU CAN FULFILL THAT. 
FUNCTION ADMIRABLY 


MEANWHILE- 


I T a p p r e c ia t e y o u r hearing)^^^'^/^ j® ^ 
ME out, H U GH !-and 1 HOPE / 


I 


- a 


%-7 


SOX w h e n 
THE OFFICE 
STARTS LOOKlHö 
KID1CÜL0 ÜS 


by Mort Wolktf 


¡ 


1 -7 


by Walt Disnty 


LISTEN T O T H l s r ^ - 
‘OLO COMIC BOOKS BRINGjI 
B ie PRICES FROM 
'■VCOLLECTORS.'* 


G E E / H E R E 'S A C O P V 
O F CAPTA IN C U T L A S S - 
W O RTH T W E N T V B U C K S.'. 
h 
<" \ w 
— 
r 


R R I N G I N O 
UP 
F A T H E R 
by Vt m G rtm 


^ IS THIS ENOUGH FOR 
,^ U R FE?, PROFESSOR? 


L A F F - A -0 A Y 
T N I 
0 IR L S 
by Franklin Folgtr 


- r » t \ 


KMf TmIm« V» dK« M. In« .. lYM. » « rfd ngtM* lew-ed. 


.. Howev er, we hope to hav e the rest of our office 
furniture sometime nex t week.” 


I 


‘After the terrible way Joan’s husband talked to her In this 
morning’s episode, I should say not!” 


I 
i 
k 


